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PREFACE  TO  THE  SJECOND  EDITION. 


Many  important  ohanges  haTe  been  made  in  the  present  edition, 
designed  to  adapt  the  work  more  fully  to  the  wants  of  the  higher 
seminaries,  where  mathematical  demonstrations  are  required  of  the 
classes  in  Natural  Philosophy.  With  this  view,  the  two  first  Parts 
haye  been  almost  wholly  rewritten,  and  upon  a  different  plan  of 
arrangement.  Some  subjects  which  were  perhaps  too  fully  treated 
in  the  first  edition, — as,  for  example,  Crystallography, — htcve  been 
reduced,  while  others  hare  been  expanded  to  meet  the  just  propor- 
tions of  a  harmonious  treatment.  These  remarks  apply  also  to  Fart 
Third  (the  Physics  of  Imponderable  Agents),  and  especiaUy  to 
Optics  and  Heat.  In  the  latter  chapter  some  topics  have  been 
omitted  which  are  more  appropriately  treated  in  Chemistry. 

The  mathematical  demonstrations,  while  they  are  designed  to  be 
as  simple  as  possible  consistent  with  exactness,  are  belieyed  to  be 
98  full  and  rigorous  as  are  demanded  in  institutions  where  only 
geometric  and  algebraic  methods  are  used.  Analytical  methods 
hare  not  been  introduced,  as  the  book  was  not  designed  for  the 
comparatiTely  limited  number  of  colleges  where  the  higher  mathe- 
matics are  employed  in  teaching  Physics. 

The  questions  at  the  foot  of  the  pages  in  the  first  edition,  hare 
been  omitted,  to  gain  space  for  a  considerable  number  of  practical 
problems  (mostly  original,)  designed  to  exercise  the  student  in  the 
application  of  the  principles  and  formulsd  fi^und  in  the  text.  To 
aid  in  the  solution  of  these,  and  to  assist  the  teacher  in  the  con- 
struction of  additional  problems,  numerous  physical  Tables  have 
been  aided  in  the  Appendix. 

The  plan  of  using  two  kinds  of  type,  resorted  to  in  the  first 
1*  (5) 
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edition,  has  been  continued  with  more  particalaritj  in  this  The 
book  is  thus  adapted  to  the  use  of  the  general  reader,  and  to  stu- 
dents who  seek  only  a  knowledge  of  general  principles. 

These  changes  and  additions,  the  author  believes,  entitle  this 
edition  more  fully  to  the  encomiums  bestowed  on  the  first  bj  many 
of  the  ablest  physicists  and  most  experienced  teachers  in  this 
country.  By  the  liberality  of  the  publishers,  numerous  additions 
have  been  made  to  the  wood-euts,  while  new  designs,  in  numerous 
cases,  replace  those  of  less  beauty  in  the  first  edition. 

The  design  has  been,  in  this  edition,  to  give  to  all  the  depart- 
ments of  physical  science  a  just  proportion  of  space,  in  harmony 
with  the  general  scope  of  the  book.  The  subject  of  Mechanics 
and  Machines  (upon  which  so  many  excellent  special  treatises 
exist)  has,  therefore,  been  condensed  into  a  smaller  proportionate 
space  than  it  usually  occupies  in  American  treatises  on  Natural 
Philosophy;  while  such  fundamental  subjects  as  Motion,  Force, 
Gravitation,  Elasticity,  Tenacity,  and  Strength  of  Materials,  are 
considered  at  more  length. 

The  author  has  freely  availed  himself  of  all  the  sources  of  infor 
mation  within  his  reach.  A  list  of  the  works  chiefly  used  in  the 
preparation  of  this  edition  is  appended — to  which  should  be  added 
the  chief  foreign  journals,  and  transactions  of  learned  societies — 
which  have  been  resorted  to  for  the  original  memoirs  quoted  on  a 
great  variety  of  topics.  He  is  also  particularly  indebted  for  good 
counsel  to  many  scientific  and  personal  friends,  the  influence  of 
whose  criticisms  on  the  first  edition  they  will  find  frequently  iu 
the  present.  More  than  to  all  others  is  he  indebted  to  Dr.  M.  C 
White,  of  New  Haven,  for  his  constant  attention,  both  in  the 
preparation  of  new  matter  and  in  the  revision  of  the  press. 

He  also  takes  pleasure  in  again  acknowledging  his  obligations 
to  Prof.  C.  H.  Porter,  of  Albany. 

For  a  final  revision  of  the  sheets,  and  the  detection  of  a  number 
of  errors  which  had  escaped  previous  proof-readers,  the  author 
is  indebted  to  Mr.  Arthur  W.  Wright,  Assistant  Librarian  of 
Yale  College. 

Fuller  references  have  been  added,  especially  to  American  autho- 
rities ;  and  the  author  hopes  no  apology  is  required  for  the  frequent 
references  to  the  American  Journal  of  Science,  which  is  supposed 
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to  be  a  work  accessible  to  all  American  teachers,  while  the  Euro- 
pean journals  are  rarely  so ;  and  references  to  these  would,  there- 
fore, be  of  little  practical  use  to  the  great  majority  of  readers  of 
such  a  treatise  as  this. 

As  no  table  of  errata  is  given  (all  errors  thus  far  discovered 
being  corrected),  the  author  will  esteem  it  a  great  favor  if  any 
person  using  the  book  will  communicate  to  him  direct  any  errors 
of  fact  or  figures  which  may  be  discovered. 

Nsw  Havsn,  October  15,  1860. 
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FROM  PREFACE  TO  THE  FIRST  EDITION. 


This  band-biok  has  been  prepared  with  a  view  to  give  a  fair  ezposi« 
tion  of  the  present  condition  of  the  several  departments  of  Physics.  * 
*****  Accuracy  of  statement,  fullness  of  illustration, 
conciseness  of  expression,  and  a  record  of  the  latest  and  most  reliable 
progress  of  science  in  these  departments,  have  been  the  leading  objects 
in  its  preparation. 

Only  those  who  have  attempted  to  harmonize  and  present  in  due 
proportion  the  whole  of  so  vast  a  subject  as  this,  in  a  compendious 
form,  can  fully  appreciate  the  labor  and  difficulties  which  attend  it. 

Without  claiming  for  the  present  volume  any  credit  more  than 
belongs  to  a  faithful  digest  and  compilation  from  the  best  authorities 
in  modem  science,  it  is  hoped  that  it  will  be  found  suited  to  the  wants 
of  a  large  class  of  both  teachers  and  students.  No  pains  have  been 
wanting  to  secure  accuracy  both  in  fact  and  mechanical  execution. 
The  publishers  have  spared  no  expense  to  illustrate  the  book  with  a 
profusion  of  wood  cuts.  Many  of  these  are  original  designs,  or  are 
reduced  from  larger  drawings  by  photography — and  others  have  been 
selected  with  care  from  the  best  standard  authors.  ****** 
Whenever  it  was  possible,  reference  has  been  had  to  original  memoirs 
in  Journals  and  Transactions,  and  in  this  way  many  errors  current  in 
works  of  inferior  authority  have  been  corrected.  With  but  few  excep- 
tions, references  to  foreign  memoirs  have  been  omitted  in  the  text,  as 
their  insertion  could  profit  only  a  very  small  number  of  readers,  and 
might  seem  pedantic.  Not  so  with  respect  to  names  of  discoverers  of 
important  principles  and  phenomena.  A  great  number  of  names  of 
these  will  be  found  in  the  text,  in  their  proper  places,  and  not  unfre- 
quently  the  dates  of  birth,  or  death,  or  both,  are  given. 

Every  teacher  must  have  observed  that  an  abstract  principle  is 
often  fixed  in  the  memory  by  the  power  of  associated  ideas,  when  it  is 
connected  with  a  date  or  item  of  personal  interest,  as  the  attention  is 
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awakened  by  the  dramatio  far  more  than  by  the  didaotio.  Hence  it 
has  been  thought  judioions  to  introdnee  numerouB  important  dates  in 
the  history  of  science. 

It  gives  me  great  pleasure  to  acknowledge  many  obligations  to  Plrof. 
Oharlbs  H.  Porter,  M.  A.,  M.  D.,  of  Albany  (some  years  my  assistant), 
for  his  constant  and  most  important  assistance  in  the  compilation  and 
editing  of  this  book.  Preoccupied  as  my  own  dme  has  been,  I  should 
not  at  times  have  found  it  possible  to  proceed  without  his  valuable 
assistance  and  excellent  judgment.  Dr.  M.  0.  White,  of  this  town,  has 
also  rendered  me  important  aid,  especially  in  Optics,  and  in  the  revi* 
aion  of  the  press. 

Kbw  Havbv,  Cork.,  OeL  15, 1868. 
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PART  FIRST. 

PHYSICS  OF  SOLIDS  AND  FLUIDS. 


CHAPTER  L 

INTRODUCTION. 


1,  Matter. — Matter  is  that  which  occupies  space,  and  is  the  object 
of  sense.  Our  knowledge  of  the  material  world  is  founded  upon  expe- 
rience, or  the  evidence  of  our  senses ;  and  the  conyiction  that  the  same 
causes  will  always  produce  the  same  effects. 

A  definite  and  limited  portion  of  matter,  whether  it  be  a  particle  of 
dust  or  a  planet,  is  called  a  body.  The  different  kinds  of  matter,  as 
water,  marble,  gold,  or  diamond,  are  called  substanceg.  Numberless  as 
are  the  various  substances  known  to  man,  they  are  all  composed  of 
a  limited  number  of  simple  bodies  called  elements, 

2.  Obaenration  and  experiment. — ^By  observation  we  become 
acquainted  with  those  changes,  in  the  condition  and  relations  of  bodies, 
which  occur  spontaneously  in  the  ordinary  course  of  nature ;  but  the 
knowledge  thus  acquired  is  limited  when  compared  with  the  results 
of  experiment  By  the  use  of  proper  apparatus  we  can  repeat  natural 
phenomena  under  varied  conditions;  and,  among  all  the  attendant 
circumstances,  we  can  determine  what  are  accidental,  and  what  are 
essential  to  any  given  effect. 

Plienomena. — ^A  phenomenon,  in  the  sense  in  which  this  word  is 
used  in  science,  is  any  event  taking  place  in  the  ordmary  course  of 
nature.  Thus  the  changes  of  the  seasons,  the  fall  of  rain  or  dew,  the 
burning  of  a  fire,  and  the  death  of  an  animal,  are  more  truly  pheno- 
mena of  nature  than  those  more  rare  or  alarming  events  to  which  in  a 
vulgar  sense  this  word  is  usually  confined. 

z*  (1) 
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3.  Law,  Theory,  and  Hypothesis. — In  conducting  an  experiment, 
we  are  taught  to  trace  with  certainty  the  connection  between  different 
phenomena ;  to  classify  effects  of  the  same  kind  and  refer  them  to  their 
common  cause ;  in  fine,  to  deduce  from  many  experiments  the  govern- 
ing principle,  or  law  ofmUure,  in  obedience  to  which  they  are  produced, 
and  to  unite  both  facts  and  principles  into  a  theory^  or  comprehensive 
view  of  the  whole  subject.  Such  theories  are  a  fruitful  source  of  new 
experiments  and  new  discoveries. 

The  terms  law,  theory,  and  hypothesis  are  often  used  interchangeably, 
and  are  all  designed  to  express  the  various  degrees  of  perfection  attained 
in  any  department  of  human  knowledge,  towards  the  understanding  of 
the  thoughts  of  Qod  as  expressed  in  the  phenomena  of  the  physical 
world.  An  hypothesis  is  a  guess  or  assumption,  designed  to  aid  further 
investigation,  and  bears  the  same  relation  to  a  theory  or  law  as  the 
scaffolding  bears  to  the  perfect  building.  A  theory  is  the  most  perfect 
expression  of  physical  truth,  and  is  deduced  from  both  laws  and  prin* 
oiples  that  have  been  established  on  independent  testimony. 

That  a  theory  should  rise  to  the  highest  expression  of  the  laws  of 
nature,  it  must  account  not  only  for  all  known  phenomena  falling 
under  it,  but  for  all  possible  cases  with  their  irregularities  and  varia- 
tions. Thus  the  law  of  gravitation,  as  developed  by  Newton  from 
terrestrial  phenomena,  has  been  found  strictly  universal  in  its  applica- 
tion ;  not  only  meeting  all  known  facts  in  celestial  mechanics,  but, 
outstripping  observation,  it  has  foretold  events  which  have  been  subse- 
quently confirmed,  or  which  it  still  requires  centuries  of  years  to 
verify. 

4.  Inductive  Philosophy. — ^When  individual  experience  is  en- 
larged by  the  experience  of  other  inquirers  and  other  times,  and  the 
combined  knowledge  of  many  is  so  arranged  as  to  be  comprehended  by 
one,  the  syntem  becomes  a  science  or  philosophy  of  nature.  Because 
its  principles  are  founded  upon  a  comparison  and  analysis  of  facts,  a 
system  of  this  kind  is  also  called  Inductive  Philosophy. 

Indactive  philosophy  is  of  modem  origin.  G^alileo  (bom  in  1564)  was  the 
first  to  commence  a  coarse  of  experimental  researches;  and  Bacon  (bora  in 
1561),  in  his  immortal  work,  Novttm  Organum,  showed  that  this  was  the  only 
road  to  an  accurate  knowledge  of  nature.  The  ancients  were  ignorant  of  the 
principles  and  methods  of  inductive  science.  Their  explanations  of  natural 
phenomena  were  based  on  <M9umed  causes;  they  are  therefore  oonftised  and 
contradictory,  and  often  in  direct  opposition  to  experience. 

5.  Force. — From  the  axiom  that  every  event  must  have  a  cause, 
the  mind  naturally  passes  to  the  recognition  of  certain  powers  or  forces 
in  nature  adequate  to  account  for  the  observed  phenomena.    Thus  we 
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refer  tf^  fall  of  bodies  to  the  enrth  to  the  force  of  gravitation*— the 
strength  uf  niitteriaLs  to  the  force  "bf  cohesive  attraction — ^the  directive 
power  of  the  compans-needle  to  the  earth's  magnetism — the  evaporation 
uf  water  to  the  action  of  heat— the  combustion  of  a  fire  to  the  action 
of  ozjgen  on  the  elements  of  the  fuel,  or  to  the  force  of  chemical 
affinity. 

Man  exercising  his  volition  walks,  or  strikes  a  blow— examples  of  the 
mysterious  connection  between  spirit  and  matter,  of  the  conscious  exer- 
cl^ie  of  mechanical  force.  By  the  use  of  a  lever  or  screw  he  transmits 
or  multiplies  his  force  at  will — by  experiment  he  learns  that  he  can 
aUo,  by  suitable  appliances,  call  into  action,  where  he  pleases,  certain 
other  forces,  otherwise  dormant,  which  he  calls  chemical,  or  physical, 
according  as  they  do,  or  do  not,  involve  an  essential  change  in  the 
nature  of  the  materials  employed.  Both  his  consciousness  and  expe- 
rience inform  him  that  all  these  manifestations  of  force  result  from  the 
voluntary  but  mysterious  action  of  mind  upon  matter.  He  is  thus  led 
to  the  unavoidable  conclusion  that  those  great  phenomena  of  nature, 
over  which  he  has  no  control,  must  have  their  origin  also  in  the  volitions 
of  a  SupRBMK  Ruler.  Force  and  will  thus  become  related  terms,  and 
we  are  compelled  to  regard  the  forces  of  nature,  as  they  are  usually 
styled,  as  only  the  outward  and  visible  manifestations  of  the  mind  of 
God. 

In  Physics  the  term  force  is  often  used  for  the  unknown  cause  of  a 
known  effect. 

G.  The  properties  of  matter  are  general,  or  speoific. — The 
attentive  consideration  of  any  sort  of  matter  will  show  us  the  ex- 
ist-ence  of  two  sorts  of  properties  in  it— namely,  general  properties 
and  specific  properties.  Gold,  for  example,  occupies  space  and  pos- 
sesses weight*  but  so  also  does  all  matter,  whether  solid,  liquid,  or 
gaseous ;  these  properties  are  general.  But  gold  has  a  peculiar  color 
and  lustre,  is  unchangeable  by  the  action  of  causes  which  destroy  the 
identity  of  nearly  all  other  sorts  of  matter,  has  a  definite  and  peculiar 
crystalline  form,  and  weighs  about  nineteen  times  as  much  as  a  like 
bulk  of  water.  These  are  qualities  peculiar  to  gold,  and  by  which  we 
always  recognize  it.     They  are  its  specific  properties, 

7.  The  changes  in  matter  are  physical,  or  chemical. — Water 
is  changed  by  heat  to  steam  or  vapor,  by  loss  of  heat  (cold)  it  is 
reduced  to  a  solid.  By  the  ceaseless  action  of  these  natural  causes,  it 
perpetually  changes  its  place  and  condition.  It  returns  to  the  earth, 
from*  its  distillation  in  the  great  alembic  of  the  atmosphere,  as  dew, 
mist,  rain,  hail,  or  snow,  and  by  gravity  seeks  to  gain  a  place  of  rest 
in  the  great  ocean.    But  in  all  its  changes  of  state  and  position  it  is 
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Still  the  same  substance.  A  bar  of  iron,  by  contact  with  a  Iq^estone, 
acquires  new  properties,  which  we  call  magnetic,  but  its  color,  form, 
and  weight  remain  unchanged.  A  glass  tube  or  plate  of  resin  rubbed 
by  dry  silk  or  fur  becomes  electrical,  in  virtue  of  which  property  it 
will  attract  or  repel  light  bodies.  These  changes,  which  do  no\  destroy 
the  specific  identity  of  the  substance,  are  termed  physical  changes. 

But  in  a  damp  atmosphere  the  iron  bar  is  soon  covered  with  rust, 
from  the  action  of  oxygen  (one  of  the  gases  of  the  air)  upon  the  iron. 
The  same  change  follows  the  action  of  water  alone.  In  this  latter  case 
the  water  is  decomposed,  and  with  great  activity  if  a  dilute  acid  is 
present.  The  oxygen  of  the  water  combines  with  the  iron,  while  the 
hydrogen  escapes  as  a  gas,  and  thus  the  specific  identity  of  both  sub- 
stances is  destroyed.  Such  changes,  destructive  of  specific  identity,  are 
called  chemical  changes, 

8.  Physical  and  ohemloal  properties  of  matter. — ^The  changes 
of  matter  just  noticed  correspond  to  its  physical  and  chemical  proper- 
ties. Gold  possesses  certain  specific  properties,  depending  solely  on  its 
physical  qualities ;  its  density,  lustre,  color,  form,  malleability,  and  its 
high  point  of  fusion,  are  all  qualities  of  gold  which  can  never  be  lost 
without  an  essential  change  of  its  nature,  and  are  therefore  termed 
physical  properties.  Exposed  however  to  the  action  of  chlorine  and 
certain  other  agents,  gold  loses  its  specific  identity,  and  becomes,  as  it 
were,  a  new  substance,  while  the  same  change  passes  equally  upon  the 
agent  by  whose  efficiency  the  transmutation  is  effected.  Such  changes 
of  matter,  involving  an  essential  loss  of  specific  identity,  depend  on  the 
chemical  properties  of  matter. 

9.  Physics  and  Chemistry. — ^It  is  plain  that  the  distinctions 
just  pointed  out  are  fundamental,  in  the  nature  of  things,  and  that  out 
of  them  spring  two  entirely  distinct,  although  nearly  related,  branches 
of  human  knowledge,  namely,  Physics  and  Chemistry  ;  the  former  is 
more  frequently  called,  in  this  country.  Natural  Philosophy;  a  term 
too  comprehensive  in  its  general  significance  for  an  exact  definition. 
Now  as  all  substances  possess  both  physical  and  chemical  properties, 
it  is  plain  that  a  thorough  knowledge  of  either  branch  involves  some 
familiarity  with  the  other.  But  the  natural  order  of  knowledge  con- 
sists in  obtaining  first  a  familiarity  with  the  general  properties  and 
laws  of  matter,  and  subsequently  the  specific  properties.  Physical 
knowledge  therefore  naturally  precedes  chemical. 

10.  Vitality,  or  the  principle  of  life,  is  recognised  as  a  distinct 
force  in  nature,  controlling  both  physical  and  chemical  forces ;  by  its 
action  inanimate  or  unorganized  matter  is  transformed  into  animate 
and  organized  existences.    Thus,  out  of  air,  water,  and  a  few  mineral 
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■abstances,  all  living  forms,  both  animal  and  vegetable,  are  built  np 
by  the  chemistry  of  life.  After  a  life  of  definite  duration,  they  die, 
and  their  stractures  dissolve  again  into  the  inanimate  bodies  out  of 
which  they  grew.  They  are  subject  to  the  general  laws  of  matter,  but 
these  laws  are  oflen  modified,  and  sometimes  directly  opposed  by  the 
action  of  that  unknown  power  which  we  call  the  principle  of  life.  The 
description  of  organized  bodies  constitutes  the  science  of  Natural 
History. 

11.  Light,  Heat,  and  Bleotrioity  are  terms  employed  to  dis- 
tinguish certaip  phenomena,  or  forces  in  nature,  connected  with,  or 
growing  out  of  the  changes  of  matter,  physical  or  chemical,  or  both. 
They  are  supposed  by  most  physicists  to  be  dependent  on  the  existence 
of  certain  hypothetical  fluids,  or  on  the  vibrations  of  an  assumed 
ethereal  medium.  As  these  fluids,  or  forces,  are  without  weight  or 
other  sensible  properties  of  ordinary  matter,  they  are  termed,  by  many 
writers,  the  imponderable  agents,  or  simply  imponderables.  What 
the  spirit  is  to  the  animal  body  these  mysterious  agents  are  to  lifeless 
matter. 


CHAPTER  II. 

aBNERAL   PRINCIPLES. 
{ 1.  Deflnitiona  and  Oeneral  Propertiea  of  Matter. 

I.   BSSBNTIAL   PBOFEKTISS. 

12.  The  eaaential  propertiea  of  matter  are  (1)  magnitude,  or 
extension,  (2)  impenetrabUUy,    We  cannot  conceive  of  matter  with-  , 
out  magnitude,  and  it  is  equally  clear  that  the  space  occupied  by  any 
given  particle  of  matter  cannot,  at  the  same  time,  be  occupied  by  any 
other  particle. 

All  the  other  general  properties  of  matter,  however  universal  they 
may  be,  have  been  made  known  to  us  by  observation  and  experiment, 
and  are  not  essential  to  the  fundamental  notion  of  the  existence  of 
matter.  The  accessory  or  non-essential  properties  of  matter  are,  1, 
Divisibility,  2,  Compressibility,  3,  Expansibility,  4,  Porosity,  5,  Mo- 
bility, and,  6,  Inertia. 

13.  Magnitude  or  eztenaion. — ^Extension  is  the  property  whioh 
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every  body  possesses  of  oocupying  a  portion  of  space.    The  amount  of 
space  so  occupied  by  a  body  is  called  its  volume. 

Every  body  has  three  dimensions,  length,  breadth,  and  thickness, 
the  external  boundaries  of  which  are  surfaces  and  lines.  The  exact 
measurement  of  these  three  dimensions  is  the  foundation  of  all  exact 
knowledge  in  experimental  science,  and  demands  the  adoption  of  cer- 
tain arbitrary  unite  of  comparison. 

14.  Impenetrability. — ^The  power  of  a  body  to  exclude  all  other 
bodies  from  the  space  occupied  by  itself  is  called  impenetrability »  This 
property  is  possessed  by  all  forms  of  matter.  Air  may  be  compressed 
indefinitely,  perhaps,  but  the  mechanical  force  required  for  its  com- 
pression is  at  once  the  evidence  and  the  measure  of  its  impenetrability. 

A  stone  dropped  into  the  water  displaces  its  own  bulk  of  the  fluid, 
but  does  not  penetrate  its  particles.  A  nail  driven  into  a  board  only 
displaces  certain  particles  of  the  wood,  whose  resistance  or  elasticity 
imparts  to  the  nail  its  power  of  adhesion. 

The  union  of  these  two  properties,  extension  and  impenetrability 
gives  exactness  to  our  fundamental  notion  of  matter.  Neither  alone 
will  suffice  to  produce  a  body.  The  image  in  a  mirror  is  not  a  body, 
for  behind  the  mirror,  where  the  image  appears,  is  the  wall,  or  perhaps 
another  body.  The  shadow  of  any  object  in  the  sunlight  has  exten- 
sion, but,  as  it  is  not  impenetrable,  it  is  not  a  body. 

15.  The  three  states  of  matter. — Matter  is  presented  to  our 
senses  in  three  unlike  physical  states,  viz.,  solids  liquid,  and  gctseoua. 
The  last  two  states  are  more  comprehensively  called  ^tiic^^.  These 
three  physical  conditions  of  matter  represent  the  opposite  action  of  the 
forces  of  attraction  and  repulsion.  But  as  these  interesting  relations, 
and  the  physical  laws  governing  them,  are  fully  discussed  under  their 
appropriate  heads,  it  is  needless  to  do  more  than  refer  to  them  here. 
(146.) 

II.    ENGLISH   AND   FRENCH   SYSTEMS  OF  MEASURES. 

16.  Units  of  measure. — In  order  to  determine  with  accuracji 
the  volume  of  solids  and  the  area  of  surfaces  or  the  lengih  of  lines, 
some  arbitrary  unit  of  extension  must  be  adopted.  Of  the  three 
geometric  degrees  of  extension  the  unit  of  length  is  the  only  one  which 
need  be  arbitrary,  since  by  squaring  it  we  may  measure  surfaces,  and 
by  cubing  it  we  can  measure  solids.  In  early  times  the  weight  of 
grains  of  wheat,  ("thirty-two  of  which,  from  the  midst  of  the  ear, 
were,  a.  d.  1266,  declared  to  be  equal  to  an  English  penny,  called  a 
sterling,")  or  the  length  of  "  barley  corns"  (three  to  an  inch)  gave  the  ' 
rude  basis  of  legal  units  of  weight  and  measure  in  England,  and,  long 
after,  by  adoption  in  the  United  States. 
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17.  BngllBh  units  of  length. — The  yard  is  the  English  unit  of 
length,  adopted  both  in  Great  Britain  and  America.  It  appears  to 
hare  had  its  origin  about  a.  d.  1120,  in  the  reign  of  Henry  the  First, 
*'  who  ordered  that  the  vina^  or  ancient  ell  (which  corresponds  to  the 
modem  yard)  should  be  made  of  thcf  exact  length  of  his  own  arni,  and 
that  the  other  measures  of  length  should  be  based  upon  it.''  The  yard 
is  divided  into  thirty-six  inches. 

In  1824  it  was  enacted  by  the  English  Parliament,  that  if  at  any 
time  the  standard  yard  should  be  lost,  defaced,  or  otherwise  injured,  it 
should  be  restored  by  making  a  new  standard  yard,  bearing  the  same 
proportion  to  a  pendulum  vibrating  seconds  of  mean  time  in  the  lati- 
tude of  London,  in  a  vacuum  and  at  the  level  of  the  sea,  as  36  inches 
bears  to  39.1393  inches,  the  latter  being  the  length  of  the  pendulum 
vibrating  seconds  at  London. 

In  1834  the  Parliament  House  was  destroyed  by  fire,  and  with  it  the 
standard  yard.  The  measurement  of  the  seconds'  pendulum,  as  given 
above,  was  subsequently  found  to  be  incorrect,  and  the  commissioners 
appointed  to  consider  the  steps  to  be  taken  to  restore  the  lost  standard, 
recommended  the  construction  of  four  standard  yards  from  the  best 
authenticated  copies  of  the  old  standard.  These  duplicates  (a  copy  of 
which  exists  in  the  U.  S.  Mint)  are  the  basis  of  English  and  American 
standards  of  length. 

The  subdivisions  and  multiples  of  the  yard  are  given  in  Table  I.,  at 
the  end  of  this  volume. 

Nearly  all  the  English  units  of  surface  are  squares  whose  sides  are 
equal  to  the  units  of  length.  The  square  and  cubic  inch  are  the  units 
most  frequently  employed  for  scientific  purposes. 

The  measures  of  capacity  are  related  to  those  of  length,  by  the  deter- 
mination that  a  gallon  contains  277.274  cubic  inches.  ({  101.) 

Where  volume  can  be  calculated  from  linear  measurements,  it  is 
usual  to  estimate  it  in  cubic  yards,  cubic  feet,  or  cubic  inches.  In  this 
way  earth-work  and  masonry  are  measured. 

18.  The  French  system  of  measures  originated  with  the  great 
revolution  in  France,  when  all  regard  for  ancient  institutions  was 
repudiated.  A  commission  of  the  members  of  the  Academy  of  Sciences 
was  appointed,  who  developed  a  decimal  system,  which  was  at  once 
adopted.  They  proposed  that  the  ten-millionth  part  of  the  quadrant 
of  a  meridian  of  the  globe  should  be  assumed  as  the  basis  of  a  new 
metrical  system.  This  was  called  a  metres  and  subdivisions  and  mul- 
tiples of  this  unit  were  made  on  the  decimal  system.  The  metre  is 
equivalent  to  39.37079  English  inches,  or  39.36850535  American 
Later  determinations  have  shown  that  the  length  of  the 
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standard  metre  is  not  precisely  the  one  ten-millionth  part  of  a  quad* 
rant.  Thas  it  appears  that  the  metre  of  France  is  a  standard  of 
measure  not  less  arbitrary  than  the  English  yard. 

The  French  metre  is  subdivided  into  tenths,  called  decimetres  ;  hun- 
dredths, or  ceniimetrea;  and  thousandths,  or  miUimetreB,*  The  names 
of  the  multiples  are  as  follows :  the  decametre,  ten  metres ;  the  heeto* 
metre,  one  hundred  metres ;  and  the  kilometre,  one  thousand  metres. 
This  last  length  is  equal  to  about  two-thirds  of  an  English  mile,  and 
it  is  the  ordinary  road-measure  in  France. 

The  French  units  of  surface  are  squares,  whose  sides  are  equal  to 
the  units  of  length.  The  common  French  measure  of  land  is  the 
square  decimetre,  which  is  called  an  are. 

The  measures  of  capacity  are  connected  with  those  of  length  by 
means  of  the  lUre,  which  is  a  cubic  decimetre,  (or  a  cube  measuring 
3.937  English  inches  on  the  side).  It  is  equal  to  1.765  Imperial  pints, 
or  somewhat  more  than  If  English  pints.     (See  Table  I.) 

The  cubic  metre  is  the  measure  of  bulky  articles,  and  has  receiyed 
the  name  of  stere.  The  etere,  as  well  as  the  litre,  and  the  are,  hare 
decimal  multiples  and  subdivisions,  named  like  those  of  the  metre. 

The  connection  of  the  system  of  weights  with  those  of  capacity  and  length  is 
explained  in  {  100. 

III.    ACCBSSOBT  PB0PBBTIB8  OV  If  ATTBB. 

19.  Divisibility. — By  mechanical  means  matter  may  be  reduced  to 
an  extreme  degree  of  comminution.  By  chemical  means,  and  the  pro- 
cesses of  life,  this  subdivision  is  carried  very  much  farther.  A  few 
illustrations  of  each  of  these  kinds  of  divisibility  will  suffice. 

Gold  is  beaten  into  leaves  so  thin  that  one  million  of  leaves  measure 
less  than  an  inch  in  thickness.  A  bar  of  silver  may  be  gilded,  and 
then  drawn  into  wire  so  fine  that  the  gold,  covering  a  foot  of  such 
thread,  weighs  less  than  ^-^-^  of  a  grain.  An  inch  of  this  wire,  con- 
taining ffTiyiJiJi  ^^  ^  S^^°>  ™^y  ^  divided  into  100  equal  parts  dis- 
tinctly visible,  and  each  containing  ^.^jg^.^xf^  of  a  grain  of  gold. 
Under  a  microscope  magnifying  500  times,  each  of  these  minute  pieces 
may  be  again  subdivided  500  times,  each  subdivision  having  to  the  eye 
the  same  apparent  magnitude  as  before,  and  the  gold  on  each,  with 
its  original  lustre,  color,  and  chemical  properties  unchanged,  repre- 
sents ,.9xj,j,rfua,Tj^Tj  P"^  o^  ^^^  original  quantity. 

Dr.  WoUaston,  by  a  very  ingenious  device,  obtained  platinum  wire 
for  the  micrometers  of  telescopes,  measuring  only  ^q,}^^^^  of  an  inch  in 
diameter.    Though  platinum  is  nearly  the  heaviest  of  known  bodies,  a 

*  The  smaller  measures  are  named  by  Latiut  the  larger  by  Greek  numbers. 
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mile  of  8uch  wire  would  weigh  only  a  grun,  and  150  strands  of  it 
would  together  form  a  thread  only  as  thick  as  a  filament  of  raw  silk. 

A  grain  of  copper  dissolved  in  nitric  acid,  to  which  is  afterwards 
added  water  of  ammonia,  will  giye  a  decided  blue  color  to  392  cubio 
inches  of  water.  Now  each  cubic  inch  of  the  water  may  be  divided 
into  a  million  particles,  each  distinctly  visible  under  the  microscope, 
and  therefore  the  grain  of  copper  must  have  been  divided  into  392 
million  parts. 

One  hundred  cubic  inches  of  a  solution  of  common  salt  will  be  ren- 
dered milky  by  a  cube  of  silver,  0*001  of  an  inch  on  each  side,  dissolved 
in  nitrioracid,  and  the  magnitude  of  each  particle  of  silver  thus  repre- 
sents the  one-hundred  billionth  part  of  an  inch  in  sise.  To  aid  the 
student  in  forming  an  adequate  conception  of  so  vast  a  number  as  a 
billion,  it  may  be  added  that  to  count  a  billion  from  a  clock  beating 
seconds^  would  require  31,688  years  continuous  counting,  day  and 
night. 

Minute  divlaion  in  the  animal  and  vegetable  kingdonui. — The 
blood  of  animals  is  not  a  uniform  red  liquid,  as  it  appears  tu  the  naked 
eye,  but  consists  of  a  transparent  colorless  fluid,  in  which  float  an  innu- 
merable multitude  of  red  corpuscles,  which;  in  animals  that  suckle  their 
young,  are  flat  circular  discs,  doubly  concave,  like  the  spectacle  glasses 
of  near-sighted  persons.  In  man,  the  diameter  of  these  corpuscles  is 
the  3500th  of  an  inch,  and  in  the  musk-deer,  only  the  12,000th  of  an 
inch,  and  therefore  a  drop  of  human  blood,  such  as  would  remain  sus- 
pended from  the  point  of  a  cambric  needle,  will  contain  about  3,000.000 
of  corpuscles,  and  about  120,000,000  might  float  in  a  similar  drop  drawn 
from  the  musk-deer. 

Bat  these  instances  of  the  divisibility  of  matter  are  far  surpassed 
by  the  minuteness  of  animalcules,  for  whose  natural  history  we  are 
indebted  chiefly  to  the  researches  of  the  renovmed  Prussian  naturalist, 
Ehrenberg.  He  has  shown  that  there  are  many  species  of  these  crea- 
tures, so  small  that  millions  together  would  not  equal  the  bulk  of  a 
grain  of  sand,  and  thousands  might  swim  at  once  through  the  eye  of  a 
needle.  These  infinitesimal  animals  are  as  well  adapted  to  life  as  the 
largest  beasts,  and  their  motions  display  all  the  phenomena  of  life, 
sense,  and  instinct.  Their  actions  are  not  fortuitous,  but  are  evidently 
governed  by  choice,  and  directed  to  gratify  their  appetites  and  avoid 
the  dangers  of  their  miniature  world.  The  stagnant  waters  of  the 
parth  (and  sometimes  the  atmosphere)  everywhere  are  populous  with 
them,  to  an  extent  beyond  the  power  of  the  imagination  to  conceive 
their  numbers.  Their  silicious  skeletons  are  found  in  a  fossil  state, 
forming  the  entire  mass  of  rocky  strata,  many  feet  in  thickness  and 
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handreds  of  square  miles  in  extent.  The  polishing-slate  near  Bilio^ 
in  Bohemia,  contains  in  every  cubic  inch  about  41,000  millions  of  these 
animals.  Since  a  cubic  inch  of  this  slate  weighs  220  grains,  there  must 
be  in  a  single  grain  187  millions  of  skeletons,  and  one  of  them  would, 
therefore,  weigh  about  the  one  187-millionth  of  a  grain.  The  city  of 
Richmond,  Va.,  has  been  shown  by  Prof.  Bailey  to  rest  on  a  similar 
deposit  of  silieious  animalcules  of  exquisite  form.  It  is  impossible  to 
form  a  conception  of  the  minute  dimensions  of  these  organic  structures, 
and  yet  each  separate  organ  of  every  animalcule  is  a  compound  of 
several  organic  substances,  each  in  its  turn  comprising  numberless 
atoms  of  carbon,  oxygen,  and  hydrogen.  It  is  plain  from  these  exam- 
ples that  the  actual  magnitude  of  the  ultimate  molecules  of  any  body 
is  something  completely  beyond  the  reach  equally  of  our  senses  to  pei^ 
ceive,  or  of  our  intellects  to  comprehend. 

20.  Atoms,  Moleooles. — The  ultimate  constitation  of  matter  has 
divided  the  opinions  of  philosophers  from  the  earliest  period  of  science. 
Two  hypotheses  have  prevailed ;  the  one,  that  matter  is  composed  of 
irregular  particles  without  fixed  size  or  weight,  and  divisible  without 
limit ;  the  other,  that  "  matter  is  formed  of  solid,  massy,  impenetrable, 
movable  particles,  so  hard  as  never  to  wear  or  break  in  pieces"  (New- 
ton), and  which,  being  wholly  indivisible,  have  a  certain  definite  size, 
figure,  and  weight,  which  they  retain  unchangeably  through  all  their 
various  combinations.  These  ultimate  and  unchangeable  particles  are 
called  atoms  (meaning  that  which  cannot  be  subdivided).. 

While  there  is  no  mathematical  objection  to  the  assumption  that 
matter  is  infinitely  divisible  (since  no  mass  can  be  conceived  of,  so  small 
that  it  cannot  be  mentally  subdivided),  physics  and  more  particularly 
chemistry  have  shown,  from  the  mutual  relations  of  bodies,  that  their 
constituent  particles  possess  definite  and  limited  magnitudes. 

The  term  molecule  (a  little  mass)  is  more  commonly  applied  to  what» 
in  chemistry,  are  sometimes  called  divisible  atoms ;  i,  e.,  to  a  group  of 
two  or  more  atoms,  e,  g.,  the  molecule  of  water  is  composed  of  at  least 
two  atoms,  one  of  hydrogen  and  one  of  oxygen,  forming  together  a 
chemical  compound.  The  phenomena  of  crystallization  show  us  that 
molecules  possess  difierent  properties  at  different  points  of  their  sur- 
faces. While  their  form  is  unknown,  it  is  assumed  that  they  touch 
each  other  not  at  all,  or  only  at  a  few  points,  leaving  spaces  between 
them  which  bear  a  large  ratio  to  their  own  bulk.  From  this  fact  result 
the  two  general  properties  of  compressibility  and  expansibility,  which 
are  next  to  be  considered. 

21.  Compressibility. — ^Diminution  of  volume  in  solids,  by  mecha- 
nical means,  and  by  loss  of  heat,  is  a  faot  long  familiar  to  all  who  are 
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conTereant  with  constractions.  Bven  columns  of  stone,  and  arches,  sup- 
porting heavy  loads,  are  found  to  diminish  sensibly  from  their  original 
dimensions  by  pressure  alone.  Metals  are  compressed  by  coining.  In 
liquids  it  was  long  believed  there  was  no  compressibility,  but  in  reality 
liquids  possess  this  property  to  a  greater  extent  than  solids. 

1  Saxton*9  modiflcation  of  t^erkins'a  original  apparatus  serves  to 

demonstrate  the  oompressibility  of  water.  A  strong  metallic  ves- 
sel, C,  fig.  1,  is  filled  with  water,  and  closed  by  a  close  fitting 
screw  plug,  B,  fig.  2 ;  and  a  perfectly  polished  cylindrical  piston  of 
steel.  A,  passes  water-tight  through  the  steel  collar,  P.  When  the 
vessel  is  thus  prepared,  it  is  placed  in  a  larger  vessel  capable  of 
enduring  great  pressure,  which  is  also  filled  with  water. 

Pressure  to  any  extent  desired  is  then  C4)plied  by  means      2 
of  a  hydraulic   press.     It  is  evident  that  if  the  water 
undergoes  diminution  of  volume  when  subjected  to  pres- 
sure, the  piston  A  must  be  forced  into  the  cylinder  to  a 
oorresponding  extent.    The  index  T  having  been  placed  at  xf 
0  of  the  scale  S,  if  it  is  found,  after  the  experiment,  above 
that  pointy  as  in  fig.  2,  it  is  evidence  of  a  corresponding 
descent  of  the  piston,  due  to  compression  of  the  water 
contained  in  the  cylinder  C.     On  removing  the  pressure  t|| 
the  elasticity  of  the  water  restores  the  original  bulk. 
Water  is  found,  by  this  experiment,  to  yield  about  fifty 
millionths  of  its  volume  for  each  atmosphere  of  pressure, 
t.  e.,  for  a  pressure  of  firteen  pounds  to  a  square  inch. 

In  air  and  all  gases  we  see  the  property  of  com- 
pressibility very  apparent.    The  air  syringe  is  an 
instrument  in  which  a  portion  of  air  is  compressed 
before  a  solid  piston,  with  the  evolution  of  so  much  heat  as  to  set  fire 
to  tinder. 

The  return  of  gases  and  liquids  to  their  original  bulk  on  removal  of 
the  condensing  force  is  due  to  a  property  termed  ekuticUy.  This 
quality  exists  in  many  solids,  if  not  in  all,  and  its  consideration  will 
be  resumed  hereafter. 

22.  Expansibility. — The  expansion  and  contraction  of  all  bodies 
by  heat  and  cold  is  a  fact  sufficiently  familiar.  Upon  it  is  based  the 
construction  of  all  instruments  for  reading  changes  of  temperature,  for 
a  description  of  which  the  reader  is  referred  to  the  chapter  on  heat. 

23.  Physical  pores. — The  facts  connected  with  the  compressibility 
of  matter,  and  its  change  of  form  by  heat,  indicate  clearly  that 
the  atoms  of  matter  (assumed  to  be  unchangeable)  are  not  in  contact. 
The  spaces  existing  between  them  are  called  physical  pares^  on  the 
existence  of  which  depends  the  property  of  porosUy.  Many  chemicjil 
phenomena  illustrate  the  existence  of  this  property.  If  equal  measures 
of  alcohol  and  water,  or  of  water  and  sulphuric  acid  are  mixed,  the 
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bulk  of  the  resulting  liquid  is  sensibly  less  than  the  sum  of  the  two 
liquids  before  they  were  mingled.  This  shrinkage  can  result  only  from 
the  insinuation  of  the  particles  of  one  substance  among  the  pores  of 
the  other. 

The  great  amount  of  heat  developed,  during  these  experiments,  is  a 
significant  fact.  These  molecular  or  physical  pares  of  bodies  are  no 
more  sensible  to  our  organs  than  the  atoms  themselves,  and  are  per- 
meable only  to  light,  heat,  and  electricity. 

24.  Sensible  pores. — It  is  important  to  distinguish  the  molecular 
porosity  just  described  from  those  sensible  openings  which  give  to  cer- 
tain substances  the  property  generally  known  as  porosity.  The  pores 
of  organic  bodies,  as  of  wood,  skin,  and  tissues,  are  only  capillary 
openings,  or  canals,  for  the  passage  of  fluids.  Nearly  all  animal  and 
vegetable  substances  present  these  sensible  pores.  The  familiar  pneu- 
matic experiment — ^the  mercurial  rain — is  an  illustration  of  the  porosity 
of  wood.  Many  minerals  and  rocks  are  porous.  Common  chalk  and 
clay  are  familiar  examples.  Hydrophane  is  a  kind  of  agate,  opaque 
when  dry,  but  translucent  when  wet  from  absorption  of  water.  Even 
gold,  and  other  metals,  under  great  pressure,  as  in  the  experiments  of 
the  Florentine  academicians  in  1661,  are  found  to  exude  water. 

25.  Mobility. — ^We  constantly  see  bodies  changing  their  place  by 
motion,  while  others  remain  in  a  state  of  rest.  The  capacity  of  change 
of  place,  or  of  being  set  in  motion,  constitutes  what  is  called  mobility. 

We  recognize  motion  only  by  comparing  the  body  moving  with  some 
other  body  at  rest.  If  that  rest  is  real  then  the  motion  is  absolute,  but  if 
it  is  only  apparent  then  the  motion  is  only  reUUive.  Thus,  on  board  ship, 
or  on  a  rail  car,  the  passenger  appears  to  change  his  place  in  reference 
to  objects  about  him.  But  all  these  objects  are  equally  in  motion  with 
himself. 

All  motion  on  the  earth's  surface  is  relative,  because  the  globe  itself 
is  impelled  by  a  double  movements— of  revolution  on  its  own  axis,  and 
of  translation  about  the  sun. 

Best  is  also  ahsfdute  or  reLatiw,  Absolute  when  the  body  occupies 
really  the  same  point  in  space— relative  when  it  preserves  the  same 
apparent  distance  from  surrounding  objects  regarded  as  fixed,  but 
which  are  not  in  reality  so.  A  ship  sailing  six  miles  an  hour  against 
a  current  of  the  same  velocity  appears  to  persons  on  her  deck  to  be 
advancing  with  reference  to  the  surrounding  waves ;  but,  viewed  from 
the  shore,  or  by  comparison  with  objects  on  shore,  she  appears  at  rest. 
Absolute  rest  is  of  course  unknown  on  the  earth,  since  every  terrestrial 
object  partakes  of  the  double  motion  already  noticed,  and  it  is  doubtful 
if  any  part  of  the  universe  is  in  absolute  rest,  seeing  that  the  son 
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Itself  with  the  whole  solar  system  is  carried  around  with  a  rapid  motion 
of  translation  in  space  about  a  central  sun. 

26.  Inertia. — No  particle  of  matter  possesses  within  itself  the 
power  of  changing  its  existing  state  of  motion  or  rest.  Matter  has  no 
spontaneous  power  either  of  rest  or  motion,  but  is  equally  susceptible 
to  each,  according  as  it  may  be  acted  on  by  an  external  cause.  If  a 
body  is  at  rest,  a  force  is  necessary  to  put  it  in  motion ;  and  conversely, 
it  cannot  change  from  motion  to  rest  without  the  agency  of  some  force. 
A  body  once  put  in  motion  will  continue  that  motion  in  an  unchan«r- 
iag  direction  with  unchanging  velocity  until  its  course  is  arrested  by 
external  causes.  This  passive  property  of  matter  is  called  inatia. 
Descartes  first  gave  definite  expression  to  this  law  in  his  "  Principles.'' 

When  we  are  told  that  a  body  at  rest  will  for  ever  remain  so,  unless  it  receives 
an  impnlae  from  some  external  power,  the  mind  at  once  assents  to  a  statement 
which  embodies  the  results  of  our  constant  experience.  But  it  requires  souiu 
reflection  in  one  who  for  the  first  time  considers  the  subject,  to  admit  that 
bodies  in  motion  will  continue  to  move  for  ever,  unless  arrested  by  external 
forces.  Casual  observation  seems  to  contradict  the  assertion.  On  the  earth 'b 
surface  we  know  of  no  motion  which  does  not  require  force  to  maintain  as  well 
as  produce  it 

We  may  observe,  however,  that  all  such  moving  bodies  meet  with  constxint 
obstruction  from  friction,  and  the  resistance  of  the  air;  and  that  as  one  or  buth 
of  these  are  diminished,  the  motion  becomes  prolonged  and  continuous. 

The  familiar  apparatus  called  the  wind-mtll  in  vacuo  is  a  good  illustration  of 
the  tendency  to  continued  motion  due  to  inertia — the  usual  causes  of  arrest  of 
motion  being  here  greatly  diminished. 

The  planets  furnish  the  only  example  of  constant  motion.  These  celestial 
bodies,  removed  from  all  the  casual  resistances  and  obstructions  which  distuib 
our  experiments  at  the  earth's  surface,  roll  on  in  their  appointed  orbits  with 
faultless  regularity,  and  preserve  unchanged  the  direction  and  velocity  of  tbo 
motion  which  they  received  at  their  creation. 

27.  Action  and  reaction. — ^It  follows  as  a  necessary  consequence 
of  the  inertia  of  matter,  that  when  a  body,  M,  in  motion  strikes 
another  body,  JT,  at  rest,  the  action  of  M  in  imparting  motion  to 
IT  is  exactly  equaled  by  the  power  of  M^  to  destroy  motion  in  Jf. 
Hence  the  law  that  action  and  reaction  are  always  equal  and  opposite. 
It  is  here  assumed  that  the  bodies  impinging  are  entirely  devoid  of 
elasticity,  and  so  related  that  after  collision  they  shall  move  on  as 
one  body.    It  is  also  true  for  elastic  bodies.    See  {  181. 

2  2.  Of  Motion  and  Force. 

I.    MOTION. 

28.  Varieties  of  motion. — ^We  distinguish  the  following  varieties 
in  the  motion  of  a  body. 

4» 
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.  motion  of  iraiisUxtum^  or  direei  motion^  in  which  all  the  puintf 
of  a  body  moye  parallel  to  each  other. 

b — A  motion  of  rotation^  as  of  a  wheel  on  an  axis,  where  the  dif- 
ferent parts  of  a  body  move  at  the  same  time  in  different  directions. 
Oscillation  or  vibrcUion,  as  in  a  pendulum,  is  only  a  particular  case  of 
rotation. 

c — A  combination  of  translation  and  rotation,  as  in  the  motions  of 
the  earth. 

The  direction  of  motion  is  represented  by  a  straight  line  drawn  from 
the  point  where  motion  commences,  to  the  point  towards  which  the 
body  is  propelled.  The  direction  is  rectilinear,  when  it  is  constantly 
the  same,  and  curvUinear,  when  it  varies  every  moment 

29.  Time  and  velocity. — ^As  all  the  phenomena  of  nature  may 
be  referred  to  motion,  so  the  succession  of  natural  phenomena  gives 
us  the  idea  of  duration,  or  time.  Day  and  night,  months,  and  the 
order  of  the  seasons,  are  nature's  units  of  time;  but  in  physics  the 
invariable  unit  of  time  is  the  duration  of  a  single  oscillation  of  a  pen- 
dulum, called  a  seconds*  pendulum,  the  time  of  oscillation  being  a 
second.  The  length  of  such  a  pendulum  at  London  is  39*14056 
English  inches.  The  distance  passed  over  by  a  moving  body,  in  a 
unit  of  time,  is  its  velocity,  represented  by  V  in  physical  formulas. 
This  symbol  obviously  involves  both  time  and  velocity. 

30.  IJnifonn  motion. — A  body  moving  over  equal  spaces  in 
equal  times  is  said  to  have  uniform  motion.  It  follows  from  the 
property  of  inertia  that  a  body  in  motion,  if  left  to  itself,  will  continue 
its  motion  uniformly  both  in  time  and  direction. 

Proposition  I.  The  distance  passed  over,  in  uniform  velocity,  is  pro- 
portioned to  the  time.  This  follows  directly  from  the  definition  of 
velocity.  Denoting  by  D  the  distance  passed  over,  and  by  T  the  num- 
ber of  seconds,  we  have 

D=VXT,       r=|-,      aiidr=^. 

The  first  expression  is  called  the  formula  for  uniform  motion,  and 
the  two  others  serve  to  calculate  the  velocity,  the  distance  and  time 
being  known ;  or  the  time,  the  distance  and  velocity  being  given. 

It  follows  that  if  we  represent  T  by  one  of  the  longer  sides  (A  B)  of 
a  parallelogram,  A  B  0  D,  fig.  3,  and  V  by  one  of  3 

the  shorter  sides  (B  0)  of  the  same  parallelogram, 
then  the  area  of  the  parallelogram  A  B  0  D  represents 
the  distance  passed  over  by  a  moving  body  in  the  num* 
ber  of  seconds  denoted  by  T,  i" 

31.  Variable  motion. — In  varying  motion  the  distances  passed 
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o?er  in  saooessiTe  seconds  are  nneqaal.  In  this  case,  the  Telocity  at 
any  giTen  instant,  is  the  relation  between  the  distance  traversed  and 
the  time,  considering  the  time  infinitely  small;  or  the  distance  that 
woold  be  traversed  in  a  unit  of  time,  supposing  the  motion  at  the  given 
instant  to  be  continued  uniform  for  the  unit  of  time. 

32.  Motion  anifonnly  varied. — When  the  velocity  of  a  body 
increasee  by  a  constant  quantity  in  a  given  time,  it  is  said  to  be  ufii- 
fomdy  acederaied.  The  increase  of  velocity  in  a  second  is  called  its 
aeederaiian,  vrhich  will  be  represented  by  v.  Unifin^y  retarded 
motion  is  where  the  velocity  of  the  body  diminishes  by  a  uniform 
quantity  in  each  second  of  time. 

Proposition  II.  The  change  of  velocity  in  uniformly  varying  moliofi, 
at  the  end  of  any  given  time,  i»  proportional  to  that  time. 

Let  u  be  the  initial  velocity,  that  is,  the  velocity  at  the  instant  from 
which  the  time  is  computed,  v  the  acceleration  and  V  the  velocity  at 
the  end  of  /  seconds,  then  V=zu±vt.  The  sign  +  corresponds  to  the 
case  of  uniformly  accelerated  motion,  and  the  sign  —  to  that  of  uni- 
formly retarded  motion.  In  the  last  case  the  velocity  becomes  null 
when  ti  =  vt,  that  is  at  the  end  of  a  number  of  seconds  represented 
by  ^.  The  above  formula  in  fact  involves  this  proposition.  If  we 
then  make  u  =  0,  that  is,  if  it  be  assumed  that  the  motion  starts 
from  a  state  of  repose,  we  shall  have  at  the  end  of  the  time  <,  F^  vt. 
This  is  what  we  announced  in  stating  that  the  velocity  acquired,  at  the 
end  of  a  given  time,  is  proportional  to  that  time. 

Pbofosition  III.  In  uniformly  accelerated  motion  the  distances  passed 
over,  by  a  body  starting  from  a  state  of  rest,  are  proportional  to  the 
squares  of  the  times  employed. 

Representing  the  time  by  the  line  A  B,  fig.  4,  and  the  velocity  at 
the  end  of  the  given  time  by  the  line  B  G,  4 

divide  the  time  A  B  into  minute  equal 

parts,  A-1,  1-2,  2-3,  3-4 

The  velocities  acquired  during  the  times  ^f     Am 

represented  by  A  1,  A  2,  A  3,  A  4,  will  be  avJPPl 
represented  by  the  lengths  of  the  several    C^^    j    I 

lines,  la,  2b,  Zc,  4d, which  ^       i~2 

are  proportioned  to  these  times.  Suppose,  however,  that  during  each 
minute  portion  of  time  A-1,  1-2,  2-3,  3-4 ,  the  velocity  is  con- 
stant, and  equal  to  that  attained  at  the  end  of  each  interval ;  the  motioi. 
being  uniform,  the  distances  passed  over  during  these  several  sub* 
divisions  of  time  will  be  represented  (30)  by  the  areas  of  the  parallelo* 

grams  I  a^,2y,*Ac^, ,  and  the  distance  passed  over  at  the 

•ndof  the  time  A  B,  by  the  sum  of  these  parallelograms.     This  sum 
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differs  from  the  area  of  the  iriaDgle  A  B  C  by  all  that  passes  the  line 
A  0.  It  is  evident  that  if  the  time  A  B  had  been  divided  into  a  larger 
number  (say  double)  of  equal  parts,  the  sum  of  the  parallelograms 
would  have  been  less  in  excess  of  the  triangle.  The  diminution  is 
indicated  by  the  areas  shaded  in  the  figure.  In  proportion  therefore 
as  the  subdivisions  of  the  time  A  B  are  more  numerous,  the  sum  of 
the  parallelograms  will  differ  less  from  the  area  of  the  triangle  ABC. 
Finally,  when  the  number  of  divisions  becomes  infinite,  that  is,  when 
the  velocity  varies  in  a  uniform  manner,  the  distance  passed  over 
during  the  time  A  B  will  be  represented  by  the  surface  of  the  triangle 
ABC. 

But  that  area  =  }  A  B  X  B  C.  Substituting  A  B  =  /,  B  C  =  F, 
and  recalling  the  value  of  F=  vi,  we  have  for  the  distance  passed 
over  D  =  }ABXBC  or  2>  =  }o^,  a  formula  involving  the  propo. 
sition  stated  above.  This  elegant  demonstration  is  due  to  Galileo,  who 
discovered  the  laws  of  uniformly  varying  motion. 

Corollaries.  Ut  The  last  formula  shows  that  the  distance  passed 
over,  in  uniformly  accelerated  motion,  by  a  body  which  starts  from  a 
state  of  repose,  is  equal  to  the  distance  it  would  pass  over  with  a  uni- 
form mean  velocity.  2d,  It  follows  also,  from  the  same  formula,  if  we 
represent  by  a  the  distance  through  which  a  body  moves  in  the  first 
second,  we  can  easily  find  the  following  values  for  the  distances  it  will 
move  through  during  each  succeeding  second,  and  also  the  whole  dis- 
tance it  will  have  passed  through  at  the  end  of  each  second. 

Times,  1  2  3  4  5  n 

Successive  distances,      a  3a        5a        7a         9a      (2n~l)a 

Whole  distances,  a  4a        9a       16a       25a       n^a. 

The  coefficients  in  the  last  series  are  as  the  squares  of  the  times,  while 
those  in  the  second  series  are  as  the  odd  numbers,  and  are  deduced 
from  the  last  series  by  subtracting  from  each  of  its  terms  the  one 
next  preceding  it.  M»  The  distance  passed  over  during  a  given  time, 
in  uniformly  accelerated  motion,  is  equal  to  one  half  the  distance  which 
would  be  traversed  during  the  same  time  by  a  uniform  motion,  with 
the  velocity  acquired  at  the  end  of  the  given  time ;  that  is,  the  velocity 
at  the  end  of  the  time  t  is  equal  to  vi,  and  the  distance  which  it 
traverses  daring  the  time  t  is  ivP,  according  to  the  formula.  4^A. 
To  determine  the  velocity  acquired  in  terms  of  the  distance  passed 
over,  it  is  necessary  to  eliminate  t  from  the  equations  V=vt  and 
2>  =  Jt?/»,  which  gives  F=  i/2  v  D. 

The  velocity  is  said  to  be  due  to  the  distance,  (D,)  an  expression 
which  should  not  be  literally  interpreted. 

33.  Compound  motion. — A  body  moving  along  a  right  line  may 
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partake  of  two  or  more  motions,  in  which  case  its  path  will  be  the 
resultant  of  the  combination  of  these  motions.  Such  a  motion  is  called 
a  compound  motion.  Daily  obeervation  confirms  this  statement,  which 
will  be  sufficiently  illustrated  when  we  consider  the  results  cf  comr 
pound  forces, 

3i.  Parallelogram  of  velocities. — The  composition  and  resolution  of 
Telocities  will  be  more  readily  explained  and  illasirated  when  oonsidermg  lh« 
forces  in  which  motion  has  iU  origin,  as  they  follow  the  same  laws. 

II.    or  FOBCBS. 

35.  Dellnitioii  of  force. — ^Bj/bree,  as  ased  in  mechanics,  we  mean 
any  cause  producing,  or  modifying,  motion.  All  known  forces,  under 
this  definition,  have  their  origin  in  three  causes ;  namely,  Ist,  ffravi- 
UUioHp  or  the  mutual  attraction  of  bodies  for  each  other;  2d,  the 
unknown  cause  of  the  phenomena  of  light,  heat,  and  dectrieUy ;  and 
3d,  life,  or  the  mysterious  agency  producing  the  motions  of  animals. 

The  study  of  forces  and  their  efifects  constitutes  the  science  of 
meeihanies, 

36.  Forces  are  definite  quantities. — As  we  readily  conceive  of 
one  force  as  greater  than  another,  so  we  understand  that  forces  are 
equal  when,  operating  in  opposite  directions,  they  mutually  balance 
each  and  produce  equilibrium.  The  same  may  be  true  of  the  action 
of  two,  three,  or  more  equal  forces,  forming,  by  their  union,  double, 
triple,  or  any  higher  combination  of  force. 

To  determine  a  force  with  precision  we  must  consider  three  things : 
Ist,  the  point  of  applicaiion ;  2d,  the  direction ;  3d,  the  intauity,  or 
energy  with  which  the  force  acts. 

It  is  usual  to  represent  forces,  like  other  magnitudes,  by  lines  of 
definite  lengths.  Any  line  may  be  chosen  as  the  unit  of  force.  The 
direction  of  a  line  will  then  represent  the  direction  of  the  force,  starting 
from  the  point  of  application ;  and  its  length  will  represent  the  magni- 
tude, or  inteneUy,  of  the  force,  expressed  by  the  number  of  times  that 
it  contains  the  unit  of  force.  A  force  is  therefore  defined  in  each  of 
its  three  elements  by  a  line,  being  thus  brought  within  the  limits 
of  number,  geometry,  and  mathematical  ^alysis. 

37.  "Weight;  IJnit  of  Force;  Dynamometers. — ^Where  a  body 
18  left  free  to  the  action  of  gravity,  but  is  held  immovably  by  some 
obstacle,  the  pressure  or  tension  which  it  exerts  on  the  point  of  support 
is  called  its  weight  It  is  important  to  distinguish  carefully  between 
the  words  weight  and  gravity.  The  latter  signifies  the  general  cause 
which  produces  the  fall  of  all  bodies  to  the  earth,  while  the  former 


Id 
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means  only  the  result  of  the  action  of  that  general  cause  in  the 
of  a  particular  body. 

The  common  unit  of  force  is  the  pound  avoirdupois. 

The  weight  of  a  body  may  be  rendered  sensible  by  the  use  of 
instrument  called  a  dynamometer,  or  measurer  of  force. 

One  of  the  most  simple  of  these  is  represented  in  fig.  5 ;  it  5 

consists  of  a  steel  spring,  a  C  b.  The  metallic  arc  a  0I  is  fixed 
near  the  end  of  the  limb  C  a,  and  passes  freely  through  an 
opening  in  the  other  limb.  The  graduated  arc  6  e,  is  fixed,  in 
like  manner,  in  the  limb  C  b.  The  amount  of  the  force  ex- 
erted at  the  points  e  and  d,  determines  the  degree  to  which 
the  two  limbs  will  approach,  and  is  represented  on  the  gradu- 
ated arc  in  pounds  and  oances,  the  graduation  of  the  arc 
being  the  result  of  actual  trial,  by  hanging  known  weights 
upon  the  hook,  and  obserying  the  positions  marked  by  the 
index. 


Many  forms  of  dynamometer  exist,  of  which  the  spring  balance,  or 
Le  Roy's  dynamometer,  is  the  most  familiar. 

Le  Roy's  dynamometer,  or  spring  balance,  fig.  6,  consists  of  a  steel 
spring,  coiled  within   a  oylin-  6 

drical  tube.    The  end  n  of  the 
spring  is  attached  to  a  rod  of 
metal,  graduated  in  pounds  and  ounces,  which  is  drawn  out  more,  as 
the  applied  force,  6,  is  greater. 

Reynier's  dynamometer,  fig.  7,  consists  of  a  steel  spring,  manb, 
of  which  the  part  a  and  b  ap-  7 

proach  each  other,  when  a  force 
is  exerted  at  the  points  m  and  n. 
An  arc  graduated  in  lbs.  is  at- 
tached to  the  spring  at  the  point 
a,  and  carries  a  needle,  r  o, 
worked  by  a  lever,  e.  The  posi- 
tion of  this  needle  upon  the  arc, 
indicates  the  amount  of  the  force 
exerted.  If  it  is  wished  to  de- 
termine the  strength  or  force 
exerted  by  any  animal  or  machine,  as  the  strength  exerted  by  a  horse 
in  drawing  a  plow  through  the  ground,  it  is  only  necessary  to  attach 
one  end  of  the  instrument,  as  n,  to  the  plow,  and  have  the  horse 
attached  to  the  other  end,  m.  The  degree  which  is  marked  by  the 
pointer,  when  the  horse  moves,  represents  in  lbs.  the  force  exerted. 
.  Another  dynamometer  is  oflen  used,  similar  in  construction  to  the 
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U<!t)  only  tbat  tbe  force  is  exerted  at  tbe  points  a  and  b,  fig.  7»  which 
are  made  to  approach  by  a  contrivance  similar  to  that  shown  in  fig.  5. 

It  is  evident  that,  in  this  last  arrangement,  the  force  is  applied  in  the 
most  favorablf}  position  for  producing  tbe  maximum  effect  in  collapsing 
the  spring ;  while  in  Reynier's  dynamometer,  the  force  is  applied  where 
only  the  minimum  effect  is  produced,  and  tbe  instrument  is  therefore 
generally  employed  for  determining  only  very  considerable  forces. 

38.  ZSqailibriiun. — ^When  all  tbe  forces  acting  on  a  body  are  mvh 
tually  counterbalanced,  or  neutralized,  they,  and  the  body  on  which 
they  act,  are  said  be  in  equilibrium.  The  word  repose  and  equilibrium 
are  to  be  carefully  distinguished,  however,  as  signifying  different  con- 
ditions of  a  body.  Repose  implies  simply  a  state  of  rest,  without 
involving  any  idea  of  motion.  Equilibrium  signifies  the  state  of  a  body 
which,  submitted  to  action  of  any  number  of  forces,  is  still  in  the  same 
oondition  as  if  these  forces  did  not  act.  By  the  definition  of  inertia 
(26)  a  body  may  be  in  motion  without  being  submitted  to  the  action 
of  any  force,  and  it  may  even  continue  its  motion  undisturbed,  although 
it  becomes  subject  to  forces  producing  equilibrium,  since  such  forces 
mutually  neutralize  each  other.  Equilibrium  does  not  therefore  include 
the  idea  of  immobility,  and  thus  the  words  repose  and  equilibrium  have 
significations  essentially  unlike. 

Equilibrium  may  exist  without  any  point  of  support  or  apparent 
resistance.  A  balloon  in  the  air,  or  a  fish  in  the  water,  are  examples, 
but  the  balloon  and  fish  are  balanced  by  counteracting  forces  hereafter 
explained.  What  are  familiarly  known  as  examples  of  stable  or  unsta- 
ble equilibrium  are  only  special  cases  of  the  action  of  the  force  of 
gravity,  to  be  explained  in  their  proper  place. 

39.  Statical  and  Dynamical  forces. — Statics  is  the  science  of 
equilibrium.  It  considers  the  relations  existing  between  the  three 
conditions  (36),  which  are  involved  in  the  case  of  every  force,  in  order 
that  equilibrium  may  result  Archimedes  was  the  author  of  this  portion 
of  mechanical  science. 

Dynamics  considers  the  motions  which  forces  produce.  The  founda- 
tions of  this  part  of  mechanical  science  were  laid  by  Galileo  in  the 
early  part  of  the  seventeenth  century. 

JBjfdrosiaiies  and  Hydrodynamics  are  the  principles  of  statics  and 
dynamics  applied  to  the  phenomena  of  rest  and  motion  in  fluids. 

The  distinction  between  statics  and  dynamics  is  so  far  artificial  that 
the  same  force  may,  according  to  circumstances,  produce  either  pres- 
sure or  motion,  without  any  change  in  the  nature  of  the  force. 

40.  Direction  of  force. — It  is  self-evident  that  the  direction  in 
which  a  force  is  applied  must  determine  the  direction  in  which  the 
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body  receiving  the  force  will  move,  if  motion  results,  or  of  the  result- 
ing pressure,  if  the  body  is  not  free  to  move. 

Moreover,  the  action  of  a  force  upon  a  body  is  independent  of  ita  state 
of  rest  or  motion.  Daily  experience  and  observation  confirm  this  state- 
ment, which  is  also  susceptible  of  experimental  proof. 

It  follows :  Ist.  That  if  two  or  more  forces  act  upon  a  body  at  the  same 
time,  each  of  these  forces  produces  the  same  effect  as  if  it  acted  alone, 
since  the  effect  which  each  produces  is  not  dependent  upon  any  motion 
which  the  others  are  capable  of  producing  in  the  same  body. 

2d.  Therefore,  a  body  under  the  influence  of  a  force,  constant  both 
in  direction  and  intensity,  moves  with  a  constantly  accelerated  velocity ; 
for  as  in  each  second  the  variation  of  velocity,  v,  is  the  same,  in  / 
seconds  it  will  he=vt;  i.  e.,  at  the  end  of  2  seconds  it  will  be  2v,  of 
3  seconds  3o,  and  so  on.  In  other  words,  it  is  proportional  to  the  time. 
Reciprocally,  3d.  A  body  moving  in  a  right  line  with  a  uniform  accele- 
ration is  actuated  by  a  force  of  constant  intensity  acting  in  the  direction 
of  its  motion. 

41.  Measure  of  forces.  Mass. — In  mechanics  forces  are  usually 
measured  by  their  effects  rather  than  by  weight.  The  effects  of  a  force 
depend,  other  things  being  equal,  on  the  mass  of  the  body  acted  on. 

The  mass  of  a  body  is  the  quantity  of  matter  the  body  contains,  and 
is  proportional,  in  the  same  substance,  to  the  number  of  its  molecules. 
Masses  are  equal  when,  after  receiving  for  an  equal  time  the  impulse  of 
an  equal  and  constant  force,  they  acquire  equal  velocities. 

Since  we  know  forces  only  by  their  effects,  that  is  by  the  amount  of 
motion  or  pressure  they  produce,  let  us  look  for  a  just  measure  of  any 
given  force  in  the  amount  of  motion  which  it  causes.  The  following 
four  propositions  will  render  this  subject  clear. 

42.  Propositions  in  regard  to  forces. — Proposition  I.  Two  con- 
stant forces  are  to  each  other  as  the  masses  to  which  in  equal  times  they 
impart  equal  veloeUies, 

Consider,  for  example,  n  equal  forces/,/,/,  parallel  to  each  other,  acting  npoo 
n  equal  masses  m,  m,  m.  These  masses  receiye  eqnal  velocities,  and  conse- 
qnently  preserve  the  same  relative  positions,  and  we  readUy  conceive  of  them, 
therefore,  as  bound  together  to  form  one  mass  equal  to  n  X  m>  This  compound 
mass  (n  X  *")»  i°  order  that  it  may  possess  the  same  velocity,  r,  which  aity 
single  mass,  m,  receives  from/,  must  be  acted  on  by  the  force  n  X/ 

Proposition  II.  Two  constant  forces  are  to  each  other  as  the  velocities 
which  they  impress^  during  the  same  time,  upon  two  equal  masses. 

Suppose  two  forces  F  and  F'  to  be  commensurable,  and  let  t  be  their  common 
measure,  so  that  F  =  nl  and  F*  =  n'l.  Represent  also  by  «  the  velocity 
vhich  the  force  I  imparts  at  the  end  of  a  given  time  to  the  common  mass.   The 
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lore*  nl  will  impart  to  thia  mass  the  velocity  V  =  nw,  since  each  force  equal 
to  i  acti  as  if  it  were  alone ;  in  like  manner  the  force  n'l  wii  impart  thevelo- 
eity   V  =  n'u  to    the  same    maM.     Thence  follows   this  proportion, 
tU  :  n'l  =  »«:  n'u,  or  F:  F'  =  F:  V  which  was  to  be  proved. 
If  the  forces  compared  are  not  oommensurable,  we  must  take  I  infinitely  smalL 

Proposition  III.  Ikoo  constant  forces  are  to  each  other  as  the  products 
of  the  masses  by  the  velocities  which  they  impart  to  these  masses  in  the 
same  time. 

Let  F  F*  he  two  forces  acting  on  the  two  masses  If  JU',  and  imparting  to  them, 
at  the  eod  of  the  same  time,  the  velocities  Fand  V ;  also  consider /another  force 
able  to  impart  to  the  mass  M,  in  the  same  time,  the  velocity  V ;  comparing  the 
forces  /*  and/,  which  in  the  given  time  impart  to  equal  masses  M  M  unequal  velo- 
cities Kand  F,  it  follows  from  Proposition  II.  thatF  :/=  V:  V. 

Comparing  the  forces/and  /",  which  impart  to  unequal  masses  3f  and  M'  equal 
velocities  P  and  V*,  it  follows  from  Proposition  I.  that :— / 1  P  ^^  M  :  M*. 

Multiplying  the  two  propositions  term  by  term  we  have  F:  F  ^=  MVi  M*  V, 
which  was  to  be  proyed. 

From  these  principles  it  follows,  that  the  measure  of  any  force  is 
obtained  by  selecting  some  unit  of  force  to  serve  as  a  term  of  compari- 
son for  all  other  forces ;  such  a  force  acting  on  a  unit  of  mass,  during 
one  second  (the  unit  of  time),  should  impart  to  it  a  velocity  or  accele- 
ration of  one  foot,  one  yard,  one  metre,  or  any  other  arbitrary  measure, 
as  one  foot  per  second,  which  latter  measure  we  adopt. 

By  proposition  second  we  can  then  find  the  relation  that  any  force  F,  acting 
«n  a  mass  of  matter  during  one  second,  will  bear  to  the  unit  of  force.  For  if 
F*  is  the  unit  of  force  in  the  proportion  F:  F'  =  MV:  3f'  V,  then,  by  the  defi- 
nition,  both  M'  and  V  are  equal  to  unity,  and  we  have  F  =  MV.  That  is, 
according  to  the  definition,  F  contains  the  unit  of  force  as  many  times  as  there 
are  units  in  the  product  of  the  number  M  into  the  number  V.  Assume,  for 
example,  that  the  mass  moved  is  equal  to  six  units  of  mass,  and  the  acceleration 
r  in  a  unit  of  time  is  equal  to  ten  feet,  then  the  intensity  of  the  force  is  equal 
to  sixty,  t.  e.,  sixty  times  the  unit  of  force.    Hence  we  deduce  the  following : — 

Proposition  IV.  The  -measure  of  a  force  is  the  product  of  the  mass 
moved  by  the  accetercUion,  or  velocUy,  imparted  in  a  unit  of  time,* 

43.  Momentnm. — ^The  momentum  of  a  moving  body  is  its  amount 
of  motion,  or  its  tendency  to  continue  in  motion.  The  momentum  of 
a  body  is  equal  to  its  mass  multiplied  by  it5  velocity.  When  a  force 
acts  upon  a  body,  free  to  move,  it  produces  its  effect  as  soon  as  motion 
is  diffused  among  all  the  molecules,  and  the  force  is  then  transferred 
into  the  substance  of  the  moving  body.    In  consequence  of  the  inertia 


*  In  all  the  propositions  relating  to  velocity  as  a  measure  of  force,  there  is 
supposed  to  be  no  resistance  to  motion  ;  the  force  acting  ouly  to  overcome  tiie 
inertia  of  the  body. 
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of  matter  (26),  if  the  moving  body  shoald  meet  no  resistance,  it  woulJ 
continue  to  move  with  the  same  velocity,  and  in  the  same  direction, 
for  ever. 

The  expression  Mv  represents  the  intensity  of  the  force  which  has 
set  the  body  in  motion,  nnd  JfF"  represents  the  amount  of  force  that  is 
ut  any  time  accumulated  and  retained  by  the  inertia  of  the  moving 
body.  In  either  case  the  moving  body  is  supposed  to  encounter  na 
resistance  from  any  other  object. 

It  is  a  fundamental  principle  in  mechanics  that  the  same  force  acting  upon 
diflferent  bodies  in  similar  circumstances  imparts  velocities  in  the  inverse  ratio 
of  their  quantities  of  matter.  If  the  same  force,  in  the  absence  of  resistance, 
successively  projected  balls  whose  masses  \rere  as  the  numbers  1,  2,  3,  Ac,  it 
would  impart  to  them  the  velocities  1,  ^,  ^,  Ac,  so  that  a  mass  ten  times 
greater  would  acquire  a  velocity  of  only  i  .  The  product  of  each  of  these 
masses  into  its  velocity  is  the  same,  for  1  X  1  =  1  ^  2  X  )-  =  1>  Ac. 

When  a  moving  body  encounters  resistance,  depending  not  only  upon  inertia, 
but  also  upon  other  properties  of  matter,  the  effects  produced  depend  upon  the 
rapidity  with  which  the  force,  expressed  by  momentum,  is  brought  to  act  upon 
the  opposing  body.  This  class  of  effects  is,  therefore,  proportioned  to  momen* 
tum,  multiplied  by  velocity.  This  product  3fV^  is  called  vie  viva,  the  applica- 
tion of  which  to  practical  mechanics  will  be  explained  hereafter  (111).  By  the 
principle  that  action  and  reaction  are  equal  (27),  we  know  that  when  a  musket 
is  discharged  the  force  of  the  explosion  reacts  upon  the  musket  with  the  same 
intensity  as  it  projects  the  ball.  According  to  the  principles  of  momentum,  the 
weight  of  the  gun,  multiplied  by  the  velocity  of  the  recoil,  must  be  equal  to 
the  weight  of  the  ball,  multiplied  by  the  velocity  of  its  projection,  yet  the  recoil 
of  the  gun  is  received  by  the  sportsmen  with  perfect  impunity,  while  the  moving 
ball  deals  death  or  destruction  to  opposing  objects. 

III.    COMPOSITION  OF  FORCES. 

44.  System  of  forces.  Components  and  resultant. — ^Whatever 
may  be  the  number  and  direction  of  forces  acting  upon  one  point,  they 
can  impart  motion  or  pressure  in  only  one  direction.  We  therefore 
assume,  that  there  is  a  single  force  which  can  produce  the  same  action 
as  the  system  of  forces,  and  may  replace  them.  This  is  called  the 
resultant,  and  the  forces  to  whose  effect  it  is  equivalent,  arc  termed  the 
components.  The  components  and  resultant  may  be  interchanged 
without  changing  the  condition  of  the  body  acted  on,  or  the  mechanical 
effect  of  the  forces  themselves. 

A  force  is  therefore  mechanically  equivalent  to  the  sum  of  its  com- 
ponents. On  the  other  hand,  any  number  of  forces  are  mechanically 
equivalent  to  their  resultant.  As  we  know  forces  only  by  their  effects 
in  producing  motion  or  pressure,  any  forces  which  produce  equal 
motions  or  pressures  are  equal.  We  shall  proceed  to  illustrate  this 
proposition  in  a  few  particular  cases. 

45.  The  parallelogram  of  forces. — It  has  already  been  stated  that 
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forces  may  be  represented  by  lines,  both  in  direction  and  intensity ; 
also,  that  two  forces  acting  on  the  same  or  equal  masses  of  matter, 
are  to  each  other  as  their  velocities,  or  F' :  F'^  =  F' :  Y^^,  The  same 
principles  will  therefore  apply  to  the  combinations  of  forces  that  apply 
to  the  combinations  of  velocities  or  of  motions. 

When  several  forces  act  on  a  body,  they  may  be  arranged  in  three 
ways,  according  to  their  direction.     The  forces  may  act, 

1.  All  in  one  direction ; 

2.  In  exactly  opposite  directions ;  or 

3.  At  some  angle. 

In  the  first  case,  the  resultant  is  the  sum  of  all  the  forces,  and  the 
direction  is  unaltered.  In  the  second,  the  resultant  is  the  difference 
of  the  forces,  and  takes  the  direction  of  the  greater.  If  opposite  forces 
are  equal,  the  resultant  is  nothing,  and  no  motion  is  produced.  In  the 
third  case,  a  resultant  is  found  to  two  forces,  whether  equal  or  unequal, 
by  the  parallelogram  of  forces,  according  to  the  following  law.  By 
any  number  of  forces  acting  together  for  a  given  time,  a  body  is  broughf 
to  the  same  place  as  if  each  of  the  forces,  or  one  equal  and  parallel  to  it, 
had  acted  on  the  body  separatdy  and  successively  for  an  equal  time. 

Suppose  two  forces,  at  right  angles  to  each  other,  act  simultaneously 
on  the  point  a,  fig.  8,  one  in  the  direction  ax,  8 

and  the  other  in  the  directiun  a  y.    Let  one  ^k 
force  be  such  that,  in  a  given  time,  as  a  second,     I  y^ 

it  will  move  the  point  from  a  to  6,  while  the      .^^' 

other  will,  in  the  same  time,  move  it  from  a  to  y'   ■ 

<r,  then  by  the  joint  action  of  both  forces  it  will  ./' 

be  impelled  to  r  in  the  same  time.     The  first      ^ ;    ' 

force,  by  its  separate  action,  would  impel  the      «"  ^ 

body  to  6  in  one  second,  and  if  it  were  then  to  cease,  the  second  force, 
or  one  equal  and  parallel  to  it,  would  impel  the  body  to  r  in  the  same 
time ;  or  the  body  might  be  carried  from  a  to  c,  and  from  c  to  r ;  in 
either  case  the  result  is  the  same. 

Ifa6  =  jr,  ac^T,  andar  =  /?,  then  i?  =  -|/^"+~P^  If  we  call 
the  angle  r  a  6  =  a     os.  a  =  J,     andsin.  a  =  -. 

Agun,  suppose  the  forces  act  at  an  oblique  angle ;  let  the  point  P, 
fig.  9,  be  acted  on  by  two  forces  in  the  directions  P  A  and  P  B.  On 
P  A,  measure  P  a,  containing  as  many  units  of  length  as  the  force  A 
contains  units  of  force ;  and  on  P  B  take  P  6  in  the  same  manner. 
Complete  the  parallelogram  Vach\  the  diagonal  P  c  will  repre- 
sent  the  direction  of  a  single  force  C,  equivalent  to  the  combined  effect 
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of  A  and  B,  and  P  c  will  contain  as  many  units  in  length  as  C  con 
tains  units  of  force. 

In  the  same  manner  a  result-  9 

ant  may  be  found  for  three  or 
any  number  of  motive  forces,  by 
compounding  them,  two  by  two, 
successively. 

In  the  triangle  P  a  e,  fig.  9,  the 
sides  a  P  and  a  c  r=  P  6,  are  known, 
and  also  the  angle  Par,  which  is 
the  supplement  of  the  angle  aV  h, 
formed  by  the  directions  of  the 
forces.  We  may  therefore  calculate 
the  side  Pc,  that  is,  the  intensity 
of  the  resultant,  and  the  angle 
a  P  c,  which  determines  its  direo- 
tion. 

Let  the  point  a,  fig.  10,  be  subjected  to  the  forces  whose  magnitudes 
and  directions  are  represented  by  the  lines  ab,  aC,  and  a  d.  We  first 
take  any  two  which  lie  in  10 

the  same  plane,  as  a  &  and 
a  C,  and  find  their  result- 
ant a  X ;  and  compounding 
this  with  the  third  force  a  d, 
we  find  ay,  which  will  re- 
present the  magnitude  and 
direction  of  the  general  re- 
sultant of  all  three  forces. 

The  resultant  of  any  num-      *  ^ 

ber  of  forces  can  therefore 

be  determined  by  geometrical  construction,  or  calculated  from  well 
known  geometrical  principles. 

This  system  of  compounding  forces  is  called  the  parallelogram  of 
forces,  and  applies  equally  to  the  combination  of  velocities  or  motions. 

In  order  that  the  body  may  move  in  the  straight  line  a  r  (fig.  8),  the 
two  forces  must  act  in  the  same  manner.  They  may  be  instantaneous  im- 
pulses, which  will  cause  uniform  motion ;  or  both  may  act  continuously 
and  uniformly,  so  as  to  produce  a  uniformly  accelerated  motion ;  or, 
both  forces  may  act  with  a  constantly  varying  intensity,  increasing  or 
diminishing  at  the  same  rate,  and  the  body  will  still  move  in  a  straight 
line.  But  if  one  force  is  instantaneous  and  the  other  constant,  or  one 
constant  and  the  other  variable,  or  both  varying  by  diflferent  laws,  then 
the  body  will  move  in  a  curve ;  but  in  every  case  it  will  reach  the  point 
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r  in  the  same  time  that  it  would  have  passed  from  a  to  b,  or  from  a  to  c, 
by  the  separate  action  of  either  force. 

If  the  three  forces  a  b.  a  0,  and  a  d,  all  pass  through  the  same  point, 
we  may  construct  a  parallelopipedon,  as  shown  in  fig.  10,  and  a  y,  the 
diagonal  of  the  parallelopipedon,  will  represent  the  direction  and  inten- 
sity of  the  resultant  force.  This  method  of  compounding  forces  is  called 
the  parallelopipedon  of  forces. 

BxampleB  of  the  composition  of  motion  and  force  are  of 
constant  and  familiar  occurrence. 

A  man  in  swimming,  impels  himself  in  a  direction  perpendicular  to  his  feet 
and  hands,  and  if  the  forces  are  equal  on  each  side,  he  will  move  in  a  resultant 
line,  pa.4fling  through  the  centre  of  his  body.  Another  instance  is  the  flight  of 
birds.  While  flying,  their  wings  perform  symmetrical  movements,  and  strike 
against  the  air  with  equal  force. 

Id  the  case  of  flying  birds,  the  resistance  of  the  air  is  perpendicular 
to  the  surface  of  the  wings,  and  11 

may  be  represented,  fig.  11,  by 
0  A  and  D  A,  at  right  angles  to 
their  surface.  Neither  of  these 
pressures  tends  to  impel  the  bird 
straight  forward,  but  it  moves  in 
their  resultant;  for  if  the  wings 
are  equally  extended,  and  act  with 
equal  force,  the  lines  C  A  and  D  A 
make  equal  angles  with  A  B,  pass- 
ing through  the  centre  of  the  bird, 
and  hence  their  diagonal,  or  A  G, 
the  diagonal  of  equal  parts  of 
them,  will  coincide  with  A  B,  and  the  bird  will  fly  directly  forward. 

46.  Parallel  forcoB.  Resnltant  of  nneqnal  parallel  forces. — 
Two  forces,  acting  side  by  side,  produce  the  same  effect  as  if  they  were 
in  the  same  straight  line.  Two  horses  drawing  a  cart  is  an  example. 
Hence  the  resultant  of  two  parallel  forces  acting  in  the  same  direction 
is  equal  to  their  sum,  and  is  parallel  to  them,  and  when  they  are  equalt 
is  applied  midway  between  them. 

If  the  parallel  forces  are  unequal,  the  point  of  application  of  the 
resultant  may  be  found  by  the  following  experiment.  Let  A  B,  fig.  12, 
a  bar  of  uniform  thickness  and  density,  be  balanced  on  its  centre  0. 
We  may  suppose  the  bar  to  be  divided  into  two,  A  D  and  D  B,  of 
unequal  lengths,  which  might  also  be  balanced  on  their  centres  £ 
and  F.  Now  we  have  two  parallel  and  unequal  forces — ^the  weight 
of  A  D  and  the  weight  of  D  B— whose  resultant  is  not  midway 
6* 
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between  their  points  of  application,  E  and  F,  but  pauses  throagh  C, 

which  is  nearer  £  than  F  in  the  exact  ratio  that  the  force  at  £  exceeds 

that  at  F ;  for  the  weights  13 

of  the  two  bars  are  as  their       ^ 

lengths,  and  C  £  measures       j ^  " 


half  the  length  DB,  and  W       J  IF" 

CF  half  the  length  of  AD;  0/1  (j 

BO  that  C  £  is  to  0  F  in-  LA 

tersely  as  the  weight  at  £  is 

to  the  weight  at  F.    The  truth  of  this  conclusion  maj  be  tested  by  sue- 

pending  at  £  and  F  two  additional  weights  which  have  the  same  ratio 

to  each  other  as  A  D  to  D  B,  and  the  equilibriam  will  be  undisturbed. 

Hence  the  resultant  of  two  parallel  but  unequal  forces  is  equal  to 
their  sum,  and  its  distances  from  them  are  inyersely  as  their  intensities. 
Thus,  in  fig.  13,  if  any  two  parallel  IS 

forces  act  at  A  and  Af,  and  their  inten- 
sities are  expressed  by  A  B  and  k.^  W, 
then  their  resultant  will  be  repre- 
sented by  P  R,  provided  it  acts  at  P, 
a  point  so  situated  that  P  A"" :  P  A  = 
A  B :  A^  B^.  The  same  will  be  true 
whatever  be  the  common  direction  of  "r- ..      /  ^ 

the  forces ;  if  the  positions  of  A  B  and  *  c       ^^ 

AT  W  are  changed  to  A  C  and  A^  C^, 
then  P  R  must  move  to  P  R^,  and  equilibrium  equally  obtains. 

47.  Reaaltant  of  two  parallel  forcea  acting  in  opposite  direc- 
tiona. — The  resultant  of  two  parallel  forces,  which  14 

act  in  opposite  directions,  is  found  by  the  same  con- 
struction as  before,  but  it  is  equal  to  the  difference 
of  the  intensities  of  its  components,  and  takes  the 
direction  of  the  greater.    Its  point  of  application,      |^ 
fig.  14,  is  in  the  prolongation  of  the  line  A  B,  at  the       | 
point  C,  situated  so  that  C  B  and  C  A  are  in  the  in-       [^^^,^^  " 
verse  ratio  of  the  forces  Q  and  P.    The  point  G  will 
be  further  removed  as  the  difference  between  the 
forces  P  and  Q  are  diminished,  so  that  if  the  forces 
were  equal,  the  resultant  would  be  nothing,  and  situated  at  an  infinite 
distance. 

The  general  resultant  of  any  number  of  parallel  forces  may  be  found 
by  compounding  them,  successively,  two  by  two,  in  the  methods  already 
prescribed. 

48.  Couples. — Whenever  a  body  is  solicited  by  two  forces  which 
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are  equal,  parallel,  and  acting  in  opposite  directions,  it  is  impossible  to 
replace  them,  or  produce  equilibrium  by  a  single  force.  Such  a  sys- 
tem of  forces  is  called  a  coujde,  and  its  tendency  is  to  produce  revolu 
tion  around  an  axis.  In  this  case,  the  value  of  the  resultant  is  evidently 
equal  to  zero,  and  the  point  of  application  is  also  at  an  infinite  distance 
from  the  points  of  application  of  the  two  equal  components. 

49.  T^'o  foroes  not  parallel  and  applied  to  different  points 
may  have  a  resultant,  if  they  lie  in  the  same  plane.  It  is  found  by 
extending  the  lines  of  direction  until  they  intersect.  But  if  the  forces 
are  not  parallel,  and  lie  in  different  planes,  then  the  directions,  though 
infinitely  prolonged,  will  never  intersect,  and  they  cannot  have  any 
single  resultant,  or  be  in  equilibrium  by  any  single  force. 

50.  The  resolution  of  forces  is  the  converse  of  their  composition. 
Since  two  or  more  forces  can  be  replaced  by  a  single  force,  so,  com- 
monly, we  may  substitute  two  or  more  forces  for  one ;  and  since  an 
infinite  number  of  systems  may  have  the  same  resultant,  conversely, 
one  force  may  be  replaced  in  innumerable  ways  by  a  system  of  several 
forces.  But  if  one  of  two  required  components  is  given  in  magnitude 
and  direction,  there  can  be  but  one  solution,  and  the  problem  is 
definite. 

When  a  force  acts  upon  a  body  at  any  other  than  a  right  angle,  a 
part  of  its  effect  is  lost.  By  resolving  such  an  oblique  force  into  two, 
one  parallel,  and  the  other  perpendicular  15 

to  the  body,  the  latter  component  will  re-  jf  ^ 

present  the  actual  force  produced.    Let  a  6,  .  B^- 

fig.  15,  represent  a  force  acting  under  the     i  ^\^ 
angle  ab  c  against  the  surface  M  N.    Re-     1  ^\^^ 

solve  ai>  into  a.  c  perpendicular  to  M  N,     i  ^^\^^ 

and  a  d  parallel  with  it ;  then  a  c  will  be     1 

the  absolute  effect  of  the  force,  and  a  b —     |^ 
a  c  is  the  loss. 

Ihcample  of  the  resolution  of  force. — ^The  sailing  of  a  boat  in  a 
direction  different  from  the  wind  is  a  most  familiar  illustration  of  these 
principles.  For  example:  the  wind  blows  in  the  direction  oa,  fig.  16, 
oblique  to  the  sail,  and  to  the  course  of  the  boat,  and  its  force  is 
resolved  into  two  components,  one  acting  in  the  direction  e  a,  impelling 
the  boat*on  its  course  in  the  line  of  least  resistance,  the  other  in  the 
direction  b  a,  acting  to  carry  the  boat  laterally  on  in  the  line  of  greatest 
resistance.  As  the  model  of  the  boat  allows  it  to  advance  freely  through 
the  water  in  the  direction  e  a,  while  it  offers  great  resistance  to  lateral 
motion,  the  force  of  the  wind  resolved  in  the  direction  b  a  produces 
little  effect  upon  the  motion  of  the  boat,  she  being  held  to  her  course 
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by  the  rudder.    A  skillful  sailor  can,  by  thus  availing  himself  of  the 
principles  of  resolution  of  force,  sail  his  vessel  on  a  course  within  five 


16 


or  six  points*  of  being  directly  opposed  to  the  wind  which  impels  it. 

IV.    CURVILINEAR  MOTION CENTRAL  FORCES. 

51.  Of  curvilinear  motion. — It  has  been  shown  that  a  body  acted 
upon  by  two  forces  will  move  in  a  direction  which  is  the  resultant  of 
the  two  forces.  If  one  of  two  forces  acting  upon  a  body  is  a  continu- 
ous force,  acting  in  a  direction  tending  to  turn  the  body  out  of  the 
course  it  receives  from  the  other,  the  resultant  will  not  be  a  straight 
line,  but  a  curve,  having  its  concavity  turned  towards  the  direction  of 
the  continuous  force.  If  at  any  instant  the  continuous  force  ceases  to 
act,  the  body  will  continue  to  move  in  the  direction  in  which  it  was 
moving  when  the  constant  force  ceased  to  act.  This  direction  will  be  a 
tangent  to  the  curve  at  that  point. 

52.  Centrifugal  and  centripetal  forces. — Let  us  consider  a  mate- 
rial point  moving  with  a  uniform  velocity  in  the  circumference  of  a 
circle.  The  resultant  of  the  forces  acting  on  the  particle  will,  there* 
fore,  by  the  necessity  of  the  case,  pass  through  the  circumference  of 
the  circle.  In  this  case  the  force  which  prevents  the  moving  particle 
from  darting  off  in  a  tangent  to  the  circle  is  called  the  cerdripetal,  or 
centre-seeking ,  force.  This  force  at  every  instant  arrests  the  tendency 
of  the  particle  to  fly  away  from  the  centre.  The  tendency  of  the  par- 
ticle to  fly  away  from  the  centre  is  calM  the  centrifugal^  or  centre- 
flying^  force.  These  two  forces  are,  together,  termed  centfal  forces. 
They  are  necessarily  antagonistic  to  each  other  at  every  instant  of  cur- 
vilinear motion. 


*  A  circle  is  divided  into  four  quadrants,  and  each  quadrant  into  eight  pointf, 
according  to  the  phraseology  of  seamen. 
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To  anderstand  the  antagonism  of  central  forces,  take  m  e,  I 
nitely  small  arc  of  the  circumference,  and  making 
with  the  direction  e'  m  a,  of  the  preceding  element 
e'  m,  an  in^nitely  amiJl  angle  ame.  Join  the  extremi- 
ties of  the  element  m  c  with  the  centre  of  the  circle  by 
the  radii  m  C,  c  C,  and  draw  b  e  parallel  to  m  a.  Since 
m  c  iA  considered  infinitely  small,  a  e  and  m  h  are 
parallel  to  each  other,  and  macb  is  a  parallelogram. 
Therefore  it  follows  by  the  parallelogram  of  forces, 
that  while  the  body  was  moying  oyer  the  arc  m  c  it 
would  in  the  same  time  have  passed  oyer  the  space 
m  a,  in  virtue  of  the  velocity  acquired  in  passing 
uver  e'  m,  if  no  other  force  intervened ;  while  by  reason 
of  the  central  force  acting  from  m  to  e,  it  would  haye 
passed  over  the  space  m  6,  had  it  not  been  for  the 
original  impulse  c'  m.  This  is  the  centripetal  force, 
and,  compounded  with  the  original  impulse,  c'  m,  the 
particle  follows  the  resultant  m  c. 

Draw  now  a  d  parallel  to  m  c,  forming  the  second  parallelogram  mead.  The 
velocity  of  the  particle  following  the  diagonal  m  a  may  be  decomposed  into  the 
two  components ;  one  m  e  in  the  path  of  the  circular  motion,  and  the  second 
«i  d  following  the  radius.  This  quantity  (m  d)  represents  the  centrifugal  force, 
and  as  m  <i  =  a  e  =  m  6,  it  follows  that  at  each  instant  of  the  circular  motion 
the  centripetal  and  centrifugal  forces  exactly  counterbalaiv^e  each  other,  and 
that  the  sole  resulting  motion  is  in  the  arc  m  c.  If  at  any  instant  the  centri- 
petal force  ceases  to  act,  m  a,  the  resultant  of  the  forces  m  e,  m  d,  will  throw  the 
particle  in  the  path  of  the  line  c'  ma  tangent  to  m.  The  term  centrifugal  force 
must  not  be  understood  to  mean  a  force  which  would  cause  the  body  to  fly 
directly  from  the  centre,  since  as  we  have  seen  it  must  in  that  case  move  also 
in  the  tangent. 

Examples  of  the  action  of  centrifugal  force. — A  stone  flies  from 
a  sling  with  a  velocity  equal  to  the  force  acquired  by  its  revolution  at 
the  moment  when,  by  releasing  one  of  the  strings  from  the  finger,  it 
flies  off  in  a  line  tangent  to  the  point  of  release.  The  water  flies  from 
a  grindstone,  or  mud  from  a  carriage  wheel,  whenever  the  centrifugal 
force  due  to  the  velocity  of  revolution  is  sufficient  to  overcome  the  force 
of  adhesion.  The  rapidity  of  revolutioff  may  be  sufficient  in  a  grind- 
stone to  overcome  the  cohesion  of  the  particles  of  the  stone,  when  it 
bursts  with  a  loud  explosion,  carrying  death  and  destruction  in  its  path. 
A  pail  filled  with  water  may  be  whirled  with  such  velocity  that  the 
centrifugal  force  overcomes  the  force  of  gravity,  and  the  liquid  is  not 
spilled. 

53.  Bxperimental  demonstration  of  the  effects  of  centrifugal 
force. — The  effects  of  centrifugal  force  may  be  illustrated  by  the  appa- 
ratus represented  in  fig.  18.  A  wire  is  stretched  upon  a  frame  a  b,  con- 
nected with  an  upright  shaft,  which  is  made  to  revolve  rapidly  by  means 
of  a  cord,  as  shown  in  the  figure.  Two  perforated  balls,  united  by  a  string, 
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slide  freely  upon  the  horizontal  wire.  If  the  two  sliding  balls  are  of  equal 
weight,  and  are  placed  at  equal  distances  from  the  axis  of  rotation,  still 


18 


united  by  the  string,  they  will  retain  the  same  position  with  any  velo- 
city of  rotation  which  may  be  given  to  the  apparatus ;  but  if  one  of  the 
balls  is  more  distant  from  the  axis  than  the  other,  it  will  draw  the 
other  along  with  it,  and  both  balls  will  strike  the  support  on  the  same 
side,  provided  the  distance  between  the  balls  is  less  than  half  the  line 
a  b.  If  the  two  balls,  united  as  before,  and  placed  at  equal  distances 
from  the  axis,  have  unequal  masses,  the  heavier  ball  will  draw  the 
other  towards  its  own  side  of  the  apparatus.  Two  unequal  balls, 
united  in  the  same  manner,  will  remain  at  rest,  if  their  distances  from 
the  axis,  on  opposite  sides,  are  in  the  inverse  ratio  of  their  masses. 
Admitting  that  tho  centrifugal  force  is  proportional  to  the  mass  of  the 
body,  these  experiments  prove  that  the  centrifugal  force  is  proportional 
to  the  radius  of  the  circle  described,  when  the  times  of  revolution  are 
the  same. 

To  demonstrate  the  effects  of  centrifugal  force  in  liquids,  the  appa- 
ratus shown  in  the  upper  part  of  fig.  19  is  attached  by  screws  to  the 
coupling  at  the  top  of  the  re-  19 

volving  shaft  shown  in  fig.  18. 
Two  fiasks  with  long  necks  are 
placed  obliquely,  communica- 
ting with  a  reservoir  filled  witn 
liquid  placed  at  the  middle  of 
the  bar  which  supports  them. 
As  the  apparatus  is  rapidly  re- 
volved, the  liquid  rises  into  the  flasks,  and  agun  descends  when  the 
motion  is  arrested.  If  the  vase,  fig.  20,  containing  water,  is  attached  to 
the  machine,  and  made  to  revolve,  the  surface  of  the  water  becomes 
concave,  the  water  rising  by  the  sides  of  the  glass,  the  surface  becom- 
ing more  deeply  concave  as  the  motion  becomes  more  rapid.  The  piece 
of  apparatus  shown  at  the  bottom  of  fig.  19  carries  two  inclined  tubes, 
one  enclosing  water  and  a  metallic  ball,  the  other  water  and  a  ball  of 
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wood  floating  on  its  sarface.  As  the  rotation  becomes  rapid,  the  water 
rises  to  the  top  of  the  tubes,  the  ball  of  wood  then  descends,  and  takes 
a  position  on  the  inferior  surface  of  the  liquid,  while  the  20 

metallic  ball  advances  through  the  liquid,  and  rises  to 
the  most  elevated  extremity  of  the  tube  which  contains  it, 
the  liquid  itself  rising  to  the  exterior  end  of  the  tube. 

The  differsnt  effect  upon  the  two  balls  results  from  the 
fact  that  the  metal  has  a  greater  mass  than  an  equal 
volume  of  the  liquid,  while  the  contrary  is  true  of  the 
wood;  the  centrifugal  force  being  in  proportion  to  the 
mass,  the  tendency  is  to  carry  the  denser  substance  to  the 
grf-ater  distance  from  the  axis  of  rotation. 

If  a  tube  contains  different  liquids  incapable  of  acting  chemically 
upon  each  other,  they  will  place  themselves,  during  rapid  rotation,  in 
such  an  order  that  the  denser  fluid  will  be  more  distant  from  the  axis, 
the  outward  tendency  being  directly  proportional  to  the  mass  of  matter 
in  a  given  volume.  These  effects  do  not  take  place  till,  by  the  rapidity 
of  revolution,  the  centrifugal  force  becomes  greater  than  the  force  of 
gravity.  The  common  circular  or  fan  blowing  machine  is  an  example 
of  the  action  of  centrifugal  force  on  bodies  in  a  gaseous  condition. 
A  centrifugal  pump  has  been  devised  acting  in  this  manner.  The  fan- 
blower  is  also  used  as  a  ventilator,  drawing  its  supply  of  air  from  the 
space  to  be  ventilated,  to  supply  that  thrown  out  by  the  tangential 
opening. 

The  centrifugal  drying  machine  for  laundries  consists  of  a 
very  large  upright  cylinder,  having  a  smaller  cylinder  within  it.  The 
circular  chamber  between  the  two  cylinders  is  closed  by  covers,  by  open- 
ing which  the  linen  to  be  dried  can  be  introduced.  The  bottom  of  this 
chamber  is  pierced  with  holes  like  a  sieve,  through  which  the  water 
expressed  from  the  linen  can  flow  off.  A  rapid  rotation  being  given  to 
this  cylinder,  the  linen,  by  the  effect  of  centrifugal  force,  is  urged 
against  the  exterior  surface  of  the  cylinder,  and  is  there  squeezed  with 
a  force  which  increases  with  the  rapidity  of  rotation,  by  the  effect  of 
which  the  water  is  pressed  out  of  it,  and  escapes  through  the  holes  iu 
the  bottom.  A  rotation  of  25  turns  per  second,  or  1500  per  minute,  is 
given  to  these  drying  cylinders,  by  which  the  linen,  however  moist  it 
may  be,  is  rendered  so  nearly  dry  that  a  few  minutes'  exposure  in  the 
air  renders  it  perfectly  so.  In  large  linen  manufactories  this  machine 
produces  a  great  saving  of  labor  in  the  laundry  department. 

In  the  motion  of  the  hearenly  bodies  we  find  the  most  wonderful  examples 
of  the  action  of  central  forces,  acting  as  they  do  to  prevent  the  moon  from  fall- 
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ing  upon  the  earth,  and  the  planets  into  the  sun.     The  action  of  centrifugal 
force  will  be  further  considered  in  connection  with  terrestrial  gravity. 

54.  Analysis  of  the  motion  produced  by  central  forces.— 
Let  a  body  placed  at  a,  fig.  21,  receive  an  impulse  which  would  carry  it  to  <f  in 
one  second,  or  any  small  portion  of  a  second,  and  21 

let  it  be  attracted  towards  c  by  a  constant  force  . 

which  would  move  it  to  6  in  the  same  time  that  the    ^7..^trf>Uicr 

first  impulse  would  carry  it  to  d,  then  by  the  prin-  ^•^^^!^S;:-v^ 

ciples  of  th®  composition  of  forces  it  will  be  found  ^^    '    '?f 

at  the  end  of  the  given  time  at  e,  and  if  the  attrac-  ?  \\ 

tive  force  should  then  cease  it  would  continue  to  '--a   / 

movA  in  the  direction  e  m.     If  the  attractive  force  .,•''  .';V 

continues,  the  body  will  be  found  at  g  at  the  end  \      '! 

of  the  second  period.    As  the  central  force  is  con-     :/.•''  ...-•'*'  \ 

tinually  acting,  the  body  will  diverge  more  and     jiv;;;'. 1  .p 

more  from  the  direction  of  the  first  force,  and  will     f  n     . 

describe  a  curve.     As  the  attractive  force  acts  /; 

always   towards    the   central   point   c,   tho    body  /j 

will  revolve  around  that  point    If  the  relation  of     :  /  j 

the  two  forces  is  such  that  ee,  eg,  Ae.,  are  each  /  ^^ 

equal  to  c  a,  the  curve  of  revolution  will  be  a     j  ^ 

circle.    In  most  other  cases  the  curve  of  revolution     |  >^ 

will  be  an  ellipse.  I         ^^^y^ 

If  the  curve  described  is  a  circle,  and  we  assume  — «fi— — """^ 
the  arc  a  e  to  be  very  small,  it  will  not  sensibly  differ  from  a  straight  line,  and 
according  to  well  known  geometrical  principles  we  shall  have 

ah  I  ae  ■=.  ae  \ao* 

ah  =  —  . 
a  o 

That  is,  the  centrifugal  and  centripetal  force*  of  a  body  deeeribing  a  circle 
with  uniform  velocity  are  directly  proportional  to  the  equare  of  the  veloeity,  and 
invereety  a*  the  diameter  of  the  circle. 

The  relation  of  these  forces  may  be  expressed  differently.  Considering  a  e 
as  the  space  described  in  one  second,  it  will  be  the  velocity  of  the  body  ;  but  in 
curvilinear,  just  as  in  rectilinear  movement,  the  velocity  is  equal  to  the  distance 
divided  by  the  time,  i.  e.,  equal  to  the  circumference  of  the  circle  divided  by  the 
time  of  revolution.  Let  H  represent  the  radius  of  the  circle,  T  the  time  of 
revolution,  i;  the  velocity,  and  tt  the  ratio  of  the  circumference  to  the  diameter.* 

and  we  shall  have  ae  =  v  =  .     Substituting  this  value  of  a  e  in  the  pre 

vious  equation,  and  considering  that  a  o  =  2/?,  we  shall  have 

"~  2RT^~  ^* 
Therefore  the  attractive  force  would  generate  in  one  second  a  velocity 


*  The  ratio  of  the  circumference  of  a  circle  to  its  diameter  is  3*14159,  and 
tiiis  number  is  usually  represented  by  the  Greek  letter  n  in  mathematiQid  for- 
muliB. 
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expressed  by  twice  a  h,  the  distance  passed  over,  equal  to  — j-.      The  angalar 

velocity  i>er  s^ond  is  expressed  by  the  actual  velocity,  divided  by  the  radius ; 
ealling  this  angular  velocity  V,  we  have 

1%€  ctniri/ugal  or  {%oKiek  U  the  tame  thing)  the  centripetal  force  variee  directly 
U9  the  radiue  of  the  circle  of  revolution  mwtiplied  by  the  equure  of  the  angular 
velocity.  Alto  if  two  bodiee  move  in  different  circlet  and  in  different  timee,  their 
centrifugal  and  centripetal  forcee  will  be  directly  at  the  radii  of  their  eirelea,  and 
iuvereely  aa  the  tquaree  of  the  timet  of  revolution. 

It  is  also  evident  that  the  centrifugal  force  is  proportional  to  the  mass  of  the 
body. 

55.  Bohnenberger's  apparatus. — In  consequence  of  the  operation 
of  the  law  of  inertia,  moving  bodies  preserve  their  planes  of  motion. 
This  is  true  as  well  of  planes  of  rotation  as  of  planes  in  a  rectilinear 
direction.  By  means  of  Bohnenberger^s  apparatus 
we  may  illustrate  the  tendency  of  rotating  bodies 
to  preserve  their  plane  of  rotation,  and  the  invaria- 
bility of  the  axis  of  the  earth  during  its  revolution. 
Bohnenberger^s  apparatus  consists  of  three  rings, 
AAA,  fig.  22,  placed  one  within  the  other ;  the 
two  inner  ones  are  movable,  and  connected  by 
pins  at  right  angles  to  each  other,  in  the  same 
way  as  the  gimbals  that  support  a  compass.  In 
the  smallest  ring  there  is  a  heavy  metallic  ball 
B  supported  on  an  axis,  which  also  carries  a  little  pulley  c.  The  ball 
is  set  in  rapid  rotation  by  winding  a  small  cord  around  e,  and  suddenly 
pulling  it  off.  The  axis  of  the  ball  will  continue  in  the  same  direc- 
tion, no  matter  how  the  position  of  the  rings  may  be  altered ;  and  the 
ring  which  supports  it  will  resist  a  considerable  pressure  tending  to 
displace  it. 

56.  Parallelogram  of  rotations. — It  has  been  shown  (48)  that 
rotary  motion  is  produced  by  two  equal  parallel  forces  acting  in  oppo- 
site directions.  If  two  new  equal  parallel  forces  act  upon  the  same 
body,  tending  to  produce  rotation  about  another  axis  situated  in  the 
same  plane,  the  compound  resultant  will  tend  to  produce  rotation  about 
a  third  axis,  situated  in  the  same  plane,  between  the  directions  of  the 
other  two. 

Let  the  irregular  body  shown  in  fig.  23,  while  rotating  about  the  axis 

A  X  be  suddenly  acted  upon  by  forces  tending  to  produce  rotation  about 

the  axis  A  Y.    Suppose  the  parts  of  the  body  lying  between  A  X  and 

A  T  to  be  impelled  in  opposite  directions  by  the  two  rotary  forces. 

6 
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Take  any  point,  as  P,  and  drawing  from  P  perpendiculars  upon  the 
two  axis,  lot  P  C  =  y  and  P  B  =  «,  also  let  28 

V  represent  the  angular  velocity  about  the  y^"'^  ^>i 

axis  A  X,  and  v^  the  angular  velocity  about         /^    ^f  ^1^/^ 

the  axis  A  Y,  then  will  tw  —  tT^y  express      / 
the  resultant  force  exerted  upon  the  point     /  . 

P.  Now  since,  if  the  point  P  were  taken  /  / 
in  the  axis  AX,  we  should  have  tw  =  0,  and  I  fy 
if  P  were  taken  in  A  Y  we  should  have  x^y  \Jj  "' 
=  0,  it  is  evident  that  P  may  be  so  taken  ^**>»..,^ 
that  vz  —  t/y  =  0,  OTVX  =  t/y.  Lay  off  on  A  X  a  distance  A  E,  such 
that  A  E :  A  C  =:  o :  t/,  construct  the  parallelograin  A  0  D  £,  and  draw 
the  diagonal  AD;  then  AE:  AC  =  DC:  DE  ==  v  :  t/  =  y :  as.  But 
every  point  on  the  line  AD  X'^  will  have  the  same  relation  to  the  axis 
A  X  and  A  Y.  Hence  every  point  in  this  line  will  remain  at  rest,  and 
A  X''  becomes  the  resultant  axis  of  rotation,  in  virtue  of  the  forces  pre- 
viously tending  to  produce  rotation  about  the  two  component  axes. 

To  determine  the  velocity  of  rotation  about  the  resultant  axis  A  X^, 
take  any  point,  as  C,  on  the  axis  AY.  At  this  point  t/y  =  0,  and  the 
point  C  has  no  tendency  to  move  except  that  given  by  the  moment  vx 
about  the  axis  A  X.  Draw  the  perpendiculars  C  R  and  C  Q  upon  A  X 
and  A  X'^  respectively.  Represent  C  R  by  r,  and  C  Q  by  r^^,  and  denote 
the  angular  velocity  about  A  X'  by  i/^.  Now  as  the  distance  passed 
over  by  the  point  G  during  any  instant  depends  only  on  the  moment 
ras,  it  will  be  the  same  whether  the  rotation  takes  place  about  A  X  or 

A  jr ;  hence  vr  =  t/^r^^, .-.  i/^  =  ^.  The  triangles  ACDandACE 

are  equal,  being  each  one-half  the  parellelogram  ACDE^  hence  ADy^ 

CQ  =  AEXOB,  ikndADXr^^  =  vr,  hen<}e^D=^.  Comparing 

this  equation  with  the  value  of  i/^  found  above,  we  find  that  t/''  =  AD. 

From  the  above  reasoning  it  appears  that, — 

Where  a  body  is  acted  upon  by  two  systems  of  forces,  tending  to  pro- 
duce rotations  about  two  separate  axes,  lying  in  the  same  plane,  the 
resuUant  motion  will  be  rotcUion  about  a  new  axis,  represented  in  direc- 
tion by  the  diagonal  of  a  parallelogram,  ifte  sides  of  which  wiU  be  repre- 
sented by  the  component  axes  of  rotation,  and  the  magnitudes  of  the  sides 
by  ihe  forces  tending  to  produce  rotation  about  those  axes.  The  vdocity 
of  rotation  about  the  new  axis  represented  in  direction  by  the  diagonal 
of  the  parallelogram,  will  be  measured  by  the  length  of  the  diagonal. 

From  Uie  same  prinoipleB  it  follows  that,  If  a  body  is  acted  upon  by  three 
systems  of  forces,  tending  to  produce  rotation  about  three  different  axes,  all 
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pasring  through  the  eame  pointy  the  resultant  motion  will  be  rotation  about  a 
new  axis,  represented  in  direction  by  the  diagonal  of  a  parallolopipedon  formed 
on  the  original  axes  as  adjacent  edges,  with  the  magnitude  of  those  edges  corres- 
ponding to  the  respective  forces  acting  about  those  axes,  and  the  Telocity  of  the 
new  rotation  will  be  represented  by  the  length  of  the  diagonal  of  the  parallolo- 
pipedon. 

Id  desoribing  rotary  motionB  it  is  castomary  to  speak  of  the  motion 
as  righi^handed  or  positive,  or  as  Ufi-hdnded  or  negative. 

Let  A  X,  A  Y,  A  Z,  fig.  24,  be  three  rectangular  axes,  passing  through  the 
point  A,  which  is  called  the  orig^  of  co-ordinates.  Distances  measuted  fh>m  A 
towards  either  X,  Y,  or  Z,  are  called  positive,  and  distances  measured  in  the 
opposite  directions  are  called  negative.  If  a  body  revolves  about  either  of  these 
axes,  or  about  any  axis  drawn  through  A,  in 
such  a  direction  as  to  appear,  to  an  eye  placed 
beyond  it,  and  looking  towards  A,  to  move  in 
the  same  direction  as  the  hands  of  a  watch, 
when  we  look  at  the  dial,  such  motion  is 
called  right-handed,  or  positive  rotation.  If 
rotation  takes  place  in  the  opposite  direction, 
it  is  called  left-handed,  or  negative.  If  a  body 
revolves  in  the  directions  shown  in  either  part  i 
of  fig.  24,  the  rotation  is  called  right-handed, 
or  positive.  If  the  three  axes,  A  X,  A  Y,  A  Z, 
were  brought  towards  each  other  till  they  co- 
incide, these  rotations  would  all  coincide  in 
direction. 

57.  The  gyroscope,  or  rotaaoope,  is  an  instrument  exhibiting  some 
remarkable  results  of  the  combination  of  rotary  motions,  and  which 
also  shows,  as  in  Bohnenberger's  apparatus,  the  tendency  of  rotating 
bodies  to  preserve  their  plane  of  rotation.  A  common  form  of  the 
rotascope,  fig.  25,  con- 
sists of  a  metal  ring,  A  B, 
inside  of  which  is  placed 
a  metallic  disk,  0  D,  , 
loaded  at  its  edge,  and  ( 
which  turns  independ-  \^ 
ently  of  the  ring,  upon 
the  axis.  Motion  is  com- 
municated by  means  of  a 
cord,  wound  around  the 
axis  of  the  disk  and  sud- 
denly drawn  off.  If,  when 
the  disk  is  rotating  rapid- 
ly, it  be  placed  on  the  steel  pin  F,  supported  on  the  column  G,  it  seems 
indifferent  to  gravity,  and  instead  of  dropping  it  begins  to  revolve  in  a 
borixontal  orbit,  H  I,  about  the  vertical  axis  F  G,  in  a  direction  corres- 
ponding with  the  movement  of  the  lower  part  of  the  disk.    This  hori* 
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lontal  reTolation  gradually  increases  in  yelocitj,  and  the  free  end  of 
the  disk,  in  some  circumstances,  vibrates  up'ward  and  downward,  in 
spiral  curves.  When  the  rotation  of  the  disk  is  considerably  diminished 
by  friction,  gravity  gradually  prevails  over  the  supporting  power,  and 
at  length  the  disk  falls,  in  a  descending  spiral  curve. 

To  explain  the  movement  of  the  gyroscope,  let  the  axis  Y  A  Y^, 
fig.  24,  correspond  to  the  standard.    A  24  (6t«.) 

being  the  point  where  one  end  of  the        ,."''".^ — *^-.    /^/ 
axis  of  the  revolving  disk  is  supported.        \^ 
Let  A  X  correspond  to  the  horizontal 
axis  around  which  the  disk    of  the 
gyroscope  revolves,  and  let  Z  A  Z'^  be 
another  horizontal  axis,  at  right  angles     ..-v  (. 
with  A  X  and    A  Y.     Let  a  right-    /    V 
handed  rotation  be  given  to  the  disk  of   \  ^\ 
the  g^oscope  about  the  axis  A  X,  as    k    / 
indicated  by  the  arrows.    While  the 

force  of  gravity  causes  the  free  end  of  the  axis  to  descend,  there  will 
also  be  commenced  a  right-handed  rotation  about  the  axis  A  Z.  Both 
these  rotations  may  be  supposed  to  have  constant  velocities  for  an  infi- 
nitely short  interval  of  time.  Let  v  denote  the  angular  velocity  about 
A  X,  and  t/  the  angular  velocity  about  A  Z.  Lay  off  on  A  X  a  distance 
A  B  =  9,  and  on  A  Z  a  distance  A  C  =  v^,  complete  the  parallelogram 
A  B  D  C ;  then  the  diagonal,  A  D,  will  represent  the  resultant  axis  of 
rotation,  and  the  length  of  this  diagonal  will  represent  the  velocity  of 
rotation  about  the  new  axis.  As  the  disk  can  only  rotate  about  the  new 
axis  by  moving  towards  D,  there  will  thus  be  commenced  a  new  move- 
ment of  rotation,  which  we  may  call  a  horizontal  revolution  about  the 
perpendicular  axis.   This  will  be  a  right-handed  rotation  about  A  Y. 

We  now  have  to  consider  rotation  about  three  axes,  all  passing 
through  the  axis  A.  To  construct  the  position  of  the  resultant  axis 
for  the  second  instant,  lay  off  on  A  Z,  considered  as  perpendicular  to 
A  D  and  to  A  Y,  a  distance  to  represent  the  angular  velocity  due  to 
gravity,  and  on  A  Y  the  angular  velocity  in  the  orbit,  acquired  in 
passing  from  the  position  A  X  to  A  D;  A  D  represents  the  velocity 
with  which  the  disk  rotates.  Construct  a  parallelopipedon  on  these 
three  lines,  and  draw  its  diagonal  through  A.  This  diagonal  will  evi- 
dently give  a  direction  that  will  continue  the  horizontal  revolution 
already  commenced,  and  also  an  upward  tendency  in  opposition  to 
gravity.  The  same  process  of  construction  might  be  continued  for 
every  instant  the  rotation  continues.  It  is  evident  that  the  horizontal 
rotation  would  continually  increase  in  velocity,  and  the  tendency  to 
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lift  the  end  of  the  axis  of  the  disk  would  also  increase,  were  it  not  con- 
tinnally  oounteraoted  by  the  action  of  gravity.  As  the  Telocity  of  the 
rotation  of  the  disk  is  continually  retarded  by  friction,  the  lifting  power 
exerted  against  gravity  diminishes  until  the  disk  gradually  descends 
with  a  spiral  revolution,  and  the  instrument  is  brought  to  rest. 

If  the  disk  of  the  gyroscope  were  made  to  rotate  in  the  opposite  direc- 
tion, or  left*handed,  the  motion  around  the  axis  Z  A  1/^  caused  by 
gravity,  would  also  be  lefl-handed  when  considered  from  the  point  Z'^, 
and  the  resultant  A  W  would  lie  on  the  opposite  side  of  A  X.  This 
would  also  give  a  left-handed  rotation  about  the  perpendicular  A  T, 
and  the  resultants  would  all  be  found  in  the  solid  angle  A  X,  A  T, 
A  Ta^^  and  again  the  tendency  would  be  to  counteract  the  depressing 
force  of  gravity.  Thus  we  should  have  the  rotating  disk  supported, 
as  experience  shows  it  is,  in  whichever  direction  it  is  caused  to  rotate. 

If  the  weight  of  the  gjrosoope  were  counterbalanced  (ae  it  is  frequently  con- 
■trueted)  bj  an  equal  weight  on  the  opposite  aide  of  the  vertical  axis,  it  can 
readily  be  seen  that  it  would  hare  no  horisontal  rotation.  If  the  counter- 
balancing weight  were  so  great  as  to  ndse  the  disk  upward,  the  horisontal 
revolution  would  be  performed  in  the  opposite  direction. 


Problems  on  Weights  and  Measures. 

1.  (a.)  How  many  English  yards  are  contained  in  135  French  kilometres? 
(&.)  Reduce  2*5934  centimetres  to  English  inches,  (e.)  What  part  of  an  English 
inch  is  1  millimetre?    {dS)  Reduce  8  centimetres  to  inches. 

2.  (a.)  Reduce  4  feet  7  inches  to  French  measure.  (6.)  Reduce  225  rods  to 
French  measure  of  length,  (c.)  Reduce  13  miles  to  French  kilometres, 
(d.)  Reduce  5  yards  to  French  metres. 

3.  (a.)  Reduce  3  pints  to  litres  and  cubic  centimetres.  (&.)  Reduce  5  litres 
to  English  measure,  (e.)  Reduce  7  gallons  to  litres  and  decimal  parts. 
{d.)  Reduce  7  cubic  centimetres  to  English  pints. 

4.  Reduce,  by  means  of  the  Table  II., — (a.)  25  inches  to  decimal  parts  of  a 
metre.  ((.)  139  centimetres  to  American  inches,  (c)  75  feet  to  metres,  (d.)  5 
kilometres  to  American  yards. 

5.  Reduce,  by  means  of  the  table  at  the  end  of  the  book, — (a.)  7^  pints  to 
cubic  centimetres.  (6.)  10  gallons  to  cubic  centimetres,  (c.)  735  cubic  centi- 
metres to  gallons. 

Problems  on  Motion. 

6.  A  body  passes  uniformly  over  a  distance  of  200  yards  in  1-hour  and  6 
minutes :  what  is  the  numerical  ralue  of  its  velocity,  according  to  the  usual 
eonyentioiiB  concerning  the  units  of  space  and  time  ? 

7.  A  body  is  observed  to  describe  uniformly  o  feet  in  n  seconds ;  supposing 
the  unit  of  time  to  be  1  minute,  what  must  be  the  unit  of  distuice  in  order  that 
the  numerical  value  of  the  body's  velocity  may  be  1  ? 

8.  A  man  walks  with  a  velocity  represented  by  2,  and  he  finds  that  he  walks 
y  miles  in  2  hours ;  if  1  foot  be  the  unit  of  length,  what  is  the  unit  of  time  ? 

9.  A  particle  is  moving  with  such  a  velocity,  and  in  Luch  a  direction,  that 

6* 
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fche  resolyed  parts  of  ito  Telocity  in  the  directions  of  two  lines  perpendicular  to 
each  other,  are  respectively  3  and  4 ;  determine  the  direction  and  velocity  of 
tbe  particle's  motion. 

10.  A  is  a  more  powerfhl  and  a  heavier  man  than  B ;  the  greatest  weights 
which  they  oan  lift  are  as  8  :  7,  and  their  owd  weights  are  as  7:6.  Which  is 
likely  to  he  the  faster  mnner  of  the  two? 

11.  Supposing  a  hody  acted  npon  by  a  force  capable  of  causing  an  aceelera- 
tion  of  8  feet  per  second :  what  will  be  its  velocity,  and  the  distance  passed 
over,  at  the  end  of  1  minute  ? 

12.  What  velocity  will  be  acquired  by  a  body  moving  100  feet,  under  the  in- 
fluence of  a  force  capable  of  causing  an  acceleration  of  2  feet  per  second  ? 

13.  If  a  body  starting  with  an  initial  velocity  of  125  per  second  is  found  to 
come  to  rest  after  the  end  of  5  seconds,  what  is  the  amount  of  retardation,  and 
what  distance  has  the  body  passed  over  ? 

14.  If  a  body  weighing  100  pounds  moves  with  a  velocity  of  a  mile  in  7 
seconds,  what  must  be  the  weight  of  a  body  moving  3  feet  per  second,  to  have 
the  same  momentum  as  the  former  ? 

15.  If  a  ship  weighing  2000  tons  strikes  a  pier  with  a  velocity  of  6  inches  per 
second,  what  velocity  must  be  given  to  a  64  pound  shot»  in  order  that  it  may 
strike  an  obstacle  with  the  same  momentum  ? 

16.  Uniform  force  is  defined  as  that  which  generates  equal  velocities  in  equal 
times ;  would  it  be  correct  to  define  it  as  that  which  generates  equal  velocities 
while  the  body  moves  through  equal  spaoei  f 


CHAPTER  III. 

GRAVITATION. 


{  1.  Direction  and  Centre  of  Gravity. 

58.  Definition. — The  fall  of  unsupported  bodies  to  the  earth,  and 
the  pressure  exerted  by  bodies  at  rest  on  the  earth's  surface,  is  due  to 
the  force  of  gravity.  The  amount  of  this  force  seen  in  the  downward 
pressure  of  any  body  is  called  its  weight.  Weight  is  due  \A  the  earth's 
attraction  for  the  body  weighed,  ^his  is  only  a  particular  case  of  a 
general  force  in  nature,  by  reason  of  which  all  bodies  in  the  universe 
attract  each  other,  thereby  maintaining  the  order  and  stability  of  the 
heavenly  bodies. 

59.  Law  of  aniveraal  gravitation. — The  law  of  gravitation  is 
stated  as  follows :  Every  particle  of  matter  attracts  every  other  particle 
in  the  direct  ratio  of  its  mass,  and  in  the  inverse  ratio  of  the  square 
of  its  distance. 

Let  JV  and  AT  represent  two  masses,  D  and  IX  the  distances.  Take 
G  and  g  the  absolute  gravities  of  the  two  masses  at  a  given  distance, 
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and  ff:  Cy^fhe  ratio  of  tlie  foroe  of  gravity  at  distances  D  and  IX,  then 

G  :   g  =M      ,  M\ 

g  \  (y  =  Jy^    :  J?*,  compounding  these  proportions  Tve  have 

G  iO'  =  MD^:M'I>',    hence    (?:G^::-^J^.    • 

Or  the  force  of  gravity  of  different  bodies,  at  different  distances,  is 
directly  as  the  masses  and  inversely  as  the  squares  of  the  distances. 

This  law  was  discovered  in  1666,  by  Sir  Isaac  Newton.  Reflecting 
on  the  power  which  causes  the  fall  of  bodies  to  the  earth,  and  bearing 
in  mind  that  this  power  is  sensibly  the  same  on  the  highest  mountain 
as  in  the  deepest  valleys,  he  conceived  that  it  might  extend  far  beyond 
this  earth,  and  even  exert  its  influence  through  all  space.  He  assumed, 
in  conformity  to  the  relation  already  discovered  by  Kepler,  between 
the  times  of  revolution  of  the  planets  and  their  distances  from  the  sun, 
that  this  force  must  diminish  in  the  inverse  ratio  of  the  square  of  the 
distance.  His  first  results  were  unsatisfactory,  because  (as  afterwards 
appeared)  he  used  in  his  calculations  an  erroneous  value  of  the  earth's 
radius.  But  in  June,  1682,  he  received  Picard's  new  measurement  of 
the  arc  of  the  meridian  in  France,  from  which  it  appeared  that  the 
radios  of  the  globe  was  nearly  one  seventeenth  greater  than  had  been 
previously  supposed.  Armed  with  these  new  data,  Newton  resumed 
his  calculations,  and  in  1687  published  his  great  work,  the  "  I^ncipia,*' 
in  which  he  develops  the  consequences  of  his  great  discovery  of  the 
laws  of  gravitation. 

60.  Direotion  of  terrestrial  attraction.  Centre  of  gravity. — 
As  the  direction  of  a  force  is  the  direction  of  the  motion  or  pressure 
caused  by  it,  (40),  it  follows  that  a  body  falling  under  the  influence  of 
gravity  moves  on  a  line,  which  would  pass,  if  extended,  through  a 
point  sensibly  near  the  centre  of  the  globe.    This  point  26 

in  the  globe  is  called  Us  centre  of  gravity.  Therefore  ^ 
the  direction  of  the  force  of  gravitation  is  in  the  line 
uniting  the  centre  of  gravity  of  the  earth  with  that  of 
the  attractive  body.  The  plumb  line^  fig.  26,  gives  this 
direction.  Here  a  mass  of  lead  is  suspended  by  a  string, 
and  when  it  is  at  rest,  it  is  evident  without  a  mathe- 
matical demonstration,  that  the  direction  of  the  pressure, 
and  hence  that  of  the  force  of  gravitation,  coincides 
with  that  of  the  plumb  line.  This  direction  is  called 
the  vertical,  and  a  direction  perpendicular  to  it  is  called 
the  horizantal.    Such  is  the  surface  of  a  liquid  at  rest. 

It  is  plain,  on  the  slightest  reflection,  that  as  the 
plumb  line  coincides  at  every  point  of  the  earth's  surface  very  nearly 
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to  thd  radius  of  the  same  points,  that  several  plumb  lines  placed  near 
each  other,  are  sensibly  parallel  to  each  other  (bnt  are  not  mathemati- 
cally so),  because  the  distances  between  them  are  almost  insensible 
compared  to  the  length  of  a  radius  of  the  earth.  The  convergence  is 
only  one  minute  to  a  geographical  mile. 

The  rotation  of  the  earth  does  not  affeot  the  direction  of  a  falling  body, 
because  it  had,  before  it  fell,  tbe  same  velocity  as  the  earth  itself.  Thos  a  ballet 
dropped  from  the  mast-head  of  a  ship,  sailing  never  so  n^idly,  falls  to  the  deck 
on  precisely  the  Sfune  spot  as  if  the  ship  were  motionless — in  virtue  of  the  prin- 
ciple of  tbe  composition  of  motion,  (45).  Nevertheless,  if  bodies  fall  from  a 
very  great  height,  there  is  an  easterly  deviation,  as  Newton  announced,  because 
at  the  point  of  departure,  on  a  circumference  sensibly  larger  than  at  the  surface 
of  the  earth,  the  body  has  a  horizontal  velocity  sensibly  greater  than  the  latter. 
For  a  height  of  550  feet,  calculation  indicates  a  deviation  of  0*108  inch,  and 
experiment  gave  Reich  in  tbe  deep  mines  of  Freyberg  0*110  inch. 

61.  Point  of  application  of  terrestrial  attraction. — As  every 
particle  of  a  body  is  equally  attracted  by  the  earth,  there  must  be  as 
many  points  of  application  for  this  force  as  there  are  particles  of  matter 
in  the  body.  Hence  from  the  principle  (46)  for  finding  the  resultant 
of  a  system  of  parallel  forces,  it  follows  that  if  a  body  be  supported  by 
a  flexible  cord  from  a  fixed  point,  it  cannot  remain  at  rest  unless  the 
resultant  of  all  the  parallel  forces  which  gravity  exerts  on  it  passes 
through  the  point  of  support. 

It  is  thus  possible  to  determine  experimentally  the  position  of  the 
resultant  of  the  system  of  parallel  forces  which  gravity  exerts  upon 
a  body. 

For  example,  in  fig.  27, 

the  chair  is  held  by  a  string 

attached  to  one  arm,  and  the 

resultant  of  the  forces  ex- 
erted by  gravity  is  in  the 

line  A  B,  in  which  the  chair 

comes  to  rest.    But  if  the 

chair  is  supported  from  an- 
other point,  as  in  fig.  28,  it 

will  come  to  rest  in  a  new 

position,  and  the  resultant 

will  now  be  found  also  in  a 

new  position,  namely  in  the 

line  C  D,  and  so  for  every 

new  point  of  suspension  we 
«an    by  experiment   demonstrate  a   different    position    for    the    r» 
sultant. 
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62.  Centre  of  gravity. — As  there  is  in  every  solid  body  a  point 
about  which,  when  it  is  suspended,  its  molecules  are  equally  dis- 
tributed in  every  direction,  all  the  attractions  exerted  upon  them  may 
be  replaced  by  a  single  resultant  force  applied  at  this 'point  But 
whatever  position  the  body  may  assume,  the  resultant  of  its  parallel 
forces  of  gravity  will  always  pass  through  the  same  point.  This  com- 
mon point,  of  intersection  of  the  resultants  of  gravity  in  any  body,  if 
called  the  centre  of  gramly.  As  we  may  find  the  resultants  ezperi 
mentally,  so  also  is  the  centre  of  gravity  of  any  solid  29 
easily  found.     If  any  irregular  solid  is  suspended,  as  in 

fig.  29,  its  centre  of  gravity  will  lie  in  the  line  e  d,  pro- 
longed through  its  axis.    It  will  alsi  lie  in  the  line  ab,         ^t 
by  which  the  body  is  a  second  time  suspended,  and  being        /H^ 
found  in  both  lines,  it  must  necessarily  be  xt  their  inter-       (   \  ^ 
section.    A  correct  conception  of  the  important  relations  acJi-i--^^ 
of  the  centre  of  gravity  lies  at  the  foundation  of  the       \    |    ^ 
whole   science   of  mechanics,   and    especially   of  equi-        XUg** 
librium. 

63.  Corollaries. — (1.)  The  centre  of  gravity  must  be  regarded  as 
the  point  of  application  of  the  resultant  of  the  forces  which  gravity 
exerts  npon  the  molecules  of  any  body.  This  is  proved  by  the  fact 
that  the  point  of  application  is  any  point  on  the  line  of  the  resultant, 
and  that  the  centre  of  gravity  is  a  point  common  to  all  the  resultants. 

(2.)  When  the  centre  of  gravity  is  supported,  the  body  remains  at 
rest.  Conceive  the  irregular  mass,  fig.  29,  to  be  sustained  on  an  axis 
passing  through  ab  or  ed,  the  body  vHll  remain  at  rest  in  whatever 
position  of  revolution  it  may  be,  on  either  of  these  axes,  since  the  whole 
intensity  of  the  forces  of  gravity  is  expended  in  pressure  against  the 
points  of  support. 

(3.)  The  sum  of  all  the  attractions  exerted  by  any  mass  of  matter 
may  be  conceived  as  proceeding  from  its  centre  of  gravity.  Newton 
has  demonstrated  that  a  particle  of  matter  placed  without  a  hollow 
sphere  is  attracted  in  precisely  the  same  manner  as  if  the  whole  mass 
of  the  sphere  were  collected  at  its  centre,  and  constituted  a  single  par- 
ticle there.  The  same  must  be  true  of  solid  spheres,  since  they  may  be 
regarded  as  made  up  of  a  great  number  of  hollow  spheres,  having  the 
same  centre. 

The  principle  that  action  and  reaction  are  equal  and  opposite  (27), 
applies  perfectly  to  the  mutual  attractions  of  the  masses  of  matter. 
Hence  follows  the  somewhat  startling  inference  that  the  earth  must 
rise  to  meet  a  falling  body.  This  is  unquestionably  true,  but  since  the 
I  of  the  earth  is  almost  infinitely  greater  than  that  of  any  body 
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falling  on  its  sarfaoe,  its  motion  must  likewise  be  almost  infinitely 
small,  sinoe  the  velocity  t/,  acquired  by  the  earth  at  the  end  of  one 
second  is  as  much  less  than  the  velocity  v,  acquired  by  the  falling 
body,  as  the  mass  of  the  body  (m)  is  less  than  the  mass  of  the  earth 
( Jf),  or  f/  :  f>  =  m  :  if. 

64.  Centre  of  gravity  of  regular  figTireB.T>In  case  of  solids  which 
have  a  regular  figure,  and  uniform  density,  it  is  not  necessary  to  resort 
to  experiment.  In  such  bodies,  the  centre  of  gravity  coincides  with 
the  centre  of  figure,  and  to  find  it  is  a  question  purely  geometrical. 
The  truth  of  this  assertion  may  be  shown,  if  we  suppose  a  plane  or 
line  to  be  divided  into  two  equal  and  similar  parts,  so  that  its  mole- 
cules are  arranged  two  by  two,  with  respect  to  the  dividing  line.  Take 
any  two  molecules  similarly  situated,  on  opposite  sides  of  the  division, 
their  attractions  will  be  equal  and  opposite ;  and  so  also  of  every  other 
pair ;  therefore,  the  resultant  of  the  system  must  be  at  the  point  of 
division,  and  the  centre  of  gravity  is  there  also. 

The  centre  of  gravity  of  a  circle,  or  sphere,  is  at  the  centre  of  each ; 
of  a  parallelogram  or  parallelepiped,  at  the  intersection  of  the  diagonals ; 
and  of  a  cylinder  at  the  middle  point  of  its  axis.  To  find  the  centre 
of  gravity  of  a  triangle,  fig.  30,  draw  a  line  A  D,  from  the  vertex  to 
the  middle  point  of  the  base;  it  will  30 

divide  equally  all  the  lines,  as  m  n,  drawn 
parallel  to  the  base.  If  the  triangle  is 
placed  BO  that  the  line  A  D  may  be 
exactly  over  the  edge  of  the  prism  P  Q, 
each  one  of  the  rows  of  molecules  com- 
posing the  figure,  as  m  n,  will  be  in 
equilibrium  on  the  edge  of  the  prism, 
since  it  is  supported  at  its  centre.  The 
same  will  be  true  when  they  are  united, 
and  the  triangle  will  not  tend  more  to  one  side  than  another ;  hence  its 
centre  of  gravity  must  be  in  the  line  A  D,  and  for  a  like  reason,  also 
in  the  line  B  £  (situated  similarly  to  A  D),  and  therefore  at  their  inter- 
section G.  It  may  be  shown  geometrically  that  the  point,  thus  found 
divides  the  line  joining  the  summit  and  the  middle  of  the  base,  into 
two  parts,  of  which  the  one  nearest  the  vertex  is  double  that  nearest 
the  base. 

Support  of  a  triangular  mass  at  its  akgles.— If  it  were  required  to  rap- 
port a  triangular  block  of  marble  at  its  angles,  we  may  find  what  part  of  the 
weight  will  be  sustained  by  each  support,  by  applying  the  foregoing  principles. 
The  weight  of  the  block,  fig.  31,  which  we  will  suppose  to  be  46  lbs.,  is  a  force 
applied  to  its  centre  of  gravity,  g.   We  have  stated  that  the  distance  6  ^  is  twice 
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the  dbtaaee  yd,  sad  benee  we  may  rMolre  the  Teiiioal  force  of  46  Ibi.,  Mting 

at  g,  into  two  others;  one  of  15  lbs.  at  h^  and  the  31 

other  of  30  lbs.  at  d;  but  the  la«t  force,  since  it  acts 

at  the  middle  point  of  ae,  may  also  be  resolyed  into 

two  others  of  15  lbs.  each,  acting  the  one  at  a,  and 

the  other  at  e.    Henoe  the  weight  of  the  triangle  is  ^^ 

equivalent  to  three  equal  forces  acting  yertically  at 

its  angles ;   and  the  Uiree  points  of  support  sustain  is 

equal  pressures,  whatever  may  be  the  form  of  the 

triangle. 

65.  Centra  of  gravity  lying  without  the  body. — The  xsentre 
of  grayity  Ib  not,  necessarily,  in  the  body  itself, 
bat  may  be  in  some  adjoining  space.  This  is 
evidently  true  of  the  solid  ring,  fig.  32,  and 
generally  of  any  hollow  vessel,  of  whatever 
form. 

Of  a  compound  body,  the  centre  of  gravity  is 
easily  found  by  composition  of  forces,  when  the 
weights  and  centres  of  gravity  of  the  parts  are 
known. 

66.  Equilibrium  of  solids  supported  by  an  axis. — ^A  solid  is  in 
equilibrium  when  its  centre  of  gravity  is  supported.  This  is  according 
to  2  63.  But  this  condition  may  be  fulfilled  in  different  ways,  according 
to  the  method  of  support  If  a  disk  of  uniform  density,  fig.  33,  is  sup- 
ported by  an  axis,  passing  through  the  centre  a, 
which  is  also  its  centre  of  gravity,  it  will  be  in 
that  sort  of  equilibrium  which  is  called  indifferetU, 
because  it  has  no  tendency  to  revolve,  either  to  the 
right  or  left,  but  remains  at  rest  in  all  positions. 
If  the  axis  passes  through  b,  the  disk  will  be  in 
stable  equilibrium;  fi>r  if  it  is  turned  about  its 
axis,  the  centre  of  gravity  will  move  in  the  arc  m  n, 
and  being  no  longer  vertically  below  the  axis,  it  will  not  be  directly 
supported  by  it,  but  tends  always  to  return  to  its  former  position.  If 
the  axis  is  at  c,  the  equilibrium  is  unsUMe;  for,  if  the  centre  of  gravity 
is  in  the  least  removed  from  a  position  vertically  above  the  axis,  it 
cannot  return,  but  it  will  describe  a  semicircle  in  its  descent,  until  it 
comes  to  rest  exactly  below  the  point  of  support. 

In  general  terms,  therefore,  a  body  attached  to  an  axis  may  be  in 
stable,  unstable,  or  indifferent  equilibrium,  according  as  its  centre  of 
gravity  is  below,  above,  or  upon  the  axis. 

67.  Bquilibrium  of  solids  placed  upon  a  horiaontal  surface. — 
In  bodies  placed  upon  a  horizontal  surface,  the  centre  of  gravity,  as  in 
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,  ihoM  which  are  suspended,  tends  to  descend,  and  if  the  bodies  are  free 
to  move,  they  will  rest  in  one  of  the  positions  of  equilibrium  just 
named.  If  rays  are  drawn  from  the  centre  of  gravity  to  every  part  of 
the  surface,  some  of  these  rays  will  be  oblique,  and  some  perpendicular, 
or  normal  to  the  surface,  whatever  may  be  the  external  form  of  the 
body ;  and  among  the  normal  rays,  there  is  generally  a  longest  and  a 
shortest  ray.  If  the  body  rests  upon  the  plane,  at  the  extremity  of  one 
of  the  normal  rays,  its  centre  of  gravity  is  evidently  in  the  vertical  line, 
drawn  through  the  point  of  contact,  and  the  body  is  in  equilibrium. 
But  if  it  rests  at  the  extremity  of  an  oblique  ray,  the  centre  of  gravity 
is  not  supported,  since  it  is  not  in  the  vertical  of  the  point  of  contact, 
and  the  body  falls. 

If  the  normal  ray  at  the  point  of  contact  is  neither  longest  nor 
shortest,  but  simply  equal  to  the  adjacent  rays,  the  equilibrium  is  indif- 
ferent. Such  is  the  case  with  a  sphere,  placed  on  a  level  plane ;  it 
rests  in  every  position,  for  its  centre  of  gravity  can-  84 

not  fall  lower  than  it  is.  But  this  position  cannot 
be  assumed  by  a  body  not  strictly  spherical.  For 
example,  if  an  egg  rests  at  the  extremity  of  a  longest 
descending  ray,  a,  as  in  fig.  34,  it  will  be  in  unstable 
equilibrium,  since  motion  to  either  side  tends  to 
lower  the  centre  of  gravity,  and  enable  it  to  fall ;  but 
if  it  rests  at  the  extremity  of  a  shortest  ray,  a^,  it ' 
will  be  in  stable  equilibrium,  since  any  motion  side- 
ways must  raise  the  centre  of  gravity,  and  it  will,  therefore,  fall  back 
to  its  original  position. 

68.  Centre  of  gravity  in  bodies  of  unequal  density  in  dif- 
ferent parts. — If  the  density  of  a  body  is  unequal  in  different  parts, 
its  centre  of  gravity  will  be  external  to  its  centre  of  magnitude,  and 
the  body  can  come  to  rest  in  only  85 

two  positions,  when  the  centre  of 

gravity  is  at  the  highest,  and  at  the 

lowest  place  in  the  vertical  of  the 

point  of  contact.    If  a  cylinder  of 

this  description  were  placed  upon  an 

inclined  plane,  as  in  fig.  35,  it  would 

be  in  equilibrium  when  its  centre  of 

gravity  was  at  either  eot  a;  if  at  e, 

and  the  cylinder  were  moved  a  little  to  the  right,  the  centre  of  gravity 

would  fall  through  the  arc  e  a,  but  at  the  same  time  the  cylinder  itself 

would  perform  the  apparent  contradiction  of  ascending  the  plane. 

69.  Bquilibrium  of  bodies  supported  in  more  tlian  one  point.^* 
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When  a  body  is  supported  by  two  points,  the  vertical,  from  its  centre 
of  gravity,  ought  to  fall  on  the  centre  of  the  line  which  connects  them. 
If  a  body  has'  four  points  of  support,  as  a  common  table,  the  vertical 
should  fall  upon  the  intersection  of  their  diagonals. 

In  carriages,  if  the  vertical  falls  in  a  different  manner,  the  load  is  improperly 
distribatedy  and  the  carriage  will  be  liable  to  upset,  in  passing  over  an  uneven 
road. 

A  body  resting  on  a  base  more  or  less  extended,  will  be  in  equilibrium 
only  when  the  vertical  from  the  centre  of  gravity  falls  within  the  area 
of  the  base ;  and  the  body  will  stand  firmer  in  proportion  as  the  centre 
of  gravity  lies  lower,  and  the  base  is  broader.  A  pyramid  is,  therefore, 
the  most  stable  of  all  structures. 

The  singular  feats  exhibited  by  ehildren's  toys,  and  by  rope-dancers,  depend 
en  the  facility  with  which  the  centre  of  gravity  is  shifted. 

2  2.  Laws  of  Falling  Bodies. 

70.  Gravity  is  a  source  of  motion. — In  discussing  the  laws  of 
motion,  we  have  already  cited  gravitation  as  a  source  of  uniformly 
accelerated  motion.  We  have  now  to  consider  the  laws  of  falling  bodies, 
and  in  doing  so  we  shall  have  occasion  to  recapitulate  some  of  the 
ground  already  passed  over. 

71.  The  Laws  of  falling  bodies  are  five,  as  follows : 

The  first  law  is — The  vdocUy  ofafdUing  body  is  independent  of  its 


Gralileo  (born  1564),  who  first  demonstrated  the  laws  of  falling 
bodies,  at  Pisa,  argued  that  if  the  molecules  of  a  body  were  separated 
from  each  other,  each  molecule  would  fall  with  the  same  velocity,  since 
each  is  solicited  by  the  same  force ;  and  if  we  conceive  these  molecules 
reunited  into  a  mass,  each  particle  still  acts  alone,  and  hence  it  is  of  no 
importance  whether  the  particles  are  many  or  few.  The  velocity  of  the 
mass  will  be  that  of  one  of  its  particles — and,  consequently,  is  inde- 
pendent of  the  mass. 

The  second  law  is — The  velocity  of  a  falling  body  is  independent  of 
the  nature  of  the  body.  Experiment  alone  can  confirm  this  law,  which 
at  its  first  statement  appears  to  be  contradicted  by  common  obser- 
vation. 

For  example :  a  gold  coin  falls  swiftly,  and  in  a  straight  line,  but  a  piece 
of  paper  descends  in  a  devious  course,  and  with  a  slow,  hesitating  motion. 
The  popular  explanation  is,  that  the  coin  is  heavy  and  the  paper  light ;  but 
this  cannot  be  the  true  reason,  since,  when  the  gold  is  beaten  out  into  thin 
l«aves,  its  weight  remains  the  same,  but  the  time  of  its  fall  is  very  much 
)iroloDged. 
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The  differences  in  the  time  and  manner  of  falling  are  caused  bo  Hy 
by  the  resistance  of  the  air;  whick  resistance  varies,  30 

according  to  the  shape  and  volume  of  the  body,  and 
not  according  to  its  mass,  or  the  number  of  particles 
contained  in  it.  This  conclusion  is  established  bj  the 
guinea  and  feather  experiment,  first  devised  by  New- 
ton, vrho  used  a  glass  tube  10  feet  long,  arranged  as 
in  fig.  36,  with  a  stopcock  for  removing  the  air  by  an  air- 
pump.  Bodies  of  unlike  density,  as  a  coin  and  piece  of 
paper,  within  the  tube  will,  when  it  is  suddenly  inverted, 
be  seen  to  fall  with  equal  rapidity,  and  strike  the  bottom 
together ;  but  after  admitting  the  air,  the  one  will  descend 
swiftly,  and  the  other  will  be  retarded,  just  as  it  happens 
when  they  fall  under  ordinary  circumstances.  A  piece 
of  stiff  paper,  cut  to  the  exact  size  of  a  coin  and  placed  on 
it,  will  fall  with  it,  if  care  is  taken  to  drop  the  two  quite 
horizontally,  and  without  disturbing  the  position  of  the 
paper  on  the  coin.  This  simple  experiment  illustrates  the 
law  as  well  as  the  vacuum  tube,  the  resistance  of  the  air 
being  all  met  by  the  coin.  Thus,  when  no  resistance 
modifies  the  effects  of  gravity,  it  attracts  all  bodies  with 
the  same  energy,  and  gives  them  the  same  velocity,  what- 
ever may  be  their  weight,  and  whatever  the  kind*of  mat- 
ter of  which  they  are  composed. 

Thb  third  law  is — The  velocity  acquired  by  a  body 
falling  freely  from  a  state  of  rest  is  proportional  to  the 
times y  and  follows  the  order  of  the  natural  numbers  1,  2,  3, 
&c.  This  is  the  case  of  a  uniformly  accelerated  mo- 
tion, (32). 

The  fourth  law  is — The  whole  spaces  passed  over  by  a 
falling  body^  starting  from  a  state  ofrest^  are  proportional 
to  the  squares  of  the  times  employed  in  falling — while  the 
spaces  fallen  through  in  successive  times  increase  as  the 
odd  numbers  1,  3,  5,  7,  &c.  The  velocity  of  a  body  when 
it  begins  to  fall,  is  nothing ;  but  from  that  moment  it  regu- 
larly increases.  Let  us  represent  the  velocity  acquired  at  the  end  of  th« 
1st  second  by  g ;  then  the  average  velocity  during  the  same  time  will  be. 


the  arithmetical  moan  between  0,  the  starting  velocity,  and  v,  the  final 
velocity.    A  body  moving  at  this  rate,  will  traverse  the  same  space  in 
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fme  Booond  which  it  would  have  fallen  in  one  second ;  let  this  space 
=  s ;  then  the  space  being  equal  to  the  product  of  the  velocity  and  the 
time,  ig  X  I  =  «,  or  ^  =  2* ;  that  is,  the  final  velocity  acquired  by  a 
body  falling  one  second,  is  double  the  space  through  which  it  has  fallen. 
It  has  been  ascertained  that  in  latitude  45°  this  space  is  about  16. ^i^ 
feet,  (1608538  feet,  see  90) and  g  =  32i feet 

In  the  2d  second,  the  body  starts  with  a  velocity  of  g  —  32i  feet,  and 
acquires,  at  the  dosCj  the  velocity  of  2g  =  64^  feet.  The  space  fallen 
during  the  same  time  is  48J  feet ;  vie.  32i  feet  by  the  velocity  acquired 
during  the  first  second,  and  16  i  feet  by  the  gradual  action  of  gravity 
in  this  second  only.  Or  as  before,  the  space  described  by  the  body 
during  the  2d  second,  is  equal  to  the  space  it  would  have  fieillen  with 
the  mean  velocity  between  its  initial  and  final  velocities ;  i.  e.  with  the 
velocity 

2  2 

the  space,  therefore,  =  3  X  16^  =  4Si  feet 

In  the  same  way  we  find. that  the  velocity  acquired  at  the  end  of  the 
3d  second,  will  be  3y  =  96|  feet;  and  in  the  same  time  the  body  will 
have  fallen,  with  the  mean  velocity, 

^-\-^g  __  ^9 
2  2 

through  a  space  of  ^  =  5  X  16  J\j  =  80-5^  feet 

A  falling  body,  therefore,  descends,  in  the  2d  second  of  its  fall, 
through  three  times,  and  in  the  3d  second,  through  five  times  the  space 
fallen  in  the  first  second.  Or  in  the  words  of  the  4th  law,  tke  spaces 
iaerease  as  the  odd  numbers. 

^V'hole  space  deaoribed  by  a  failing  body. — We  have  seen  that 
the  time  of  falling,  and  the  final  velocity,  increase  in  the  same  ratio ;  and 
that  the  average  velocity  of  any  fall,  is  exactly  half  the  final  velocity, 
and  the  whole  distance  fallen  is  the  same  as  if  the  body  had  moved  at 
a  uniform  rate,  with  a  mean  velocity ;  hence,  any  increase  in  the  time 
of  falling  is  attended  by  a  corresponding  increase  of  the  average 
velocity  during  the  whole  fall.  But  the  whole  space  described  in  any 
fidl  is  jointly  proportional  to  the  time,  and  the  average  velocity ;  if, 
therefore,  the  time  is  doubled,  the  body  falls  not  only  twice  as  long,  but 
als  >  twice  as  fast,  and  it  must  descend  through  four  times  the  distance. 
Again,  if  a  body  falls  three  times  as  long  as  another,  it  also  falls  with 
three  times  the  average  velocity,  and  descends,  altogether,  through 
nine  times  the  distance.  The  times  being  represented  by  the  order  of 
the  natural  numbers,  1,  2,  3,  &c.,  the  spaces  are  represented  by  their 
squares,  1,  4,  9,  16,  &e. 
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The  fifth  law  is — A  body  falling  freely  from  a  state  of  rest  acquires, 
during  any  given  time,  a  velocity  which  would,  in  the  same  time,  carry  it 
over  twice  the  space  already  travei-sed. 

We  have  seen  that  a  body  falling  for  any  time,  acquires  a  final  velo- 
city which  is  double  the  average  velocity  of  the  fall ;  if,  therefore,  the 
action  of  gravity  were  suspended  at  the  end  of  any  given  time,  and  the 
body  continued  to  move  with  its  acquired  velocity,  it  would,  in  the 
same  time,  traverse  twice  the  distance  it  had  already  fallen.  For 
instance,  the  space  fallen  through  in  three  seconds  is  144}  feet,  and 
the  final  velocity  is  96}  feet ;  now  a  body  falling  uniformly,  for  three 
seconds,  with  this  velocity,  would  pass  through  a  space  of  3  X  96}  = 
289}  =  2X144}  feet. 

Table  expressing  the  laws  of  falling  bodies. — The  following  table 
expresses  the  2d,  3d,  and  4th  laws:  (See  32.) 

Times, 

The  final  velocities, 

The  space  for  each  time, 

The  whole  spaces, 

Let  D  =  the  distance,  t  =  the  time,  V^  the  final  velocity,  and  g  =- 
the  velocity  acquired  during  the  first  second,  then  from  the  foregoing 
laws  we  may  deduce  the  following  equations,  by  which  practical  queb- 
tions  are  readily  solved. 

V* 
(1.)  F=  gt,  whence  (2.)  t  =  — . 
9 

(3.)  D  =  igt",  whence  (4)t  =  \r^' 

^  9 
By  substituting  in  (3)  the  value  of  t  (2) 

And  substituting  (4)  in  (1),  , 

72.  Verification  of  the  laws  of  falling  bodies;  Atwood's  Ap- 
paratOB. — It  is  evident  that  the  third  and  fourth  laws  of  falling  bodies 
cannot  be  verified  by  direct  experiment ;  both  because  the  results  of 
such  a  trial  would  be  disturbed  by  the  resistance  of  the  air,  and 
because  the  velocity  of  the  fall  is  too  great  to  be  followed  by  the  eye. 
But  there  are  mechanical  contrivances  by  which  the  intensity  of  the 
force  of  gravity  may  be  diminished,  without  changing  its  nature.  We 
can  cause  a  falling  body  to  descend  so  slowly  that  the  resistance  of  the 
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air  becomes  imperceptible,  and  all  the  circumstances  of  the  fall  may  then 

be  observed  with  entire  precision.    Galileo  37 

used  an  inclined  plane  to  verify  his  laws, 

but  a  far  more  exact  form  of  apparatus  is 

now  in  use  for  this  purpose,  called,  from  the 

name  of  its  inventor,  Atwood's  apparatus 

This  apparatus,  fig.  37,  is  oomposed  of  a  ver- 
tical eolamn,  about  eight  foet  in  height,  sur- 
moanted  by  a  large  wheel,  muving  with  the 
least  possible  friction,  and  upon  which  is  sus- 
pended a  fine  silk  cord,  carrying  equal  weights, 
B  B',  at  its  extremities.  A  scale  of  feet  and 
inches  is  marked  on  the  standard,  parallel  to  the 
path  of  one  of  the  weights,  to  measure  the  spaces 
through  which  it  falls,  and  the  corresponding 
times  are  shown  by  the  seconds  pendulum.  To 
insure  the  simultaneousness  of  the  fall  with  the 
beat  of  the  pendulum,  the  weight  is  set  in  mo- 
tion by  the  fall  of  the  tablet  H,  which  is  released 
by  the  action  of  an  electro-magnet,  O,  (seen  on 
a  large  scale  in  fig.  38),  acting  as  will  presently 
be  explained.  The  weights  B  and  B'  being 
equal,  the  force  of  gravity  has  no  effect  upon 
them,  and  they  remain  at  rest  in  any  position. 
But  let  one  of  them,  as  B,  be  increased  by  a 
small  additional  weight,  B",  and  the  equi- 
librium will  be  imm^iately  disturbed.  The 
weight  of  B"  being  the  only  disturbing  force, 
the  motion  produced  is  of  the  same  kind  as  the 
moUon  of  a  body  falling  freely,  but  the  rate  of 
aeoeleration  and  the  space  fallen  through,  are 
each  as  much  less  as  the  mass  of  B"  is  less  than 
the  combined  masses  of  B"  -f~  ^  ^' 

The  form  and  relation  of  B  and  B"  are  more 
clearly  shown  in  the  enlarged  scale  of  fig.  38. 
For  example;  let  B'^  be  a  quarter  of  an  ounce, 
and  the  weights  B  and  B'  be  each  24  ounces, 
or  96  quarter  ounces.  The  whole  mass  to  be 
moved,  by  the  action  of  gravity  upon  B"  only, 
is  193  times  the  weight  of  B",  and  therefore  the 
velocity  imparted,  and  the  space  fallen  through, 
must  be  193  times  less  than  the  velocity  and 
space  of  B"  falling  freely. 

In  the  apparatus  here  figured,  the  beats  of 
the  seconds  pendulum  ue  announced  by  the 
bell,  whose  hammer,  I,  is  struck  by  the  electro- 
magnet G,  as  neatly  constructed  by  Ritchie. 
A  point,  E,  on  the  pendulum  rod,  just  touches  a  drop  of  mercury  as  it  passes 
thrt  vertical  line,  and  thus  completes  for  an  instant  the  circuit  of  a  voltaic 
battery,  whose  terminal  wires  are  shown  at  the  base  of  fig.  37. 

7* 


50 


PHYSICS   OF   SOLIDS   AND   FLUIDS. 


The  electro-magnet  then  acts^  and  its  armature,  G'  I',  moyes  to  the  pol^ 
of  Q,  thus  releasing,  first  the  tablet  H,  and  with  it 
the  weight  B,  and  next  announcing  the  successive 
seconds  upon  the  bell,  at  each  swing  of  the  pendu- 
lum. No  clock-movement  is  required  to  secure 
the  accurate  beats  of  the  seconds  pendulum  during 
the  short  period  of  a  single  experiment.  Now  B, 
with  B"  attached  to  it,  will  fall  from  the  tablet  H, 
at  the  instant  the  first  sound  of  the  bell  is  heard, 
following  the  first  swing  of  the  pendulum.  At  the 
instant  of  the  next  ring,  the  weight  will  be  seen  to 
have  fallen  exactly  1  inch ;  during  the  second  beat, 
through  three  inches  more;  during  the  third  beat^ 
through  5  inches ;  during  the  fourth  beat,  through  7 
inches,  Ac,  according  to  the  fourth  law. 

In  the  same  experiment  it  appears,  that  the  whole 
space  fallen  through  at  the  end  of  the  1st  second,  is 
1  inch ;  at  the  end  of  the  2d  second,  4  inches ;  at 
the  end  of  the  3d  second,  9  inches ;  at  the  end  of  the 
4th  second,  16  inches,  Ac,  according  to  the  first 
clause  of  the  4th  law. 

To  demonstrate  the  3d  and  5th  laws,  it  is  neces- 
sary to  arrest  the  accelerating  force  at  a  given  mo- 
ment. This  is  accomplished  by  giving  to  B"  the 
form  of  a  slender  bar,  as  shown  in  fig.  3S,  long 
enough  to  be  caught  by  the  sliding  stage  C,  while  B  continues  its  course  with 
a  uniform  velocity,  from  the  time  it  ceases  to  be  acted  on  by  the  gravity 
of  B".  The  velocity  at  the  end  of  any  second  is  determined  by  the  space 
traversed  during  the  next  second.  If  the  stage  C  is  fixed  at  the  distance 
of  one  inch  from  the  top  of  the  scale,  B"  will  be  detached  at  the  end  of 
the  first  second,  and  B  will  descend  uniformly  through  two  inches  during 
each  succeeding  second.  If  the  ring  is  fixed  at  the  fourth  division,  the  bar  will 
strike  at  the  end  of  two  seconds,  and  B  will  pass  on  at  the  rate  of  four  inches 
per  second.  By  the  use  of  this  simple  and  ingenious  apparatus,  a  most  satis- 
factory experimental  demonstration  of  the  truth  of  Oalileo's  laws  of  falling 
bodies  is  obtained. 

Morin's  Apparatus. — Another  apparatus  for  the  verification  of  these 
laws  has  been  contrived  by  Morin,  a  French  physicist,  in  which  the  velocity  of 
the  falling  body  is  not  retarded,  and  the  error  from  atmospheric  resistance  is 
made  inconsiderable  by  the  use  of  a  large  weight.  The  falling  body  carries  a 
crayon  which  marks  a  line  on  a  rapidly  revolving  vertical  cylinder,  covered  with 
paper,  and  divided  by  vertical  and  horizontal  lines,  representing  respectively 
time  and  distance.  The  line  drawn  by  the  crayon  carried  by  the  falling  body  is 
a  portion  of  a  parabola,  a  curve  whose  distance  from  each  division  on  its  verti- 
cal axis  is  as  the  ratio  of  the  squares  of  the  successive  divisions  on  that  line. 

73.  Application  of  the  laws  of  falling  bodies. — The  laws  of 
falling  bodies  apply  equally  to  every  motion  produced  by  a  uniform 
force  OP  pressure. 

In  every  such  motion,  the  velocities  are  proportional  to  the  times  elapsed 
since  the  motion  began ;  the   fiual  velocity  is  twice  the  average  velocity ;  the 


GaAVITATION. 


51 


ipMM  described  in  equal  suocessiye  times,  increase  as  the  odd  numbers ;  and 
the  whole  spaces  increase  as  the  squares  of  the  times  in  which  they  are  described. 
But  in  each  instance  the  Telocity  acquired,  and  the  space  described  in  a  given 
time,  will  be  different;  and  the  rate  of  acceleration  will  never  be  so  rapid  as  in 
the  ease  of  a  body  falling  freely,  because  in  no  other  instance  will  the  force  be 
so  great  in  proportion  to  the  quantity  of  matter  moved. 

74.  Descent  of  bodies  on  inclined  planes. — ^When  a  body  is 
placed  upon  an  inclined  plane,  it  descends,  as  just  explained,  with  a 
oniformlj  accelerated  motion,  bat  its  velocity  is  less  than  that  of  a  body 
falling  freely.    The  weight  of  the  body,  89 

or  its  gravitation,  represented  by  the  line  ^ 
eg,  fig.  39,  is  resolved  (50)  into  two 
components,  one  of  which,  ef  {or  pg),  is 
perpendicular  to  the  plane,  and  produces 
pressure  only,  and  the  other,  ep  (orfg'j^ 
ifl  parallel  to  the  plane,  and  is  the  cause 
of  the  accelerated  motion.  The  triangles 
efg  and  abe  being  similar,  their  cor- 
responding sides  are  proportional,  and 
we  have 

fg'-eg  =  ac:  ab; 
that  is,  the  rate  of  acceleration  on  an  inclined  plane,  is  to  that  of  a  body 
falling  freely  as  the  height  of  the  plane  is  to  its  length. 

The  final  velocity  depends  on  the  height  of  the  plane.    In  40 

fig.  40,  let  a  e,  the  height  of  the  plane,  be  i  of  its  length  ab;  a 
then,  that  part  of  the  weight  of  the  body  which  produces 
motion,  is  ^  of  the  whole  force,  and  the  velocity  acquired, 
and  the  space  traversed  in  one  second,  by  the  action  of  this  ^ 
force,  would  be  |  of  the  velocity  and  space  of  a  body  falling 
freely.  Let  the  line  a  /  represent  16  l  feet,  and  take  a  d, 
equal  to  }  of  o/;  then,  a  body  starting  from  a  would  arrive 
at  din  one  second,  or,  falling  freely,  it  would  reach  /  in  the 
same  time. 

Draw  the  horisontal  line  e  d ;  the  ratio  of  a  e  to  a  d  ia  the 
same  as  the  ratio  of  a  e  to  a  6 ;  that  is,  a  «  is  equal  to  |  of  a  <i ;  and  a  d  having 
been  taken  equal  to  |  of  a  /,  a  e  is  1  of  a/.  Since  the  spaces  increase  as  the 
squares  of  the  times,  the  body  that  would  fall  to  /  in  one  second  would  fall  to 
«  in  i  of  a  second ;  and  (3d  law)  the  velocity  acquired  at  e  would  be  ^  of  the 
velocity  acquired  at  /.  But  we  have  already  seen,  that  the  velocity  acquired 
by  a  body  descending  to  rf,  is  J  of  the  velocity  acquired  by  the  same  body 
falling  to  /,  in  the  same  time;  hence  the  velocity  of  a  body  descending  the 
inclined  plane  to  d,  is  equal  to  that  of  a  body  falling  freely  to  « ;  and  generally — 

The  velocity  acquired  at  any  given  point  on  an  inclined  plane,  is 
proportional  io  the  vertical  distance  of  thai  point  below  the  point  of 
departure. 
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From  this  it  also  follows  that  the  average  velocities  are  the  same  in 
descending  all  planes  of  the  same  height;  and,  therefore,  the  times  of 
descent  are  proportional  to  their  lengths, 

75.  Descent  of  bodies  on  carves. — It  was  shown  by  Galileo  that 
all  bodies  starting  from  a  horizontal  plane  with  equal  initial  yelocities 
arrive  at  the  level  of  a  second  horizontal  plane  with  eqnal  velocities, 
whatever  kind  of  curve  they  may  have  passed  over.  This  is  a  general 
truth  of  which  the  statement  at  the  close  of  the  last  paragraph  is  only 
a  particular  case.  From  these  principles  it  follows  that  the  velocity 
acquired  in  descending  any  regular  curve  is  the  same  as  would  be 
acquired  in  falling  freely  by  gravity  through  the  same  vertical  height. 
But  the  time  of  descending  a  curve,  concave  upwards,  is  less  than  is 
required  to  descend  an  inclined  plane  between  the  same  points,  while 
for  descending  a  curve  convex  upwards  a  greater  time  is  required. 

76.  Brachystochrone ;  or  curve  of  swiftest  descent. — it  was 
demonstrated  by  J.  Bernoulli,  and  is  confirmed  by  experiment,  that 
a  body  descending  a  cycloid,  whose  base  is  horizontal,  reaches  its 
goal  in  less  time  than  by  any  other  path  between  the  same  points.  The 
cycloid  is  a  plain  curve,  described  by  il 

a  point  on  the  circumference  of   a  h^- 
wheel,  rolling  on  a  level  surface  with- 
out slipping.    The  curve  hd  in  the 
triangle  hkd,  fig.  41,  is  part  of  a 
cycloid. 

At  first  it  would  seem  that  the 
straight  line  hd,  being  an  inclined  plane,  would  be  the  brachy- 
stochrone, since  it  is  shorter  than  the  cycloid  joining  the  same  points, 
but  the  latter  descends  very  rapidly  at  first,  and  so  the  falling  body 
acquires  near  its  starting  point  a  much  higher  velocity  than  it  would 
on  the  inclined  plane.  This  increased  velocity  it  adds  to  each  of  its 
subsequent  movements,  and  though  its  velocity  on  arriving  at  d  is  no 
greater  than  if  it  had  passed  down  the  inclined  plane,  it  arrives  there 
in  a  shorter  time  than  it  could  by  any  other  path.  Another  curious 
property  of  the  cycloid  is,  that  a  body  will  descend  from  A  to  e{  in  this 
curve,  in  the  same  time  it  would  descend  to  d  from  any  intermediate 
point  in  the  cycloid. 

77.  Action  and  reaction  of  a  falling  body. — On  arriving  at  the 
bottom  of  a  plane  or  curve,  a  body  will  have  acquired  (5th  law)  a  velo- 
city, such  as  would  carry  it,  in  the  same  time,  over  a  distance  equal  to 
twice  the  length  of  the  descent,  or  cause  it  to  ascend  another  similar 
curve.  The  ascent  of  the  body  being  opposed  by  the  constant  force  of 
gravity,  will  be  retarded  at  a  rate  which  exactly  corresponds  with  its 
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previous  acceleration.    On  the  double  curye  ABC,  fig.  42,  the  body 

will  have  equal  velocities  at  any  42 

two  points  at  the  same  level,  as  at  — ^^^ 

£  and  D ;  and  the  velocity  being  >.  y/^ 

nothing  when  the  body  has  arrived  ^  V  7^ 

at  C,  it  will  descend  again  and  \ V 

mount  to  A,  the  point  from  which  x,^^         y^ 

it  first    started.      This  alternate  B 

movement  being  caused  by  the  constant  force  of  gravity,  would  con- 
tinue for  ever,  and  furnish  an  instance  of  perpetual  motion,  were  it  not 
for  the  resistance  of  the  air  and  friction,  by  which  the  body  is  gradually 
brought  to  rest  at  B. 

The  pendulum  is  an  example  of  a  body  alternately  ascending  and  descending 
a  very  small  circular  carve. 

3  3.   Measure  of  the  Intenaity  of  Qravlty. 

I.    PENDULUM. 

78.  The  pendolnm. — ^Any  body  suspended  by  a  flexible  cord,  or 
wire,  from  a  fixed  point  of  support,  is  a  pendulum.  A  plumb  line  is 
a  pendulum,  and  when  it  is  at  rest,  as  we  have  seen  (60),  it  shows  the 
exact  vertical,  and  indicates  the  direction  of  the  force  of  gravity.  But 
if  it  is  moved  from  the  perpendicular  into  any  other  position,  and  left 
to  fall,  the  pendulum  swings  in  a  vertical  plane,  and  rises  on  the  other 
side  of  the  vertical  to  a  height  equal  to  that  from  which  it  had  fallen. 
The  cause  of  these  alternate  movements  is  gravity,  and  the  motion  is 
called  an  oseUlaiion, 

To  aid  in  the  stndy  of  the  movements  of  the  pendulum,  mathema- 
ticians distinguish  between  the  simple,  or  mathematical  pendulum,  and 
the  compound,  or  physical  pendulum. 

79.  Properties  of  the  simple  pendalam. — The  simple  pendulum 
consists,  by  mathematical  conception,  of  a  single  heavy  particle  of 
matter,  suspended  at  the  extremity  of  a  line,  without  weight,  inexten- 
sible,  and  perfectly  flexible.  Such  an  instrument  is  purely  ideal,  and 
is  conceived  of  only  as  a  convenient  means  of  investigating  the  laws  of 
the  real,  or  physical  pendulum. 

Let  C  M,  fig.  43,  be  a  simple  pendulum,  in  a  vertical  position,  and 
consequently  in  equilibrium.  If  it  is  moved  to  the  position  C  m,  the 
weight  m  P,  acting  at  the  point  m,  is  decomposed  into  two  components, 
m  B  acting  in  the  direction  C  m,  and  consequently  destroyed  by  the 
resistance  of  the  point  of  support,  and  m  D  perpendicular  to  C  m, 
which  solicits  the  return  of  m  to  the  position  of  equilibrium.    This  !«ist 
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component  is  equal  to  g  sin.  a ;  calling  g  the  accelerating  force  of  gravity, 
represented  by  m  P,  and  a  the  angle  m  C  M,  or  4S 

D  A  m,  which  is  the  same  thing. 

It  is  plain  that  the  component  m  D  must 
diminish  with  the  angle  a,  that  is  in  proportion 
as  the  pendulum  approaches  the  point  of  equi- 
librium C  M.  The  accelerated  Telocity  of  its 
fall  is  therefore  not  a  case  of  uniform  accelera- 
tion, since  it  becomes  null  when  the  pendulum 
is  yertical. 

The  pendulum  does  not  however  rest  at  M, 
but,  in  virtue  of  its  acquired  velocity  (momen- 
tum], it  rises  through  an  equal  ascending  arc, 
M  n,  with  a  retarded  motion,  since  the  compo- 
nent of  gravity,  tangent  to  the  arc  described,  is 
now  turned  in  the  opposite  direction — so  that  this  component  diminishes 
the  velocity  at  each  point  of  M  n,  by  a  quantity  equal  to  the  increase 
of  velocity  acquired  at  the  corresponding  points  of  mM,  and  equi- 
distant from  M.  Thus  the  acquired  velocity  is  entirely  destroyed  when 
the  pendulum  has  passed  over  the  arc  M  n,  equal  to  M  m.  At  n  it 
rests  for  an  inappreciable  instant,  after  which  it  returns  again  to  M, 
mounts  to  m,  and  would  thus  continue  moving  for  ever  like  the  ball 
rolling  in  a  double  curve  (77),  supposing  it  met  no  resistance  from 
friction  and  the  air. 

Each  swing,  from  n  to  m,  or  m  to  n,  is  called  an  osdUaiion,  and  one 
half  the  angle  n  C  m,  or  one  half  the  arc  n  m,  which  measures  it,  is 
called  the  amplitude  of  the  oscillation.  The  time  occupied  in  describ- 
ing the  arc  m  n  is  the  time  or  duration  of  an  oscillation.  The  angle 
of  elongation  n  C  M,  or  M  C  wi,  measures  the  deviation  of  the  pendu- 
lum from  the  vertical. 

80.  iBochroniBm  of  the  pendnlam. — From  the  last  section  it  is 
evident  that  the  movements  of  the  pendulum,  on  each  side  of  the  verti- 
cal, are  made  in  equal  times.  But  it  is  also  true  that  the  duration  of 
an  oscillation  is  always  the  same,  in  the  same  locality,  and  provided 
the  angle  of  elongation,  n  C  M,  fig.  43,  does  not  exceed  4°  or  5^. 
Within  this  limit  the  time  of  oscillation  is  sensibly  the  same,  and  the 
pendulum  requires  as  much  time  to  describe  an  arc  of  one-tenth  of  a 
degree  as  one  of  ten  degrees.  The  explanation  of  this  curious  and  moat 
remarkable  fact  is  to  be  found  in  the  varying  length  of  the  component 
D  m,  fig.  43,  which  increases  with  the  angle  of  elongation.  Hence, 
the  greater  length  of  arc  is  exactly  compensated  by  the  greater  velocity 
with  which  the  pendulum  describes  it.    This  is  what  is  meant  by  the 
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uoehronism  of  the  pendulam — ^from  two  Greek  woxds,  meaning  equal 
times.  This  isochronism  is  not,  however,  ahsolate,  unless  the  ampli- 
tade  of  the  oscillation  is  infinitely  small. 

81.  FormnlaB  for  the  pendnlnm. — The  property  of  isochronism, 
and  the  other  properties  of  the  simple  pendulum,  when  the  amplitude 
is  infinitely  small,  are  comprised  in  the  formula — 


— >/F 


9 

r  representing  the  duration  of  an  oscillation,  I  the  length  of  the  pen- 
dulom«  7c  the  relation  hetween  the  circumference  and  diameter  of  a 
circle  (equal  to  3*1416),  and  g  the  accelerating  force  of  gravity. 

If  the  amplitude  of  the  oscillations  is  not  infinitely  small,  the  formula 
hecomes,  for  ordinary  limits, 

where  a  is  one-half  the  length  of  the  arc  n  m,  fig.  43.  It  requires  the 
aid  of  the  higher  mathematics  to  demonstrate  these  formulsB  fully,  hut 
we  may  deduce  from  them  the  following  important  propositions : 

82.  Propositions  respecting  the  simple  pendulam. — Ist.  Oscil- 
lotions  of  small  amplitude  are  made  in  times  sensibly  equal.  By  substi- 
tuting in  the  first  formula  l  =  39' 14056  inches,  as  determined  by  experi- 
ment, for  the  seconds  pendulum  at  London,  and  let  T=  1',  we  shall 
find  the  accelerating  force  of  gravity,  g  =  32*175  feet.  Substituting 
these  values  of  ^  and  I  in  the  second  formula,  and  also  a  =  3*1416  -i-  90 
=  0*0349,  we  shall  have  for  the  time  of  vibration  when  the  elongation 
is  four  degrees  on  each  side  of  the  vertical  r=  1  000076,  which  differs 
from  the  time  of  vibration,  when  the  arc  of  vibration  is  infinitely  small, 
by  only  seventy-six  millionths  of  a  second. 

2d.  The  duration  of  an  oseillcUion  in  pendulums  of  different  lengths, 
is  proportional  to  the  square  root  of  the  length  of  the  pendulum.  This 
law  may  be  demonstrated  experimentally  by  comparing  pendulums  of 
different  lengths.  If  the  lengths  are  in  the  ratio  of  1,  4,  9,  then  the 
times  of  oscillation  will  be  as  1,  2,  3,  respectively.  Let  three  such 
pendulums,  arranged  as  in  fig.  44,  commence  to  oscillate  at  the  same 
time ;  it  will  be  found  that  the  one-foot  pendulum  makes  two  oscilla- 
lions  for  each  oscillation  of  the  four-foot  pendulum,  and  three  oscil- 
lations for  each  one  made  by  the  nine-foot  pendulum.  The  time  of 
oscillation,  and  the  length  of  the  pendulum  being  known,  we  may 
determine  by  this  law,  1st,  the  length  of  a  pendulum  which  would 
oscillate  in  any  proposed  time ;  and,  2dly,  the  time  of  oscillation  of  a 
pmdulnm  of  any  proposed  length.     For  the  times  of  oscillation  are  as 
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T:  r  =  - 


the  square  roots  of  the  lengths,  or,  what  is  the  same  thing,   the 
lengths  are  as  the  squares  of  the  times.  44 

Or  mathematically,  by  snbBtitnting  in  the  first  equation 

(81)  C  =  ^/ ^  which  is  a  constant  quantity  at  any  giyen 

^  9  

place,  the  equation  becomes  T:=  C\/  L    For  a  pendulum  of 

any  other  length,  as  /',  we  have  T  =  Oy^  I'    and   comparing 
the  two 

T:  T'  =zi/TT^T7      and  also 

3d.  In  a  pendulum  of  invariable  length  the  duration 
(8  inversely  proportional  to  the  square  root  of  the  inten- 
sity of  gravity.     Hence, 

J 1__ 

\/9     ''    V^  ^^^  ''^' 
where  g'  and  g  represent  the  intensity  of  gravitation  at  two 
places. 

83.  The  physical  or  oompoand  peQdalnm:— Cen- 
tre of  oscillation. — The  simple  pendulum,  as  already 
remarked,  is  only  an  intellectual  conception,  and  cannot 
be  realized  in  experiment.  Practically,  we  employ  for  the  physical 
pendulum  a  heavy  body,  suspended  by  an  inflexible  rod  from  a  fixed 
point.     The  axis  of  suspension  is  usually  a  knife  45 

edge  of  steel,  resting  on  polished  agate  planes,  or 
hard  steel.  In  the  physical  pendulum  the  rod  has 
weight  as  well  as  the  ball ;  and  nearly  all  the  ma- 
terial points  of  both  rod  and  ball  are  placed  at 
different  distances  from  the  point  of  suspension. 
Let  us  examine  the  oscillations  of  any  two  of  these 
material  points,  m  and  n,  fig.  45.  If  they  were 
suspended  by  separate  threads,  then,  according  to 
the  3d  law,  m  would  oscillate  more  rapidly  than 
n ;  but  if  they  are  suspended  by  the  same  inflex- 
ible wire,  they  must  move,  together,  and  make 
their  oscillations  in  the  same  time.  The  first 
accelerates  the  second,  and  the  second  retards  the 
first,  so  that  their  common  velocity  is  intermediate  between  the  velocity 
of  either  of  them,  osciUating  alone.  Such  a  compensation  takes  place 
in  every  oscillating;  body,  and  between  the  particles  which  are  nearer 
and  those  more  remote  from  the  point  of  suspension,  there  is  always  a 
point  so  situated  that  it  is  neither  accelerated  nor  retarded,  but  oscil- 
lates exactly  as  if  it  were  suspended  alone,  at  the  end  of  a  thread, 
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wiihoat  weight.  This  remarkable  point  is  called  the  centre  ofoscillch 
Hon  ;  and  its  distance  from  the  point  of  suspension  is  the  lenffih  of  the 
pendulum.  This  is  equal  to  the  length  of  a  simple  pendulum  which 
would  oscillate  in  the  same  time  as  the  physical  pendulum. 

The  position  of  the  centre  of  oscillation  depends  upon  the  form,  mag- 
nitude, and  density  of  the  several  parts  of  the  pendulum,  and  the  posi- 
tion of  its  axis.  If  the  rod  of  the  pendulum  is  thick  in  proportion  to 
the  ball,  its  centre  of  oscillation  will  be  higher  than  in  a  contrary 
arrangement.  It  is  always  below  the  centre  of  gravity,  although  what- 
ever raises  or  lowers  the  centre  of  gravity  will  change  the  centre  of 
oscillation  in  the  same  direction.  Whatever  may  be  the  'positions  of  the 
point  of  suspensiorif  and  the  centre  of  oscillationj  they  are  always  inter- 
changeable ;  i.  e.,  if  the  pendulum  is  suspended  by  its  centre  of  oscilla- 
tion, these  two  points  exchange  their  functions,  and  the  oscillations  are 
made  in  the  same  time  as  before.  It  is  by  an  experiment  of  this  kind, 
that  the  centre  of  oscillation,  and  consequently  the  length  of  a  pendu- 
lum, is  determined.  This  remarkable  property  of  the  compound  pen- 
dulum was  first  demonstrated  by  Huyghens. 

84.  Application  of  the  pendulnm  to  the  measnrement  of 
time. — Galileo,  to  whom  we  owe  the  discovery  of  so  many  important 
physical  laws,  discovered  also  the  properties  of  the  pendulum.  When  a 
choir  boy  in  the  great  Cathedral  of  Pisa  (from  whose  bell  tower — the 
leaning  tower  of  Pisa — he  demonstrated  long  afterward  the  laws  of 
falling  bodies),  and  not  yet  eighteen  years  of  age,  his  attention  was 
arrested  by  the  great  regularity  of  the  movements  of  a  lamp  suspended 
by  a  chfun  from  the  ceiling  of  the  cathedral.  This  observation  led  him 
U)  the  discovery  in  question.  Although  Galileo  attempted  to  employ 
the  pendulum  to  measure  time,  it  was  the  great  Dutch  philosopher, 
Christian  Y.  Huyghens,  to  whom  we  are  indebted  for  the  invention 
(in  1656)  of  the  clock  escapement,  by  means  of  which  the  pendulum  is 
made  to  perform  its  proper  function  as  a  time-keeper.*  This  apparatus 
is  seen  in  fig.  46. 

An  obliqae-toothed  wheel,  R,  called  a  racket  wheel,  is  moved  by  a  weight  and 
cord.  This  motion  \b  controlled  by  a*pieoe,  a  h,  called  the  anchor  escapement, 
placed  above  the  wheel  so  as  to  oscillate  on  its  axis  of  suspension,  o  o',  at  right 
angles  to  the  wheel.  The  oscillatory  motion  is  imparted  to  the  anchor  a  6  by 
the  pendulum  e  P,  which  is  made  to  communicate  with  the  axis  o  o'  by  the 
crotchet  of.    If  the  pendulum  is  vertical  the  apparatus  is  at  rest,  for  then  the 

«  **  The  Arabian  astronomers,  and  more  especially  En-Junis,  at  the  close  of 
the  tenth  century  and  during  the  brilliant  epoch  of  the  Abbassidian  Califs,  first 
mployed  these  vibrations"  (of  the  pendulum)  "  for  the  determination  of  time." 
Humholdfa  Cotmo€,  Vol,  b,p,  19.) 
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pallet  b  of  the  escapement  holds  the  wheel  by  the  point  of  one  of  its  teeth. 


46 


If,  however,  the  pendulum  is  then  moved  to 
the  left,  the  wheel  is  released  and  moves  for- 
ward by  force  of  the  weight,  until  the  other 
point  of  the  escapement  a  again  arrests  its 
motion ;  but  the  return  swing  of  the  pendulum 
in  its  turn  disengages  a,  and  the  wheel  R  re- 
volves the  space  of  another  tooth,  when  it  is 
again  caught  on  b,  and  so  on.  The  motion  of 
the  wheel  R  is  thus  made  up  of  small  equal 
advances,  succeeding  each  other  regularly  with 
tUe  oscillations  of  the  pendulum.  The  points 
of  the  teeth  on  the  r<ichet  wheel,  and  also  the 
points  of  the  escapement  anchor,  are  carefully  ^  .  J  /,! 
formed  to  offer  the  least  possible  friction  and  J  "^J  ¥\ 
resistance  to  motion. 

The  pendulum  and  escapement  of  a  clock 
are  so  arranged  as  to  prevent  the  clock  from 
running  down,  except  by  the  regular  and 
measured  velocity  indicated  by  the  movement 
of  the  pendulum  and  escapement.  On  the 
other  hand,  the  escapement  is  so  oonstruoted 
that  the  raohet  wheel  imparts  to  it  a  slight 
pressure  at  every  swing  of  the  pendulum,  suffi- 
cient to  counteract  the  retarding  force  of  fric- 
tion to  which  the  pendulum  is  subject  The 
train  of  wheel-work,  of  which  the  clock  is 
composed,  serves  to  record  the  vibrations  of 
the  pendulum,  and  indicate  at  once  to  the  ob- 
server the  progress  of  time. 


85.  Cycloidal  pendulum. — Owing  to  the  resistance  of  the  air,  and 
to  friction,  a  pendulum  unconnected  with  other  machinery  has  the 
amplitude  of  its  vibrations  gradually  diminished,  and  vibrations  vary- 
ing greatly  in  amplitude,  vary  very  sensibly  in  the  time  ^n  which  they 
are  performed.  To  make  vibrations  of  different  amplitude  absolutely 
isochronous,  Huyghens  conceived  the  idea  of  making  the  pendulum 
describe  a  cycloid,  which,  it  will  be  remembered,  is  the  curve  of  swiftest 
descent  (76).  The  vibrations  of  such  a  pendulum  would,  in  theory,  be 
absolutely  isochronous ;  but  the  mechanical  diflBculties  in  the  way  of 
adapting  the  pendulum  to  motion  in  this  curve  forbid  its  adoption. 

A  long,  heavy  pendulum  vibrating  in  a  very  small  circular  arc,  is  found  in 
practice  the  most  perfect,  and  is  for  this  reason  generally  used  in  estronomioal 
clocks.  The  sources  of  error  in  the  clock  arising  from  inequalities  of  temper.v 
ture  will  be  considered  in  the  chapter  on  heat 

86.  Physical  demonstration  of  the  rotation  of  the  earth  by 
means  of  the  pendulum. — Mr.  Leon  Foucault,  in  1851,  executed  the 
first  physical  demonstration  that  had  been  made  of  the  rotation  of  the 
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earth  apon  its  axis.  This  remarkable  and  most  interesting  experiment 
consists  in  suspending  a  heavy  ball  to  a  long  and  flexible  wire,  and 
allowing  the  whole  to  vibrate  freely,  in  the  manner  of  a  pendulum. 
Under  these  circumstances  it  will  be  found,  in  these  latitudes,  that  the 
plane  of  vibration  gradually  changes  its  position,  turning  slowly  from 
east  to  west,  or  with  the  motion  of  the  hands  of  a  watch. 

The  connection  between  the  motion  of  the  pendulum  plane  and  the 
earth's  rotation,  may  be  easily  understood.  A  pendulum  set  in  motion 
will  continue  in  the  same  plane  of  vibration,  however  the  point  of  sus- 
pension may^  be  rotated.  This  may  be  proved  by  holding  in  the  fingers 
a  pendulum,  made  of  a  simple  ball  and  string,  and  causing  it  to  vibrate. 
Upon  twirling  the  string  between  the  fingers,  the  ball  will  rotate  on  its 
axis,  without,  however,  affecting  at  all  the  direction  of  its  vibrations. 
The  reason  for  this  is  obvious ;  the  swinging  pendulum,  when  about  to 
return  (after  an  outward  oscillation)  from  its  point  of  rest,  is  made  to 
move  from  that  point  by  gravity  alone,  and  can,  therefore,  fall  in  but 
one  direction. 

If  a  pendulum  were  osoiUating  at  either  of  the  poles  of  the  earth,  the 
plane  of  revolution,  as  it  would  not  change  with  the  revolution  of  the 
earth,  would  mark  this  revolution,  by  seeming  to  revolve  in  a  contrary 
direction,  and  in  24  hours  it  would  make  apparently  the  whole  circuit 
of  360  degrees.  But,  at  the  equator,  the  plane  of  vibration  is  carried 
forward  by  the  revolution  of  the  earth,  and  so  undergoes  no  change 
with  reference  to  the  meridians.  Between  the  equator  and  the  poles, 
the  time  required  for  the  pendulum  to  make  360°,  varies  according  to 
the  latitude,  being  greater  the  further  from  the  poles. 

The  observed  rate  of  motion  of  the  plane  of  vibration  nearly  coincides 
with  that  indicated  by  calculation.  Thus,  at  New  Haven  (N.  lat.  41° 
18}^),  the  calculated  motion,  per  hour,  was  9'928°,  the  observed  motion 
was  9-97°.   (C.  S.  Lyman.) 

The  greatest  length  of  the  pendulum  wire  hitherto  employed  was  that 
of  220  feet,  in  the  Pantheon  at  Paris.  At  Bunker  Hill  Monument  it 
was  210  feet  long ;  at  New  Haven  71  feet.  The  weight  of  the  ball  em- 
ployed (usually  lead),  has  varied  from  2  to  90  pounds.  The  longer  the 
wire,  and  the  heavier  the  ball  of  the  pendulum,  the  greater  will  be  the 
probability  of  accurate  results,  for  when  the  mass  of  the  body  is  great, 
and  its  motion  slow,  the  resistance  of  the  air  will  have  but  compara- 
tively little  effect  on  the  direction  of  the  vibration. 

87.  The  pendulum  applied  to  the  study  of  gravity. — By  the 
pendulum  we  ascertain  more  accurately  than  by  any  other  method  the 
truth  of  the  first  law  of  falling  bodies ;  viz.,  that  gravity  acts  equally 
upon  matter  of  every  description  (71).    Newton,  and  more  recently 
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Bessel,  I'erified  this  law,  by  using  a  pendulum  having  a  hollow  ball, 
which  was  filled,  successively,  with  various  substances — metals,  ivory, 
meteoric  stones,  wool,  feathers,  liquids,  &c. — ^that  could  not  be  otherwise 
submitted  to  trial.  This  experiment  affords  the  most  precise  and  unmis- 
takable evidence  that  gravity  (g)  acts  on  all  bodies  in  the  same  manner. 
Since  f(  is  a  constant  quantity,  the  formula  for  the  pendulum  shows 
that  if  T  and  I  do  not  vary^  g  remains  also  constant. 

88.  Use  of  the  pendulum  for  meaBuring  the  force  of  gravity  — 
The  value  of  the  term  g  for  any  place  may  be  easily  obtained  mathe- 
matically (the  length  of  a  pendulum  which  oscillates  in  a  given  time 
(T)  being  known),  by  transposing  the  formula  for  the  pendulum  (81) ; 
thus  we  have  for  the  intensity  sought — 

g  =  -^,     and  assuming  ^equal  unity,  then  I  is 

the  length  of  a  seconds  pendulum,  and  we  have 
g  =  ftH. 

Experimentally,  we  may  determine  the  intensity  of  gravity  at  any 
place,  by  counting  with  exactness  the  number  of  oscillations  made  at 
the  place  of  observation  in  a  given  time,  by  a  pendulum  whose  length 
is  known,  and  then  dividing  the  time  by  the  number  of  oscillations. 
Any  error  in  observing  the  time  of  a  single  oscillation  is  thus  greatly 
diminished,  by  subdivision,  and  by  a  sufficient  number  of  repetitions 
this  error  may  be  reduced  to  a  quantity  too  small  for  consideration. 

It  was  thus  that  Borda  and  Gassini,  in  1790,  measured  with  great 
accuracy,  the  intensity  of  gravity  at  the  Observatory  in  Paris,  using  a 
pendulum  composed  of  a  platinum  ball,  suspended  by  a  fine  platinum 
wire,  upon  knife  edges  of  steel,  resting  on  agate  planes.  The  whole 
was  about  four  metres  long,  and  its  oscillations  were  counted,  not 
directly,  but  by  means  of  an  ingenious  comparison  with  the  motions  of  a 
clock  pendulum,  placed  a  few  metres  behind,  marking  by  a  telescope 
the  occurrence  of  a  coincidence  in  the  vertical  position  of  the  two  pen- 
dulums, and  then  observing  the  number  of  seconds  before  a  coincidence 
occurred  again.  The  pendulums  were  inclosed  in  glass  cases,  to  avoid 
currents  of  ait. 

89.  Value  of  g  in  these  ezperimenta. — ^After  carefully  elimi- 
nating the  errors  of  experiment  due  to  the  influence  of  the  air  (the  con 
sideration  of  which  would  lead  us  too  far  into  the  refinements  of  this 
subject  for  our  limited  space),  Borda  and  Gassini  found  for  the  intensity 
of  gravity  at  Paris  5r  =  9-8088  metres,  equal  to  32*1798  feet.  This 
value  has  been  confirmed  by  Arago,  Biot,  and  others,  and  slightly  cor- 
rected by  Bessel,  by  considering  the  loss  of  weight  in  air  due  to  the 
motion  of  the  pendulum,  giving  the  quantity  g  =  9*8096  metres. 
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Seoonds  pendulnm. — On  the  other  hand,  when  we  know  the 
accelerating  force  of  gravity,  g^  at  any  given  place,  it  is  easy  to  calcu- 
late the  length  of  the  simple  pendulum  vibrating  seconds,  assuming  the 
ofldllations  to  be  infinitely  small.  Thus  in  the  formula  for  the  pei^du- 
lum  (81),  making  T=  1",  and  using  for  g  the  value  determined  for 
the  place,  we  have  2  =  at  Paris  0*993866  metre  =  39  127  inches,  and 
■corrections  being  made  for  the  interference  of  the  air,  this  quantity,  as 
determined  by  Bessel,  is  0*993781  metre  =  39*12367  inches. 

U.     MODIFICATIONS  OF   TERRESTRIAL  GRAVITT   AND   THEIR  CAUSES. 

90.  The  intensity  of  gravity  ▼aiies  with  the  latitude. — Very 
numerous  observations  made  with  the  pendulum,  on  different  parts  of 
the  earth's  surface,  have  shown  that  the  force  of  gravity  is  by  no  means 
the  s^e  at  all  places,  and  particularly  that  it  increases  in  going  from 
the  equator  toward  either  pole.  This  result  is  observed  in  the  increas- 
ing length  of  the  pendulum  vibrating  seconds,  since  by  2  88,  g  is  pro- 
portional to  2,  the  pendulum  must  be  longer,  as  the  force  of  gravity  is 
greater,  to  preserve  the  same  time  in  oscillation.  The  value  of  g  for 
any  latitude  is  obtained  with  approximate  accuracy  by  the  formula 
^  =  32-17076  (1  —  000259,  cos.  2^),  in  which  X  is  the  latitude  of  the 
place,  and  32.17076  feet  the  value  of  ^  at  latitude  45°.  By  substituting 
for  X,  successively  0°  and  90°,  we  obtain  at  the  equator  ^r  =  32*0874377 
feet,  and  at  the  poles  g  =  32*254083  feet. 

The  following  table  of  the  yariation  in  the  length  of  the  aeoonds  pendalam,  with 
the  latitude,  is  condensed  from  a  large  list  in  Saigey.  {Phtfaique  du  Olohe, 
p.  132,  t.  2.) 


Length  of  Kcond* 

PlacM  obMired. 

LatltadM. 

pendulum  In  Am«ri- 
can  Inches.* 

Spitsbergen,    .... 

79°  49'  58"  N. 

39-2161492 

Sabine. 

Greenland,       .... 

74°  32'  19"  " 

39-204339 

if 

SL  Petersburg,    .     .     . 

69°  66'  31'f  « 

39-1704818 

Lutkg. 

Paris 

48°  60'  14"  " 

39-1299322 

Biot. 

New  York,      .    .    .     . 

40°  42'  43"  " 

391023743 

Sabine. 

Jamaica,  W.  I.,  .     .     . 

17°  56'  07"  " 

390362362 

i( 

SL  Thomas,  W.  I.,  .    . 

0°  24'  41"  " 

390216688 

it 

Maranham,     .... 

2°  31'  35"  S. 

39-0126141 

Foster. 

Rio  Janeiro,    .... 

22°  55'  22"  " 

39-0452899 

Basil  Hall. 

Cape  of  Qood  Hope,     . 

33°  65'  56"  " 

39-0795405 

Fallows. 

Cape  Horn,     .... 

65°  61'  20"  " 

39-1667028 

Foster. 

N.  Shetland,   .    .     .    . 

62°  66'  11"  « 

39-1807176 

u 

*  In  reducing  Saigey's  table  of  lengthy  of  the  seconds  pendulum  at  different 
localities,  to  American  inches,  the  French  metre  has  been  tnken  at  39-36860636 
in<  hes,  as  adopted  by  the  United  States  Coast  Survey. 
8* 
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Numerous  observations  on  the  U.  S.  Coast  Survey,  and  elsewhere, 
show  that  the  value  of  g  is  by  no  means  rigorously  the  same  at  all 
points  on  the  same  parallel ;  a  discrepancy  to  be  explained  only  by 
supposing  an  inherent  difference  in  the  constitution  of  the  earth's  crust 
at  different  places. 

The  variation  of  gravity  with  change  of  latitude  is  due  to  two  causes. 
Ist.  To  the  flattening  of  the  earth  at  its  poles.  2d.  To  the  centrifugal 
force  created  by  the  revolution  of  the  earth  upon  its  axis.  The  last 
cause  also,  beyond  doubt,  induced  the  flattening  of  the  poles  in  the 
earlier  history  of  our  planet. 

91.  Influence  of  the  earth*B  figure  upon  gravity. — Until  1666 
the  perfect  sphericity  of  the  earth  had  not  been  questioned,  although  in 
the  preceding  century  the  flattening  of  the  planet  Jupiter  at  the  poles 
had  been  observed.  Subsequently  (in  1672),  Richer,  sent  by  the 
Academy  of  Paris  to  Cayenne,  remarked  that  his  pendulum  no  longer 
beat  seconds  at  the  latter  place,  until  it  was  shortened  a  line  and  a  quar- 
ter from  its  length  at  Paris.  This  observation  at  once  indicated  a  less 
force  of  gravity  at  Cayenne  than  at  Paris,  and  suggested  doubts  respect- 
ing the  sphericity  of  the  earth.  Huyghens  attributed  this  diminution 
of  the  force  of  gravity  to  centrifugal  force,  and  conceived  that  the  earth 
must  be  bulged  out  at  the  equator. 

*  Huyghens  and  Newton,  assuming  that  the  earth  had  become  solid 
from  an  originally  fluid  mass,  whose  particles  attracted  each  other, 
subject  to  the  laws  of  hydrostatics  and  of  the  centrifugal  force,  arrived 
at  the  conclusion,  from  mathematical  calculation,  that  the  earth's  figure 
was  that  of  an  oblate  spheroid,  whose  polar  diameter  was  about  26 
miles  less  than  its  equatorial.     Laplace  47  * 

reached  almost  the  same  conclusion,  by 
calculating  the  effect  of  the  equatorial 
moss  on  the  motions  of  the  moon.     The  ^^^ 

effect  of  the  centrifugal  force  upon  a         if 
yielding  mass,  may  be  shown  by  theap-        f.--/-- 
paratus,  fig.  47.    Two  circles  of  wire,  or      .1'    1' 
flexible  metallic  ribbons,  are  attached     ,;;  \      I 
below  to  an  axis,  and  above  to  a  sliding    .  '•,  \    V 
ring,  and  being  rapidly  rotated  by  the     *•.,    '^^ 
whirling  table,  the  circles  flatten  in  the 
direction  of  the  axis,  and  bulge  at  the  •^ 

equator,  as  shown  by  the  dotted  lines. 

But  it  was  only  by  the  actual  measurement  of  an  arc  of  meridian 
that  the  exact  figure  of  the  earth  became  known.  This  important  geo» 
desic  operation  was  undertaken,  by  La  Condamine  and  others,  in  1736 
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in  Peni,  by  order  of  the  French  goyemment,  and  was  less  accurately 
performed  by  Picard  in  France,  in  1669.  This  operation  led  to  the 
eonclosion  (since  demonstrated  by  numerous  similar  measurements), 
that  the  successiYe  arcs  on  the  same  meridian,  comprised  between  two 
Terticals  forming  an  angle  of  1°,  become  larger  and  larger  as  we  ad- 
Tance  toward  the  poles.  Consequently,  the  equatorial  radius  is  greater 
than  the  polar,  and  the  plumb  line  will  point  to  the  centre  of  the  earth 
only  in  one  of  those  radii. 

The  astronomers  Mason  and  Dixon,  who,  in  1764-6,  established  the 
boundaries  between  Pennsylvania,  Delaware,  and  Maryland,  afterwards, 
in  1768,  re-measured  a  line  of  538,067  feet,  with  great  accuracy,  very  near 
the  meridian,  for  the  purpose  of  determining  the  value  of  an  arc.  Four- 
fifths  of  this  (434,01  l/g*(r)  was  one  unbroken  line,  without  triangulation, 
on  a  vast  level  plain.  They  used  rods  of  fir,  frequently  compared  with  a 
standard  brass  measure  at  a  fixed  temperature.  They  found  the  length 
of  a  degree  of  latitude  to  be  363,763  English  feet.  (Phil.  Trans.  1768.) 
The  general  resalte  may  be  illustrated  by  the  following  diagram. 
Let  the  lino  A  P,  flg.  48,  represent  a  qnad-  48 

rant  of  a  meridian,  of  which  0  P  is  the  polar, 
and  0  A  the  equatorial  radius.  Let  U8  take 
stations  on  this  meridian,  one  degree  distant 
from  each  other,  commencing  from  the  equa- 
tor, and  from  each  station  prolong  the  direc- 
tion of  the  plumb  line  until  it  intersects  the 
plumb  line  similarly  produced  from  the  pre- 
vious station ;  abe  are  three  such  points,  and 
it  is  plain  that  the  intersections  of  the  plumb 
lines  from  each  of  the  ninety  verticals  on  the 
quadrant,  would  together  evolve  the  curve 
abepf  and  the  same  if  the  stations  were  in- 
finite. Objects  on  different  parts  of  the  earth's 
surface  are  not  attracted  to  a  common  centre 
of  gravity.  The  centre  of  gravity  for  any 
point,  A,  B,  C,  P,  on  the  quadrant,  A  P,  must  lie  in  the  corresponding  pointe, 
'  Oy  bj  c,  pf  where  the  respective  normals  out  the  evoluto  a  p.  At  A,  for  example, 
the  attraction  of  gravity  acts  as  if  it  originated  at  a,  for  B  at  b,  for  C  at  c,  Ac. 
But  the  intennty  of  gravity  is  greater  at  B  than  at  A,  at  G  than  at  B,  and  so  on. 
The  revolution  of  the  evolute  ap  on  ite  axis  Op  will  evidently  generate  a 
surface  (called  a  loeiu),  in  which  will  be  found  the  centres  of  gravity  for  all 
points  on  the  upper  hemisphere,  and  a  similar  surface  may  be  produced  for  all 
pointe  on  the  lower  hemisphere  by  the  revolution  of  the  curve  ap\ 

Evidently,  therefore,  a  body  placed  at  the  equator  will  be  very  differ- 
ently affected  by  the  force  of  gravity,  from  what  it  would  if  placed  at 
the  poles.  The  amount  of  flattening  at  the  poles  is  about  ^l^  of  the 
equatorial  radius,  or,  accurately,  ^^t^.^  ;  that  is,  the  polar  radius  is  so 
much  shorter  than  the  equatorial— exactly  21*319  kilometres,  equal 
13-246483  miles;  or  in  the  diameter  nearly  26}  miles  (26492966).    In 
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an  exact  model  of  the  earth  15  inches  diameter,  it  would  be  repr»> 
sented  by  J^  of  an  inch ;  a  quantity  t>o  small  to  be  detected  by  the  eye 
or  hand. 

92.  Exact  dimensions  of  tlie  earth. — ^According  to  the  latest  cal- 
culations the  exact  dimensions  of  the  earth,  as  given  by  Kohler,  when 
reduced  to  American  standard  measures,  are  as  follows : 

Volume  of  the  earth,    259,756,014,917  cubic  miles. 
Surface  of  the  earth,     196,881,077         square  miles. 
Length  of  a  quadrant,  6213*99609  miles. 

Mean  radius  (lat.  45°),  3955-94978 
Equatorial  radius,        3962-57302  " 

Polar  radius,  394932654 

Difference  between  the  last  two  dimensions  13*24648  miles. 
The  equatorial  swelling,  or  that  portion  of  the  earth  which  lies  outside  of 
a  perfect  sphere,  whose  circumference  is  described  by  the  polar  radius, 
is  yi,  part  of  the  whole  volume  of  the  earth.  Two  verticals  include  an 
angle  of  i^^  when  they  are  101*7  feet  distant  from  each  other,  and  they 
will  inclose  a  sector  of  V  when  they  are  distant  from  each  other  1*15 
miles. 

93.  Sensible  weight  varies  in  different  localities. — The  same 
body  is  sensibly  lighter  at  the  equator  than  at  the  poles  of  the  earth,  in  the 
ratio  of  194  to  195.  This  difference  cannot  be  detected  by  the  balance,  because 
the  thing  weighed  is  counterpoised  by  an  equal 
standard  weight,  under  the  same  circumstances; 
and  if  both  are  removed  to  another  station,  their 
weight,  if  changed,  will  be  changed  equally,  and  a 
body  and  its  counterpoise  once  ac^usted,  will  con- 
tinue to  balance  each  other  wherever  they  are  car- 
ried. It  is  not  in  this  sense  that  194  lbs.  at  the 
equator  will  weigh  195  lbs.  at  the  poles ;  but  if  we 
conceive  a  body,  y,  suspended  by  a  cord,  imagined  . 
without  weight,  passing  over  a  pulley  at  the  equator, 
as  in  the  annexed  figure,  49,  and  connected  by 
other  pulleys,  all  without  friction,  with  x,  another 
equal  weight,  at  the  poles;  then,  although  the 
weights  would  counterpoise  each  other  in  a  balance,  they  would  not  in  thij 
situation,  but  the  polar  weight  would  preponderate,  and  if  would  require  to  be 
increased  by  - 1  ^th  part,  to  restore  the  equilibrium. 

The  above  phenomena  are  readily  demonstrated  by  the  spring-balance,  or 
dynamometer  (37.) 

94.  Effect  of  the  earth's  rotation  on  gravity. — Newton  and 
others  have  determined,  by  calculation,  that  the  increase  of  weight, 
due  to  the  spheroidal  form  of  the  earth,  is  *lw,  when  a  body  is  trans- 
ported from  the  equator  to  the  poles ;  yet  the  difference  of  weight  is 
found  experimentally  to  amount  to  the  much  more  considerable  quan- 
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tity  of  y^f  parfc  of  the  total  weight  of  the  body.  This  large  difference 
is  accounted  for  by  the  centrifugal  force,  which  is  nothing  at  the  polos, 
and  regularly  increases  towards  the  equator,  where  it  is  greatest,  and 
in  the  same  ratio  diminishes  the  weight  of  bodies  on  the  earth's  sur- 
face. The  earth  reyolves  once  in  24  hours,  but  if  it  revolved  seventeen 
times  more  rapidly  than  it  now  does,  or  in  Ih.  24m.  25s.,  the  centrifugal 
force  would  balance  the  force  of  gravity,  and  bodies  at  the  equator  would 
hare  no  sensible  weight  If  the  velocity  of  revolution  was  farther 
increased  the  oceans  would  be  thrown  off  like  water  from  ^  grindstone, 
and  all  loose  materials  would  fall  into  space. 

Demonstration. — By  the  laws  of  centrifugal  force  it  follows  that  the  ob- 
serred  weight  of  any  substanoe  on  the  earth's  surface  is  the  diflference  between  the 
earth's  attraction  and  the  centrifugal  force  developed  by  the  revolution  of  the 

earth.    By  J  54  the  centrifugal  force  at  the  equator  =  (7  ==  ;  R  being  the 

equatorial  radius,  and  T  a  diurnal  revolution.    If  O  represent  the  attraction  of 

the  earth,  and  g  the  weight  of  a  body  at  the  equator,  then  (  1  )  g=0 — . 

Let  m,  fig.  50,  be  a  material  particle  taken  on  any  parallel,  and  represent  A  m, 
the  radiaa  of  this  parallel,  by  r,  the  centrifugal 

4rtV 
force  at  this  point,  m/  =  c  =  *-^^*    But  as  this 

force  does  not  act  in  the  direction  of  gravity,  de- 
compose it  into  two  others,  one  of  which,  mb, 
being  at  right  angles  to  gravity,  has  no  effect  l 
upon  it,  and  the  other  m  a  acting  directly  against 
gravity.  Let  m  0  E,  the  latitude  of  the  place, 
whioh  is  equal  to  a  mf,  be  designated  by  X,  then  in 
the  right-angled  triangle  a  mf,  m  a  is  equal  to 
«•/  X  cosine  of  am/^=  e  cos.  L.  In  the  triangle 
AmO,  Am  =  r  =  R  cos.  L,  It  follows  that  the  vertical  component  ma=r: 
4j«»/? 

cos.'  L,    The  force  of  gravity  at  m  is  then, 

4n,^R 
{2)g=G—-^  cos.»£. 

The  diminution  of  gravity  due  to  the  centrifugal  force  is  therefore  propor- 

ticnal  to  the  square  of  the  cosine  of  the  latitude.    At  the  pole,  where  L  =  90^, 

g  =  O.     At  the  equator  £  =  0,  and  g  is  found  by  the  formula.    In  the  first 

formula  (1)  the  value  of  the  second  term  of  the  equation  being  very  small  in 

/          47t'R\ 
relation  to  the  first,  gives  very  nearly  ^  =  G"  I  1 — j-  I,  by  placing  (/  as  a 

eninmon  factor,  and  replacing  it  in  the  denominator  of  the  second  term  by  g. 

Taking  for  the  mean  radius  of  the  earth  R  =  20,887,413  feet,  and  g  =  32*1798 
feet,  and  T=z  86,164  seconds  (the  time  of  a  revolution  of  the  earth  on  its  axis), 

we  find  for  the  value  of very  nearly  —  =      .    If,  therefore,  the  earth 

gT*        '  ^289       17» 


66  PHYSICS   OF  SOLIDS   AND   FLUIDS. 

roYolred  17  times  faster  than  it  does  at  present,  making  T  seventeen  times 
smaller,  the  second  term  in  the  parenthesis  would  become  unity,  and  the  value 
of  g  would  be  zero,  or  bodies  at  the  equator  would  have  no  weight.  The  expres- 
sion (1)  enables  us  to  calculate  the  attractive  force  at  the  equator,  assuming  as 
a  starting  point  the  value  g  =  32*09026  feet  as  the  value  of  gravity  as  indicated 
by  the  pendulum.  We  then  find  the  attractive  force  at  the  equator  O  =  32*20147 
feet,  and  the  centrifugal  force  at  the  equator  =  0*111216  feet. 

95.  Variation  of  gravity  above  the  earth  and  below  its  snr- 
faoe. — By  the  law  of  gravitation  it  follows  that  as  we  rise  above  the 
earth  the  force  of  gravity  must  diminish.  This  diminution  is  sufficient 
to  be  appreciable  at  any  considerable  distance  above  the  level  of  the 
sea ;  therefore,  to  compare  the  results  of  experiments  relating  to  the 
force  of  gravity  at  different  situations  on  the  earth's  surface,  it  is  neces- 
sary to  reduce  all  observations  to  a  common  standard — ^the  sea  level. 

Representing  by  g^  the  intensity  of  gravity  at  any  elevation  A,  and 
the  earth's  radius  by  R,  neglecting  the  variation  of  the  centrifugal 
force,  we  have 

J, :  iK  =  (i?  +  A)«  :  JP ;  hence  i,  =  /  i^±^. 

The  mean  distance  of  the  moon  from  the  earth's  centre  is  about 
sixty  times  the  equatorial  radius  of  the  earth,  and  it  completes  its  orbit 
(assumed  to  be  circular)  in  27*322  days.  As,  therefore,  the  intensity 
of  the  earth's  attraction  at  the  moon  equals  the  centrifugal  force  (as  is 
evident  from  physical  astronomy),  this  force  can  be  calculated  by  sub- 
stituting for  R  sixty  times  the  earth's  radius,  in  the  formula  for  centri- 
fugal force.   Substituting  for  T  the  time  of  a  lunar  revolution  expressed 

in  seconds,  we  find  for  the  earth's  attraction  on  the  moon  g  = ^ 

=  0.00679  feet,  which  is  about  3600  times  less  than  the  attraction  of 
the  earth  for  bodies  on  its  surface  at  the  equator  (assuming  for  bodies 
as  distant  as  the  moon  that  the  attraction  of  the  earth  is  concentrated 
at  its  centre).  This  agrees  with  the  law  of  gravitation,  the  square  of 
60  being  3600. 

Below  the  earth's  surface,  assuming  the  earth  to  be  a  sphere,  the 
force  of  gravity  is  proportional  to  the  distance  of  the  particle  from  its 
centre.  It  is  plain  that  the  force  of  attraction  at  any  point  beneath 
the  surface  is  diminished  by  whatever  part  of  the  earth  is  above  the 
particle,  and  the  resultant  force  is  the  difference  between  the  two  com 
ponents.  Could  a  body  be  placed  in  empty  space  at  the  centre  of  the 
earth,  it  would  be  sustained  there  without  any  material  support  by  the 
equal  and  opposite  attractions.  It  can  also  be  demonstrated  mathe- 
matically that,  if  the  earth  were  a  hollow  sphere  of  uniform  density, 
a  material  particle  would  remain  at  rest  at  any  point  within  it.    It 
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follows  from  this  that : — The  atiraction  of  the  earthy  for  a  particle  of 
matter  below  its  surface,  is  directly  proportional  to  its  distance  from  the 
centre  of  ike  earth. 

2  4.  Mass  and  177eight. 

96.  Mass. — The  mass  of  a  body  is  the  quantity  of  matter  which  it 
contains ;  and  since  the  absolute  weight  of  a  mass  of  matter  is  the  sum 
of  the  attraction  of  gravitation  upon  all  its  molecules,  it  follows  that,  in 
the  same  place,  the  masses  of  bodies  are  to  each  other  as  their  weights. 
Calling  the  mass  M  and  the  weight  TT,  and  the  force  of  gravity  g^  iot 
any  given  body,  then  W=  Mg.  We  have  already  seen  (41)  that  the 
masses  of  bodies  may  be  compared  by  the  forces  required  to  impart  to 
them  equal  velocities.  Since  gravity  acts  equally  on  matter  of  what- 
ever description,  this  comparison  may  also  be  made  by  comparing  their 
weights  when  otherwise  under  the  same  conditions. 

97.  'Weight. — The  term  weight  as  used  above,  and  always  in  scien- 
tific language,  means  the  pressure  exerted  by  a  given  mass,  due  to  the 
force  of  gravity.  This  varies,  as  we  have  seen,  with  the  force  of  gravity, 
and  is  not  the  same  for  the  same  mass  at  all  parts  of  the  earth's  sur- 
face (93).  The  weight  of  any  given  kind  of  matter  varies  also  with  its 
mass.  A  mass  of  two,  three,  or  ten  times  a  given  unit  weighs  two, 
three,  or  ten  times  as  much  as  that  unit  at  the  same  place,  and  hence 
we  are  very  prone  to  confound  the  weight  of  a  substance  with  its  mass. 
On  the  surface  of  the  earth  this  confusion  of  terms  can  lead,  as  we  have 
seen  (93),  to  an  error  of  only  about  one  two-hundredth  part  of  the 
whole  (j4^)-  That  is,  a  mass  of  iron  weighing  1000  lbs.  on  the  equator 
would  weigh  1005  lbs.  at  the  pole.  Sucn  a  mass  of  iron  would  weigh 
only  500  lbs.  at  a  distance  of  2000  miles  below  the  surface  of  the  earth, 
or  1650  miles  above  the  earth,  and  only  160  lbs.  on  the  moon,  while  it 
would  weigh  about  2600  lbs.  on  the  planet  Jupiter,  and  ^8,000  lbs.  if 
placed  on  the  sun. 

98.  Density. — The  density  of  a  body  is  the  mass  comprised  under  a 
unit  of  volume,  or  Jf  =  FX  A  where  the  mass,  M,  of  a  body  is  equal 
to  its  volume,  F,  multiplied  by  its  density,  D ; 

transferring,  we  have     V=^-=r, 

This  may  be  otherwise  stated,  thus — 1st,  the  mass  is  proportional  to 
the  Tolume ;  2d,  for  an  equal  volume  the  mass  is  proportional  to  the 
density ;  and,  3d,  the  density  of  the  same  mass  is  inversely  proportional 
to  the  volume  it  occupies. 

99.  Specific  weight  is  the  weight  contained  in  a  unit  of  volume;  this 
is  also  often  called  specific  gravity.  Representing  specific  weight  by  to, 
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and  absolute  weight  by  W^  we  have  Tr=  Vy,w,  hence,  Ist,  the  weight 
18  proportional  to  the  volume ;  2d,  for  an  equal  volume  the  absolute 
weight  is  proportional  to  the  specific  weight ;  and,  3d,  for  equal  abso 
lute  weights  the  specific  weight  is  inversely  as  the  volume. 

By  the  first  formula  we  have  10  =  Dg^  whence  10  is  the  weight  of  the 
unit  of  volume,  and  D  its  mass.  Replacing  w  by  this  value  in  the  last 
formula,  it  becomes  fr=  VX^Xg- 

Specific  weight  differs  therefore  from  density  exactly  as  weight 
differs  from  mass.  Both  weight  and  gravity  vary  with  the  latitude, 
and  the  unit  accepted  as  a  standard  varies  also,  but  when  the  same 
standards  are  employed,  the  numbers  expressing  the  weights  remain 
unchanged,  and  no  sensible  error  results.  The  terms  density  and 
specific  gravity  have  thus  been  used  interchangeably  for  each  other, 
although,  speaking  strictly,  involving  different  quantities.  The  balance 
is  the  common  instrument  used  to  determine  weights.  It  will  be 
described  under  the  lever,  of  which  it  is  one  form. 

100.  French  system  of  weights. — ^As  in  measures  (16),  so  in 
weights  it  is  indispensable  to  assume  some  arbitrary  standard  unit. 
The  French  have  assumed  as  their  unit  of  weight,  the  pressure  exerted 
by  one  cubic  centimetre  of  pure  water  at  its  maximum  density  (39^.2 
Fahrenheit),  in  a  vacuum,  and  at  the  latitude  of  Paris.  This  unit  is 
called  a  gramme,  and  it  weighs  (nearly)  15*433  grains  English.  The 
gramme  is  multiplied  and  divided  decimally,  and  these  multiples  and 
subdivisions  are  named  on  the  same  plan  with  the  parts  of  a  metre : 
Thus  we  have, 

1  Gramme  =  1-000  gramme, 

1  Decigramme   =  0*100         " 
1  Centigramme  =  O'OIO         <' 
1  Milligramme  =  0-001         « 
The  kilogramme  is  the  commercial  unit  of  weight,  and  is  rather  leas 
than  2i  lbs.  avoirdupois,  being  15,432*42  English  grains. 

The  French  unit  is  of  course  a  gramme  only  at  Paris,  and  at  higher 
or  lower  latitudes  weighs  (according  to  the  principles  before  explained) 
more  or  less  than  a  gramme.  But  this  leads  to  no  practical  inconve- 
nience, so  long  as  a  set  of  exact  measurements  made  in  one  latitude  are 
not  brought  into  rigorous  comparison  with  those  made  by  the  same 
standard  in  another  latitude.  The  general  acceptance  of  the  French 
system  among  scientific  men,  and  its  special  fitness  for  scientific 
research,  owing  to  the  very  simple  relation  which  exists  between  it  and 
the  system  of  measures  already  described,  would  seem  to  render  the 
universal  adoption  of  a  decimal  system  of  weights  and  measures  for 
the  United  States  one  of  the  great  desiderata  still  to  be  accomplished 
for  our  common  country. 


1  Kilogramme    =  1000  grammes, 
1  Hectogramme  =   100  " 

1  Decagramme  =     10         " 
1  Gramme  =       1         " 
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101.  BngUsh  and  American  system  of  weights. — In  England, 
as  in  the  iJnited  States,  two  distinct  units  of  weight  are  in  common  use, 
leading  to  constant  confusion,  both  of  terms  and  quantities.  These 
units,  the  Troy  pound  and  the  Avoirdupois  pounds  are  entirely  arbitrary. 
They  are  represented  by  certain  masses  of  brass,  declared  by  law  to  be 
the  legal  standards  of  the  above  names.  These  pounds  are  related  to 
each  other  in  the  ratio  of  144  to  175,  and,  excepting  the  grains, 
none  of  their  subdivisions  are  alike.  The  troy  pound  contains  5760 
grains  divided  among  12  ounces,  and  the  avoirdupois  pound  contains 
7000  grains  divided  among  16  ounces.  The  legal  standard  of  weight 
in  the  United  States  is  the  troy  pound,  copied  by  Capt.  Katcr  in  1827 
from  the  English  Imperial  Troy  pound,  for  the  U.  S.  Mint  at  Philadel- 
phia, where  it  now  is.  The  avoirdupois  pound  is,  however,  the  unit 
of  weight  in  actual  use  in  most  commercial  transactions.  Katei'tt  copy 
of  the  troy  pound  is  a  standard  at  62°  of  Fahrenheit's  thermometer  and 
30  inches  of  the  barometer.  A  cubic  inch  of  distilled  water  weighs  in 
the  air  at  62°  Fahrenheit  and  30  inches  barometric  pressure  252*456 
gruns. 

The  English  standard  of  weight  is  connected  with  that  of  measure  by 
the  parliamentary  enactment,  that  277 '274  cubic  inches  shall  constitute 
the  Imperial  gallon  of  70,000  grains,  or  ten  pounds  of  pure  water  at 
62°  F.  and  30  inches  barometric  pressure. 

The  American  standard  galloti  contains  at  39°'83  F.  (the  maximum 
density  of  water  adopted  by  Hassler)  58,372  grains  of  pure  water  at  30 
inches  barometric  pressure.  Tables  for  the  comparison  and  reduction 
of  the  French,  English,  and  American  units  will  be  found  at  the  end 
of  this  volume. 

102.  Estimation  of  the  density  of  the  earth  by  experiment. — 
In  the  vicinity  of  a  mountain  a  plumb-line  is  not  truly  perpendicular, 
but  is  drawn  to  one  side  by  the  lateral  attraction  of  the  mountain.  The 
amount  of  this  deviation  is  measured  by  observations  on  the  zenith  dis- 
tances of  a  star,  at  two  stations  on  opposite  sides  of  the  mountain,  and 
on  the  same  meridian.  This  deviation  was  first  noticed  near  Mount 
Chimboraco  in  1738,  by  the  French  Academicians  engaged  in  measuring 
a  meridian  arc  in  Peru,  where  the  deviation  was  7'''^*5.  In  1774,  Mas- 
kelyne  found  a  deviation  of  5^^'83,  caused  by  the  lateral  attraction  of 
Schehallien,  an  isolated  mountain  in  Scotland.  Hutton  spent  three 
years  in  ascertaining  the  mean  attraction  of  one  thousand  stations  on 
this  mountain ;  a  labor  rewarded  by  the  Roynl  Society  of  London. 
Estimating  the  mean  density  of  the  rocks  of  Schehallien  at  2*5  to  3  2, 
as  determined  by  Play  fair,  the  mean  density  of  the  earth  was  deter* 
mined  to  be  over  five  times  the  density  of  water.     The  accurate  invos' 
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tigation  of  this  problem  was  one  of  the  highest  importance  in  astrunomj, 
since  it  furnished  the  means  of  determining  the  mean  density  uf  the 
earth,  by  comparing  its  attraction  with  the  attraction  of  a  part  of  its 
mass,  whose  density  could  be  ascertained  by  direct  experiment 

This  problem  is  solved  with  much  greater  precision,  by  the  famous 
experiment  of  Cavendish,  in  which  the  earth's  attraction  is  compared 
with  that  of  a  mass  of  lead. 

Cavendish's  determinations  of  the  density  of  the  earth  were  made,  in  1798, 
by  means  of  an  apparatus  suggested  by  the  Rev.  John  Michell. 

"  Michell's  apparatus  was  a  delicate  torsion  balance,  consisting  of  a  light 
wooden  arm,  suspended  in  a  horisontal  position,  by  a  slender  wire  (M)  inches 
long,  and  having  a  leaden  ball,  about  2  inches  in  diameter,  huug  at  either  ex- 
tremity. Two  heavy  spherical  masses  of  metal  were  then  brought  near  to  the 
balls,  so  that  their  attractions  conspired  in  drawing  the  arm  aside.  The  devia- 
tion of  the  arm  was  observed;  and  the  force  necessary  to  produce  a  given  devi- 
ation of  the  arm,  being  calculated  from  its  time  of  vibration,  it  was  found  what 
portion  of  the  weight  of  either  ball  was  equal  to  the  attraction  of  the  mass  of 
metal  placed  near  it  From  the  known  weight  of  the  mass  of  metal,  the  dis- 
tance of  the  centres  of  the  mass,  and  of  the  ball,  and  the  ascertained  attraction, 
it  is  easy  to  determine  the  attraction  of  an  equal  spherical  mass  of  water,  upon 
it  particle  as  heavy  As  the  ball  placed  on  its  surface.  Now  the  attraction  of  this 
sphere  will  have  to  that  of  the  earth  the  same  ratio  as  their  densities ;  and  as 
the  attraction  of  the  earth  is  equal  to  the  weight  of  the  ball,  it  follows,  that  as 
the  calculated  attraction  is  to  the  weight  of  the  ball,  so  is  the  density  of  wat«i 
to  the  earth's  density,  which  is  thus  determined."    ( Wilwn't  Life  of  Catendhh,) 

A  comparison  of  about  two  thousand  experiments  with  an  improved 
form  of  this  delicate  apparatus,  conducted  by  Mr.  Francis  Bailey,  in 
1842,  determined  the  mean  density  of  the  earth  to  be  5*6604  times  tliat 
of  water.  It  is  worthy  of  remark  that  Newton,  whose  guesses  were 
often  worth  more  than  the  researches  of  less  sagacious  men,  had  con- 
jectured the  earth's  density  to  be  between  5  and  6  times  the  density 
of  water. 

The  calculation  is  conducted  thus.  Let  L  be  half  the  length  of  the  horizontal 
arm  of  wood.  0  the  attraction  of  the  masses  of  lead,  and  t  the  time  of  an 
oscillation — neglecting  the  effect  of  torsion — Then,  according  to  the  theory  of 
the  pendulum  (81), 

Take  I  for  the  length  of  a  simple  pendulum  oscillating  in  the  same  time  (f)  by 
gravity,  and  we  have 

Calling  the  attraction  of  the  unit  of  mass  upon  the  unit  of  mass  at  the  unit  of 
distance  a ;  the  mass  of  each  sphere  of  lead  m  j  rf  the  distance  from  tho  centre 
of  this  sphere  to  that  of  the  attracted  sphere  when  in  the  position  of  equilibriam  j 
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•ad,  Usfely,  M  the  mass  and  R  the  mean  radius  of  the  earth,  and  we  hare^ 
aecording  to  the  laws  of  attraction, 

am  aM 

By  sabstitnting  these  values  of  0  and  g  in  the  last  proportion,  it  becomes 
liL=:fPM:It^m,    or 
If:m=lR*  :LcP, 
whieh  ftzee  the  ratio  between  the  mass  of  the  earth  {M)  and  that  of  one  of  the 
muses  of  lead  (m),  as  given  by  the  balance.     The  volume  of  the  earth  being 
represented  by   V,  and  its  mean  density  by  D,  we  have  by  (98)  3f=Vx  D, 
from  which,  M  and  V  being  known,  D  is  dedaced. 

Tl&e  inference,  anavoidable,  from  these  facts  is,  that  the  interior 
parts  of  the  earth  mast  be  much  more  dense  than  the  superficial  crust. 
Granite  and  other  rocks  on  the  earth's  surface  have  an  average  density 
of  about  2-5.  This  remarkable  fact  may  be  explained,  partly  by 
remembering  that  the  interior  parts  of  the  earth  sustain  the  enormous 
pressure  of  the  surface  portions,  and  partly  by  the  hypothesis  of  primi- 
tive fluidity,  which  authorises  the  belief  that  the  more  dense  portions 
of  the  planet  would  seek  the  lowest  place,  and  the  lighter  parts  the 
Boriaoe. 

2  5.   Motion  of  Projectiles. 

103.  Projectiles  are  bodies  throton  inio  the  air  by  some  momentary 
force.  They  are  therefore  subject  to  two  forces,  one  the  projectile 
force,  which  is  momentary,  the  other  the  constant  force  of  gravity. 

When  a  body  is  projected  vertically  upward,  it  rises  vrith  a  uniformly 
retarded  motion,  the  action  of  gravity  diminishing  the  velocity  of  ascent, 
at  every  instant,  until  the  projectile  force  is  expended,  when  the  body 
oommenoes  to  descend,  and  passing  every  point  in  its  downward  path 
at  the  same  rate  as  in  its  upward  flight,  it  acquires  at  the  end  of  its 
fall  a  velocity  equal  to  that  with  which  it  was  projected. 

In  the  same  manner  when  a  body  is  projected  vertically  downwards 
its  path  is  the  same  as  that  of  a  body  falling  freely,  but  the  space 
traversed,  and  also  the  velocity,  are  resultants  of  the  sum  of  the  two 
forces.  These  are  simple  cases  under  the  laws  of  uniformly  accelerated 
or.  retarded  motion  already  considered  (32). 

If  the  direction  of  the  projectile  is  not  perpendicular,  then  the  path 
of  the  projectile  must  be  a  curve  (51). 

Thus,  if  a  cannon-ball  is  shot  in  the  direction  a  b  (fig.  51),  with  a  velocity 
which  would  carry  it  through  the  space  a  I  in  one  second,  then,  by  the  laws  ef 
inertia,  it  would  continue  in  this  line,  passing  through  equal  spaces  in  equal 
timee.  If  it  was  acted  upon  by  gravity  alone,  it  would  move  in  the  vertical 
•  e,  Ihrcugh  the  spaces  I'  II'  III'*  in  corresponding  seconds.    But,  while  it  is 
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projected  in  the  direction  a  b,  it  is  sabject  also  to  the  action  of  gravity,  and, 
like  any  other  body,  must  fall  through  the  51 

Tortieal  Bpa<;e  of  16jU  feet  during  the  Ist 
second ;  at  the  end  of  that  time,  therefore,  it 
will  be  found  at  e,  instead  of  at  L  In  the 
same  manner,  at  the  end  of  the  2d  and  3d 
seconds,  it  will  be  at  /  and  g,  instead  of  II 
and  III ;  and  at  the  end  of  four  seconds  the 
body  will  arrire  at  A,  the  result  by  the  paral- 
lelogram of  forces  being  exactly  the  same  as 
if  it  had  been  first  carried  by  the  projectile 
force  in  the  line  a  b  during  four  seconds,  and . 
then  allowed  to  fall  during  four  seconds  by 
the  action  of  gravity  over  bh  =  ac.  Since 
the  action  of  the  projectile  force  is  only  mo- 
mentary, while  the  effect  of  gravity  is  con- 
stantly increasing,  the  body  will  not  describe 
the  diagonals  of  the  parallelograms,  a  e,  a/, 
4o.,  but  a  curve,  which  in  mathematics  is 
Oalled  a  parabola,  indicated  by  the  dotted 
Une  connecting  a  e/g  and  h. 

By  a  similar  construction,  we  find  the  path 
of  a  body  projected  horizontally,  or  obliquely  downwards,  in  which  oases  th« 
projectile  will  describe  one-half  of  a  parabola.  In  every  case  the  path  of  Uie 
projectile  is  a  complete  or  partial  parabola,  whose  axis  is  in  the  direction  of 
gravity ;  and  its  vertical  distance  below  the  line  of  projection  at  any  given 
moment,  is  always  equal  to  the  space  it  would  have  fallen  freely  during  the  time 
since  it  was  projected. 

By  the  principle  of  parallelogram  of  velocities,  it  is  evident  that  in  the  time 
the  body  would  describe  the  curve  a  e/g  h,  it  would,  without  the  action  of 
gravity,  describe  the  lino  o  ft  =  r«,  v  being  the  velocity  of  projection,  and  ( the 
time  of  flight.  Let  a  be  the  angle  of  elevation  bah,  r'  the  vertical  velocity, 
and  »"  the  horizontal  velocity,  then  »'  =  »  sin.  a,  and  v"  =  v  cos.  a.  The  ver- 
tical velocity  would  evidently  be  spent  in  one-half  the  time  of  flight,  and  an 
equal  descending  velocity  would  be  acquired  at  the  time  of  striking  the  point  A, 

2o  sin.  a 

hence,  r'  =  «  sin.  a  =  igt,  and  t  = =  the  time  of  flight.    The  hori- 

!/ 

sontal  range  will  equal  the  horizontal  velocity  v"  multiplied  by  the  time  of 

2i;  sin.  a       2tf'  sin.  a  cos.  a       v'  sin.  2a 

flight  ±=  V  COS.  a  X  = = . 

9  9 

This  value  of  the  horizontal  range 

a  A  is  evidently  the  greatest  for  any 
value  of  V,  when  sin.  2a  =  1,  or  a  = 
45° ;  and,  for  elevations  equally  above 
and  below  45°,  the  horizontal  range 
^11  be  equally  diminished;  that i is, 
the  horizontal  range  will  be  the  same 
for  an  elevation  of  40°  as  for  50°,  and 
the  same  for  an  elevation  of  30°  as  for 
60°.     Fig.  52  RhowR  the  forna  of  the  curves  described  by  projectiles  at 
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angular  elevations  of  0^  15*»,  45**,  60*»,  and  90**  ( A  B.  A  C.  A  D,  A  E, 
AF).  The  dotted  lines  show  the  angles  of  projection,  and  the  smooth 
lines,  with  corresponding  letters,  show  the  paths  described  bj  the 
projectiles.  The  effect  upon  the  flight  of  projectiles  produced  bj 
resistance  of  the  air,  will  be  considered  hereafter. 

104.  The  ballistic  pendnlnm  is  an  instrument  employed  to  mea- 
sure the  Telocity  of  projectiles.  A 
heavy  mass  of  wood  and  iron,  shown 
at  b,  fig.  53,  is  suspended  at  C,  on  a 
shafi  three  or  four  yards  in  length 
oyer  a  graduated  arc  BED.  The 
ball,  fired  in  the  direction  N  N, 
strikes  the  ballistic  pendulum  at  A, 
and,  penetrating  the  heavy  mass, 
imparts  to  it  a  velocity  which  is 
determined  by  comparison  of  the 
arc  E  D  described  by  the  pendu- 
lum, and  the  time  in  which  the 
whole  mass  is  found  to  vibrate.  S 
is  supposed  to  be  the  centre  of 
gravity,  M  the  centre  of  oscillation, 
C  G  the  arm  of  impact,  and  M  H  the 
perpendicular  height  through  which  the  pendulum  rises.  From  these 
data  the  velocity  of  the  ball  at  the  moment  of  impact  can  be  calculated. 


Problems. — Falling  Bodies. 

17.  If  a  stone  is  dropped  into  a  well,  and  it  is  seen  to  strike  the  water  at  the 
end  of  3  seconds,  what  is  the  depth  of  the  well  ? 

18.  A  body  is  projected  upward  with  a  Telocity  which  will  carry  it  to  the 
height  of  64  feet  4  inches ;  after  how  long  a  time  will  it  be  descending  with 
half  the  original  velocity  ? 

19.  Find  the  Telocity  with  which  a  body  must  be  projected  upwards  from  the 
foot  of  a  tower,  so  as  to  meet  half  way  another  body  let  fall  at  the  same  time 
from  the  top  of  the  tower. 

20.  A  balloon  is  ascending  Tertically  with  a  giTcn  Telocity,  and  a  body  is  let 
foil  from  it,  which  reaches  the  ground  in  t  seconds :  find  the  height  of  the  balloon 
at  the  moment  of  the  body  leaTing  it. 

21.  A  body  is  obserred  to  fall  the  last  a  feet  of  its  descent  from  rest  in  I 
seconds :  find  the  height  f^m  which  it  fell. 

22.  A  body  has  fallen  through  the  distance  of  half  a  mile ;  what  was  the 
distance  described  in  the  last  second  ? 

23.  A  body  is  projected  upwards  with  a  Telocity  of  64|  feet  in  a  second ;  how 
far  will  it  ascend  before  it  begins  to  return  ? 

9» 
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24.  A  stone  dropped  from  a  bridge  strikes  the  water  in  2}  seconds ;  what  l§ 
the  height  of  the  bridge?  Also  if  the  stone  be  projected  downwards  with  a 
Telocity  of  3  feet  per  second,  in  what  time  will  it  strike  the  water  ? 

25.  A  stone  thrown  horizontally  from  the  summit  of  a  high  cliff  is  seen  to 
strike  the  ground  at  the  end  of  5  seconds ;  what  is  the  height  of  the  cliff  above 
the  point  where  the  stone  falls  ? 

26.  A  body  is  projected  vertically  upwards,  and  the  time  between  its  learing  a 
given  point  and  returning  to  it  again  is  given ;  find  the  velocity  of  projectioo 
and  the  whole  time  of  motion. 

27.  From  what  elevation  must  a  body  weighing  500  pounds  fall,  to  strik 
with  the  same  momentum  as  a  body  weighing  900  pounds  falling  from  an  eleva 
tion  of  64i  feet  ? 

Descent  of  Bodies  on  Inclined  Planes.* 

28.  What  time  will  be  required  for  a  body  to  descend  an  inclined  plane  who8« 
length  is  200  feet,  and  whose  elevation  is  64}  feet. 

20.  What  velocity  will  be  acquired  by  a  body  descending  a  plane  inclined  a1 
an  angle  of  30°,  the  perpendicular  height  being  145}  feet  ? 

30.  If  a  railway  train,  with  a  speed  of  30  miles  per  hour,  arrives  at  a 
descending  grade  of  60  feet  to  the  mile,  and  has  no  force  applied  to  check  its 
•peed,  what  will  be  its  velocity  after  running  3  miles  on  the  grade  ? 

31.  If  a  train,  moving  at  the  rate  of  25  miles  an  hour,  arrives  at  a  grade  of 
60  feet  per  mile,  2  miles  in  length,  and  no  more  steam  is  applied  than  before 
arriving  at  the  grade,  what  will  be  the  velocity  of  the  train  after  ascending  the 
grade? 

Central  Forces. 

32.  Find  the  force  with  which  a  body  weighing  8  lbs.  would  stretch  a  string, 
3  feet  long,  retaining  it  in  a  circle,  when  the  body  makes  3  revolutions  per 
second. 

33.  What  must  be  the  weight  of  a  body  revolving  7  times  per  second  in  a 
circle  10  feet  in  diameter,  in  order  that  t^e  centrifugal  force  of  the  revolving 
body  may  be  equivalent  to  a  weight  of  1000  lbs.  t 

34.  How  many  times  must  the  revolution  of  the  earth  be  increased  to  have 
the  weight  of  bodies  at  the  equator  diminished  one-hal^  calling  the  radius  of 
the  earth  4000  miles  ? 

35.  What  must  be  the  number  of  revolutions  per  second  of  a  body  weighing 
17  lbs.,  revolving  in  a  circle  whose  radius  is  5  feet,  that  its  centrifugal  force  may 
be  the  same  as  that  of  a  body  weighing  25  lbs.,  revolving  9  times  per  second  in 
a  circle  whose  radius  is  3  feet  ? 

Pendulum  and  Gravity. 

36.  What  is  the  time  of  vibration  at  Paris  of  a  simple  pendulum  whose  length 
^  is  3  metres  ? 

37.  What  is  the  force  of  gravity  in  a  deep  mine  where  the  length  of  the 
seconds  pendulum  is  found  to  be  38  inches  ? 

38.  What  is  the  time  of  vibration  of  a  simple  pendulum  30  inches  in  length, 
where  the  accelerating  force  of  gravity  is  32  feet  per  second? 

39.  What  is  the  time  of  vibration  of  a  simple  pendulum  at  Paris,  the  length 
of  the  pendulum  being  one  metre,  and  the  amplitude  of  vibration  being  a  =  9°  ? 

*  In  these  problems  the  retarding  force  of  friction  is  not  to  be  considered. 
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40.  WBat  is  the  accelerating  force  of  gravity  at  New  York  ?  at  Boston  ?  at 
New  OrleaxLS  ?  at  Cape;  Horn  ?  at  Stockholm  ? 

41.  If  the  force  of  gravity  at  the  earth's  surface  be  regarded  as  unity,  what 
will  be  the  force  of  gravity  at  a  distance  below  the  surface  equal  to  one-tenth 
part  of  the  earth's  radius? 

Flight  of  ProjeotUes.* 

42.  What  distance  will  a  ball  be  thrown  on  a  horizontal  plane,  if  it  is  fired 
from  a  cannon  with  a  velocity  700  feet  per  second  at  an  angular  elevation  of  33°  ? 

43.  What  is  the  greatest  distance  to  which  a  ball  can  be  thrown  on  a  hori- 
zontal plane,  if  it  leaves  the  mouth  of  the  eannon  with  a  velocity  of  1000  feet 
ner  second  ? 

44.  If  a  ban  leaves  the  cannon  at  an  elevation  of  Z0°,  with  a  velocity  of  800 
fbet  per  second,  in  what  time  will  it  strike  the  horizontal  plane  ? 

46.  At  what  angle  of  elevation  must  a  ball  be  fired  that,  with  an  initial  velo- 
city of  600  feet  per  second,  it  may  strike  a  horizontal  plane  at  a  distance  of  two 
miles? 

46.  If  a  ball  discharged  from  the  mouth  of  a  cannon,  at  an  elevation  of  35**, 
strikes  the  horixontal  plane  at  a  distance  of  three  miles,  what  was  its  original 
velocity  ? 


CHAPTER  IV. 

THEORY   OF   MACHINERY. 
i  1.  Machines. 

105.  Pzinoiple  of  ▼irtual  ▼elooities.— It  was  shown  in  J  46,  that 

when   a  body,   having  a  fixed  64 

point  of  sapport,  is  acted  on  by     ^  •  V^ 

two  parallel  forces  in  the  same    f^ .-- —  "" 

direction,  the  forces  will  be  in  ^.  ••"it^-C  '   |P 

'  •     *«        ***••.. 

equilibrium,  if  they  are  to  each     ^ "  ---.^^^ 

other  inyerselj  as  their  distances  '"""-'Jh 

from  the  supporting  point.    Thus  in  fig.  54,  if  an  inflexible  rud,  mij,- 
ported  at  C,  is  acted  on  by  two  forces,  W  and  P,  such  that 

W:P  =  CP:CW, 
then  they  will  be  in  eqailibrium.    But  as  in  every  proportion  the  pro- 
duct of  the  first  and  last  terms  is  equal  to  (he  product  of  the  second 
and  third ;  so  instead  of  saying  that  the  forces  are  inversely  as  their 
distances,  the  same  thing  is  expressed  by  W  ^s  C  W       P       G  P.   The 

*  In  these  problems  no  account  is  supposed  to  be  taken  of  the  resistance  of 
fth«  air. 
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prinoiple  may  be  otherwise  illustrated  thus : — ^Let  the  bar  W  P  be  made 
to  oscillate  geotly  about  the  point  of  support  G.  It  is  plain  that  the 
spaces  described  by  the  ends  of  the  bar  will  be  proportional  to  their 
distances  from  the  axis ;  for  the  angles  at  the  axis  being  equal,  the 
arcs  of  and  h  h  are  directly  proportional  to  their  radii  C  W  and  C  P. 
Hence 

W:P  =  6A:a/; 
That  is,  two  forces  are  in  equilibrium  when  they  are  to  each  other 
inversely  as  the  spaces  which  they  describe.  The  arcs  being  described 
in  the  same  time,  represent  the  velocities,  and  the  principle  is  usually 
thus  stated :  forces  in  equilibrium  must  be  io  each  other  inversely  as  their 
velocities.  The  products,  therefore,  of  the  forces  multiplied  by  their 
respective  velocities,  are  equal : 

WXaf=FXbh. 
These  products  are  called  the  moments  of  the  forces,  and  when  these 
momenta  are  equal  the  forces  are  in  equilibrium.  If  the  movement  is 
doubled,  halved,  or  nused  in  any  proportion,  the  efficacy  of  the  force  is 
similarly  varied.  Any  arrangement  by  which  two  forces  are  brought 
into  this  relation  to  each  other,  constitutes  a  machine. 

106.  Machine.  Power,  ViTeight. — In  extension  of  the  statement 
last  made,  a  machine  is  any  arrangement  of  parts  in  an  apparatus,  by 
which  force  may  be  transmitted  from  one  point  to  another,  usually  with 
some  modification  of  its  intensity  or  direction,  and  with  reference  to  the 
performance  of  mechaniccU  vtork. 

The  moving  force  in  a  machine  is  called  the  power;  the  place  where 
it  is  applied  is  the  point  of  application  ;  and  the  line  in  which  this  point 
tends  to  move  is  the  direction  of  the  power.  The  resistance  to  be  over- 
come is  called  the  weighty  and  the  part  of  the  machine  immediately 
applied  to  the  resistance  is  the  working  point. 

The  moving  powers  and  the  resistances  in  mechanics  are  both 
extremely  various;  but  of  whatever  kind  they  may  be,  they  can 
always  be  expressed  by  equivalent  weights,  t.  e.,  such  as  being  applied 
to  the  machine  would  produce  the  same  effects. 

107.  Eqailibrinm  of  machines. — When  the  power  and  weight  are 
equal,  the  machine  is  in  equilibrium,  and  it  may  be  at  rest,  or,  as  is 
usually  the  case,  in  a  state  of  uniform  motion.  If  a  machine  in  this 
case  is  put  into  uniform  motion,  it  must,  by  force  of  inertia,  continue 
to  move  indefinitely  ;  for  the  power  and  weight  being  equal,  neither  of 
tliese  forces  can  stop  or  modify  the  motion,  without  some  extraneous 
force,  which  is  contrary  to  the  supposition. 

Thus,  if  an  engine  draws  a  railway  tr^in  with  uniform  velocity,  the  power 
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of  the  engine  is  in  eqnilibriam  with  the  reeistance  of  the  train.  At  starting 
the  power  is  greater  Uian  the  resistance,  and  the  motion  of  the  train  is  conse 
qaeoUy  accelerated,  until  the  resistance  becomes  equal  to  the  power,  when 
equilibrium  is  again  established.  If  any  part  of  the  power  is  now  withdrawn, 
the  power  becomes  less  than  the  resistance,  and  the  motion  is  consequently 
retarded  until  the  train  is  brought  to  rest. 

The  mechanical  energy,  or  moYing  force  of  the  power,  is  found  by 
ninltiplying  its  equivalent  weight  by  the  space  through  which  it  moves, 
or  \ia  velocity ;  and  the  value  of  the  resistance  is  estimated  in  the  same 
manner.  As  we  have  just  seen,  the  relation  between  these  moments 
determines  the  state  of  the  machine. 

108.  XTtility  of  machines. — It  is  sometimes  sdd,  in  illnstration  of 
the  usefulness  of  machines,  that  a  great  weight  may  be  supported  or 
raised  by  an  insignificant  power;  but  such  statements,  if  literally 
understood,  are  obviously  untrue.  No  machine,  however  ingenious  its 
constniction,  can  create  any  force,  and  therefore  the  working  point  can 
exert  no  more  force  than  is  transmitted  to  it  from  the  source  of  power. 
Every  machine  has  certain  fixed  points,  which  are  arranged  to  support 
any  required  part  of  the  weight,  while  the  remainder  of  the  weight, 
and  that  part  only,  is  directly  sustained  by  the  power.  This  remainder 
cannot  be  greater  than  the  power. 

109.  Relatfon  of  power  to  weight. — ^But  if  the  weight  is  not  only 
supported,  but  raised  through  a  given  space,  then  the  power  must  move 
through  a  space  as  much  greater  than  the  weight  moves  through,  as  the 
weight  itself  is  ^eater  than  the  power ;  in  other  words,  the  power  and 
weight  must  be  inversely  as  their  velocities.  This  inverse  proportion 
is  expressed  when  it  is  said,  that  power  is  always  gained  at  the  expense 
of  time. 

To  raise  1000  lbs.  to  a  height  of  one  foot  by  a  single  effort,  would  require  a 
force  equivalent  to  1000  lbs. ;  but  the  same  thing  may  be  accomplished  by  a 
power  of  1  lb.  acting  for  1000  times  successively,  through  a  apace  of  one  foot. 
If  a  man  by  exerting  his  entire  strength  could  lift  200  lbs.  to  a  certain  height, 
in  one  minute,  no  machine  whatever  can  enable  him  to  lift  2000  lbs.  to  the  same 
height  in  the  same  time.  He  may  divide  the  weight  into  ten  parts,  and  lift  each 
part  separately ;  or  by  the  interrention  of  a  machine  he  may  raise  the  whole 
mass  together,  requiring,  however,  ten  minutes  for  the  task. 

On  the  other  hand,  it  is  often  the  object  of  a  machine  to  move  a  small 
resistance  by  a  great  power. 

In  a  watch,  the  moving  force  of  the  mainspring  is  very  much  greater  than 
the  resistance  of  the  hands,  revolving  about  the  dial.  In  a  locomotive  ongino, 
each  full  stroke  of  the  piston  moves  the  train  through  a  space  equal  to  the 
eirenmference  of  the  driving  wheel ;  if  the  length  of  stroke  is  cue  foot,'  and  the 
cireumference  of  the  wheel  12  feet,  then  the  velocity  of  the  piston  will  be  to  the 
velocity  of  the  train,  as  2  to  12;  consequently  the  power  acting  on  the  piston  is 
greaiAT  than  the  resistance  of  the  train,  in  the  proportion  of  12  to  2. 
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110.  Adaptation  of  the  power  to  the  weight  in  maohinery.-— 

The  use  of  machines  is  to  adapt  the  power  to  the  weight.  If  the  inten- 
tfity,  direction,  and  velocity  of  the  power,  were  the  same  as  the  intensity 
and  direction  of  the  resistance,  and  the  Telocity  required  to  he  given  to 
it,  then  the  power  might  be  directly  applied  to  the  resistance,  without 
the  intervention  of  a  machine.  But  if  a  small  power  is  required  to 
move  a  great  resistance;  or,  if  a  power  acting  in  one  direction,  is 
required  to  impart  motion  in  another ;  or,  to  impart  a  velocity  greater 
or  less  than  its  own,  then  it  is  necessary  to  employ  a  machine  which 
wiU  modify  the  effect  of  the  power  in  the  required  manner.  Besides 
these,  the  motion  of  the  power  may  differ  from  the  motion  ^required  in 
the  resistance  in  a  great  variety  of  ways. 

The  power  may  have  a  reciprooating  motion,  as  in  the  locomotive  engine,  and 
be  required  to  produce  a  continuouB  motion  in  a  straight  line,  as  in  moving  a 
train  upon  a  railway.  Or,  the  power  may  have  a  rectilinear  motion,  as  a  stream, 
and  be  employed  to  produce  the  circular  motion  of  the  stones  in  a  grist-mill,  or 
the  reciprocating  motion  of  a  saw,  in  a  saw-milL 

In  every  class  of  machines,  the  relations  existing  between  the  power 
and  the  resistance,  depend  solely  on  the  construction  of  the  machine ; 
but  even  a  general  account  of  the  ingenious  contrivances  by  which  the 
moving  force  is  regulated,  modified,  and  adapted  to  the  jarying  condi- 
tions and  requirements  of  the  resistance,  would  lead  us  far  beyond  the 
limits  and  design  of  this  work. 

111.  Vis  viva,  or  living  force,  is  the  power  of  a  moving  body  to 
overcome  resistance,  or  the  measure  of  work  which  con  be  performed 
before  the  body  is  brought  to  a  state  of  rest.  The  vis  viva  of  a 
body  is  represented  by  MV^,  or  the  mass  of  the  body  multiplied  by  the 
square  of  its  velocity. 

When  a  body  is  projected  vertically  upwards,  the  height  to  which  it 
will  ascend  is  proportional  to  the  square  of  its  velocity.  If  FT  represent 
the  weight  of  the  body,  and  h  the  height  to  which  it  is  elevated  by  a 
given  impulse,  the  amount  of  work  performed  will  be  represented  by 

F*  ' 

Wht  but  W^^  Mg  and  h  =  n~f  substituting  these  values  of  fTand  h, 
ig 

we  have  the  work  performed  =  \  ITF^,  Hence  the  work  which  can  be 
performed  by  the  accumulated  power  of  a  moving  body  is  equal  to  one- 
half  the  mass  multiplied  by  the  square  of  the  velocity. 

Take  the  case  of  a  pile-driver,  in  which  a  heavy  mass  of  iron  is  ele- 
vated to  a  height  of  30  or  40  feet,  and  is  then  suddenly  allowed  to  fall ; 
the  resistance  overcome  in  raising  the  driver  is  exactly  proportional  to 
the  elevation  to  which  it  is  raised,  and  the  acoomulated  power  of  the 
stroke  inoreases  in  the  same  ratio;  hence  it  is  evident  that  the  vis 
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TiTft,  or  power  of  overcoming  resistance,  must  be  truly  represented  by 
JfF*. 

Again,  in  the  case  of  a  railway  train  moving  with  a  velocity  V,  the  great- 
est velocity  attainable  by  a  given  power  of  steam  ;  let  v  be  the  accelera- 
tion of  velocity  imparted  to  the  train  by  the  locomotive  during  the  first 
second  of  its  action,  and  if  the  mass  of  the  moving  train,  including  the 
locomotive.  K  the  movement  of  the  train  were  not  retarded  by  friction, 
or  some  other  opposing  force,  we  should  have  F=:  vi,  or  the  velocity,  V, 
would  go  on  constantly  increasing ;  but  such  we  know  is  not  the  case, 
for  the  train  soon  attains  a  maximum  velocity,  when  the  entire  force 
of  the  locomotive  is  every  instant  expended  in  overcoming  friction,  and 
the  train  moves  on  with  a  momentum  expressed  by  MV,  but  its  vis  viva 
is  expressed  by  JlfF*.  If  the  force  of  steam  were  suddenly  discon- 
tinuedf  the  power  of  the  moving  train  to  ascend  a  grade,  to  overcome 
any  obstacle,  or  to  deal  destruction  to  itself,  or  to  any  object  with 
which  it  comes  in  collision,  would  still  be  proportional  to  vis  viva  or 
MV*.  Now  suppose  the  velocity  of  the  train  to  be  doubled,  so  that 
F'  =  2  F.  It  is  evident  that  in  any  given  interval  of  time  the  train 
will  pass  over  twice  as  many  points  of  resistance  as  before,  and  as  it 
passes  each  point  at  twice  the  previous  velocity,  it  will  encounter  at 
every  point  twice  as  much  resistance  to  motion  as  before.  Hence  to 
impart  to  the  train  a  double  velocity,  a  fourfold  force  is  required ;  and 
the  power  of  the  train  to  overcome  resistance  will  be  proportional  to 
its  vis  viva,  JfF".  This  will  be  the  true  measure  of  the  force  which 
has  imparted  the  velocity  F^,  and  which  is  now  constantly  expended 
in  overcoming  the  resistance  encountered  by  the  moving  train.  The 
same  principles  determine  the  power  expended,  or  work  actually  per- 
formed (resistance  included),  by  any  kind  of  machinery. 

It  may  be  necessary  to  explain  more  fully  the  distinction  between 
momentum  and  vis  viva,  so  that  it  may  be  readily  understood  when  the 
one  or  the  other  is  to  be  taken  as  the  measure  of  force. 

Momentum,  JTF,  expresses  the  relation  of  force  to  inertia,  or  the 
amount  of  motion  in  a  moving  body.  Vis  viva,  MV*,  is  the  measure 
of  twice  the  amount  of  work  which  a  moving  body  can  perform  before 
it  is  brought  to  rest.  Vis  viva  is  the  measure  of  force  required  to 
maintain  a  constant  motion,  MV,  against  the  resistance  caused  by  the 
positive  properties  of  bodies,  as  attraction,  cohesion,  repulsion.  Momen- 
tum ia  the  measure  of  the  force  i^equired,  without  regard  to  time,  to  set 
a  body  in  motion  with  a  velocity  F,  when  no  other  body  interferes  with 
its  motion,  as  in  the  case  of  a  body  falling  freely  in  a  vacuum.  Id  the 
case  of  the  railway  train,  the  mass  of  the  train  multiplied  by  its  velo- 
city is  the  measure  of  use/id  work  performed  in  a  unit  of  time,  but  it 


80  PHYSICS   OF   SOLIDS   AND   FLUIDS. 

is  not  the  measure  of  resistance  oTeroome,  or  actual  work  performed, 
or  of  the  force  which  has  been  expended  in  performing  that  work.  The 
latter  is  measured  by  one-half  the  vis  viva,  or  i  MV\ 

lUllBtrationB  of  vis  viva. — Suppose  a  battering-ram  weighing  4000  lbs. 
to  be  impelled  with  a  velocity  of  30  feet  per  second,  its  vis  viva,  i/F'=  4000  x 
30  X  SO  =  3,600,000 ;  yet  a  cannon  ball  weighing  64  lbs.,  flying  with  a  velocity 
of  1000  feet  per  second,  will  have  a  power  of  dealing  destruction  more  than 
seventeen  times  as  great,  for  its  vi«  viva  equals  64,000,000.  Calculations  of  this 
sort  explain  the  origin  of  the  terribly  destructive  power  of  the  engines  of 
modem  warfare. 

A  railway  train  moving  50  miles  an  hour  will  possess  more  than  six  times 
the  vis  viva  that  it  would  have  when  going  twenty  miles  an  hour ;  and,  there- 
fore, it  will  possess  more  than  six  times  the  power  of  dealing  destruction,  either 
to  itself  or  to  an  obstacle,  at  the  former  than  at  the  latter  rate-  Thus  the  well 
known  relation  between  speed  and  amount  of  damage,  in  ease  of  accident,  is 
readily  accounted  for,  as  also  the  enormous  comparative  cost  of  ftiel,  and  wear 
and  tear  of  trains  of  high  speed. 

Tha  destructive  power  of  hurricanes,  which  move  from  60  to  100  miles  an 
hour,  is  readily  understood  when  we  know  that  the  power  of  dealing  destruction 
increases  in  proportion  to  the  square  of  the  velocity. 

112.  Impact  and  ita  reaolta. — When  a  body  in  motion  encounters 
another,  the  velocity  and  momentum  of  both  undergo  certain  changes, 
which  depend  on  the  elasticity  of  the  bodies,  and  other  physical  circum- 
stances. 

Impact  considered  "with,  reference  to  momentum. — a — When 
a  body  in  motion  strikes  another  at  rest,  it  can  continue  to  move 
only  by  pushing  this  body  before  it,  and  it  roust  impart  so  much 
momentum  that,  after  impact,  both  may  move  with  a  common  velo- 
city. If  the  masses  of  the  two  bodies  are  equal,  it  is  evident  that, 
after  impact,  the  momentum  will  be  equally  divided  between  them,  and 
their  velocity  will  be  one-half  of  the  velocity  of  the  moving  body 
before  collision.  If  the  mass  at  rest  is  double  the  mass  in  motion,  the 
common  velocity  will  be  one-third ;  and  generally,  when  a  moving  body 
communicates  motion  to  a  body  at  rest,  the  velocity  of  the  two  united 
will  be  to  that  of  the  moving  body  as  the  mass  of  the  latter  is  to  the 
sum  of  the  masses  of  both. 

If  a  musket  ball,  whose  weight  is  J.  lb.,  and  its  velocity  1300  feet  a  second, 
strikes  a  suspended  cannon  ball  weighing  48  lbs.,  it  will  put  it  in  motion,  and 
their  common  velocity  will  be  to  that  of  the  bullet  as  ^1^  is  to  48  -}-  ^f  or  as  I 
is  ii}  961 ;  the  velocity  of  the  two  is  therefore  ^J^-^t  or  about  1^  feet  a  second. 

b — Bodies  moving  in  the  same  direction  may  impinge,  if  their  velo- 
cities are  different.  If  an  inelastic  body  overtakes  another,  the  first 
will  accelerate  the  second,  and  the  second  will  retard  the  first,  until 
they  have  acquired  a  common  velocity,  when  tlrey  will  move  on  togethi»i> 
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Since  the  bodies  move  in  the  same  direction,  there  can  be  no  increase 
or  diminution  of  the  total  momentum  by  impact,  but  only  a  re-distri- 
bntion.  If  they  are  equal  in  mass,  their  velocity,  after  impact,  will  b< 
half  the  sum  of  their  previous  velocities. 

If  before  impact,  A  had  a  velocity  of  6,  and  B  a  velocity  of  4,  then  theii 
oommon  velocity  wUl  be  5. 

The  two  bodies  may  have  unequal  masses  as  well  as  velocities. 

If  the  masa  of  J,  is  8,  and  its  velocity  17,  its  momentum  wUl  be  136.  If  B 
has  a  masa  of  6,  and  velocity  of  10,  its  momentam  will  be  60.  The  sum  196 
is  the  total  momentum  of  the  united  masses  after  impact;  and  this  sum 
divided  by  the  sum  of  the  masses  gires  14,  the  common  velocity. 

c — If  two  equal  bodies,  moving  with  equal  velocities  in  opposite 
directions,  impinge  on  each  other,  their  moments  being  equal,  will  be 
mutually  destroyed,  and  the  bodies  will  remain  at  rest.  The  force  of 
the  shock,  in  this  case,  is  equal  to  that  which  either  would  sustain,  if, 
while  at  rest,  it  were  struck  by  the  other  with  a  double  velocity.  If 
the  moments  of  the  bodies  are  unequal,  then,  after  impact,  thoy  will 
move  together  in  the  direction  of  the  greater,  and  their  joint  momentum 
will  be  equal  to  the  difference  of  their  previous  moments,  and  their 
velocity  will  be  found  by  dividing  that  difference  by  the  sum  of  the 
masses. 

d — ^These  laws  may  be  shovrn  experimentally  by  suspending  two  balls 
at  the  centre  of  a  graduated  arc,  and  producing  impact  according  to 
the  conditions  described. 

If  two  bodies  moving  in  different  lines  impinge  on  each  other,  then, 
after  contact,  they  will  move  together  in  the  diagonal  of  that  parallelo- 
gram whose  sides  represent  their  previous  moments  and  directions. 

From  these  principles  it  follows  that,  if  two  inelastic  bodies,  if  and  iV,  moring 
in  the  same  direction,  with  velocities  F  and  F',  come  in  contact,  their  common 

velooity  after  impact  will  be  expressed  by  the  formula  V*  =  —  . 

Jot  +  iV 

When  the  bodies  move  in  opposite  directions,  the  velocity  of  the  body  having 
the  greater  momentum  is  to  be  taken  as  positive,  and  the  other  negative ;  the 
resultant  Telocity  will  be  in  the  direction  of  the  body  which  previously  had  the 
greater  momentum. 

Impact  considered  with  reference  to  vis  viva. — ^When  a  body 
ID  mo^n  strikes  another  body  at  rest,  which  is  free  to  move,  the  two 

bodies  have  a  common  velocity,  Y'^  :=  -^         .    The  vis  viva  after  im- 

pact  will  be  expressed  by  (Jif  -|-  JV)   F'^'  =  M-^  N     ^**PP^*®  ***® 

second  body  ^  to  be  a  certain  number  of  times,  (represented  by  a,) 
10 
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greater  than  the  first  body  M^  then  N=aM,    The  vis  yiva  of  the  com- 

M*v*       M^r*       Mr* 

bined  mass  after  impact  will  then  become  ,,  ,   ^y=  --...■   . — r  =  ; — ; — . 

Ji-|-iv      M(l-{-a)      1 -|- « 

Hence : — 

When  a  moving  body  strikes  a  body  at  restf  and  the  two  move  on  together^ 
(he  vis  viva  of  the  combined  mass  is  as  many  times  less  than  the  vis  viva 
of  the  first  body  before  impact  as  the  combined  mass  is  greater  than  the 
first. 

This  principle  shows  how  a  man  may  reoeiye  the  most  violent  strokes  of  a 
sledge-hammer,  upon  an  anvil  laid  upon  his  ohest»  without  the  slightest  injury, 
when,  if  only  a  light  board  were  interposed  between  his  person  and  the  descend- 
ing hammer,  the  stroke  would  be  instantly  fatal  to  life.  The  interposition  of 
any  heavy  body  wards  off  the  force  of  a  blow  on  the  same  principles. 

Freaanre  produced  by  Impact. — ^Beaufoy  determined  that  a  body 
of  1  lb.  weight,  with  a  velocity  of  1  foot  in  a  second,  strikes  with  a  pres- 
sure equal  to  0*5003  lb.  To  find  the  pressure  produced  by  the  impact 
of  any  projectile,  we  have  the  general  formula, 
Pressure  =  05003  MV*, 
If  the  body  descends  vertically,  the  weight  of  the  body  itself  must  of 
course  be  added  to  the  direct  effects  of  impact. 

Deatmctive  efifeota  of  impact. — ^The  motion  communicated  to  very 
large  or  immovable  bodies,  by  an  impact  of  small  ones,  is  not  lo6t» 
but  becomes  insensible  from  its  enormous  diffusion.  Motion  can  be 
destroyed  only  by  motion ;  friction  and  resistance  disperse,  but  do  not 
destroy  it.  An  impact  can  act  directly  upon  only  a  few  of  the  mole- 
cules of  the  body  to  which  it  imparts  motion. 

The  power  which  projects  a  bullet  acts  on  only  one-half  its  surface. 

The  motion  must,  therefore,  be  diffused  from  the  parts,  struck  to  all 
the  other  parts  of  the  body,  before  it  can  begin  to  move ;  and  this  dif- 
fusion requires  timCf  which  may  be  short  indeed,  but  is  not  infinitely 
so.  It  happens,  therefore,  that  a  movable  body,  if  struck  by  another 
moving  with  great  velocity,  may  be  penetrated  or  broken  at  the  point 
of  impact,  without  being  itself  put  in  motion.  The  part  of  the  body 
which  receives  the  blow  is  set  in  motion  with  such  velocity  that  its  par- 
ticles are  rent  asunder  before  motion  can  be  communicated  to  the  mass 
of  the  body.  Such  effects  appear  incredible  to  persons  unacquainted 
with  the  inertia  of  matter  and  its  consequences. 

A  rifle  ball  may  be  fired  through  a  pane  of  glass  suspended  by  a  thread, 
without  shattering  the  glass,  or  even  causing  it  to  vibrate.  A  door  half  open 
may  be  perforated  by  a  cannon  ball  without  being  shut  by  it.  A  soft  missile, 
like  tallow,  or  a  light  one,  like  a  feather,  will  act  with  the  force  of  lead,  if  sulfi. 
oient  velocity  is  given  to  it.     Firing  a  tallow  candle  through  a  board  is  a  well- 
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known  feat  of  showmen.  In  ricochet  firing,  a  cannon  ball,  shot  at  an  elevation 
of  ftom  3^  to  6°y  rebounds  from  the  surface  of  water,  just  as  every  boy  has 
made  flat  stones  skip  from  point  to  point  on  its  surface. 

2  2.  Mechanloal  Powers. 

113.  The  lever. — ^A  lever  is  any  inflexible  rod,  fig.  55,  resting  on  a 
point,  F,  called  the  yu^crum,  and  around  which  any  two  forces  tend  to 
tarn  it.  Levers  may  be  either  straight,  or  bent ;  simple,  or  compound. 
It  is  usoal  to  divide  levers  into  three  classes,  according  to  the  position 
of  the  fulcrum  in  relation  to  the  power  and  weight. 

55  56 


n^ 


V 


I  01 


Fig.  55  is  a  lever  of  the  first  class,  where  the  fulcrum  is  between  the 
power  and  the  weight.  In  the  second  class,  fig.  56,  the  weight  is  be- 
tween the  fulcrum  and  the  power.  In  57 
the  third  doss,  fig.  57,  the  power  is  i 
applied  between   the  fulcrum   and  the^ 

The  arms  of  a  lever  are  the  lines  on 
each  side  of  the  fulcrum,  at  right  angles 
to  the  direction  of  the  power  and  weight. 
In  the  three  figures  just  given,  the  leyers  being  horixontal  and  the 
forces  vertical,  the  arms  of  the  lever  58 

are  evidently,  in  each  case,  the  por-  B 

tions  into  which  it  is  divided.    If,  ^*'''  \ 

however,  the  lever  is  bent  or  is  in-  ,*''*'  \ 

olined  to  the  direction  of  either,  or  F^''''  \ 

both,  of  the  forces,  then  the  arms  are 
the  perpendiculars  between  the  ful- 
crum and  directions  of  the  forces. 
Thus  in  fig.  58  the  power  acting  in 
the  direction  B  P,  the  moment  of  the  power  is  not  ezpressei  by 
F  X  A  F,  but  by  P  X  B  F.  The  distance  from  the  fulcrum  is  called 
ihe  Ucerctffe. 
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114.  ConditionB  of  eqniUbrinm  in  the  lever.—- These  conditiora 
are:  Ist,  The  lines  of  direction  of  the  two  forces  piust  be  in  the  same 
plane  with  the  fulcrum ;  2d,  The  two  forces  must  tend  to  turn  the  lever 
in  opposite  directions ;  3d,  Whatever  may  be  the  class  of  the  lever  the 
weight  and  power  will  be  in  equilibrium  when  they  are  inversely  as 
their  distances  from  the  fulcrum.  Thus  in  either  of  the  three  figures 
above 

P:W  =  FW:FP    or    PxFP  =  WXFW. 

Consequently  the  moment  of  the  power,  or  its  tendency  to  turn  the 
lever  will  be  augmented,  either  by  increasing  the  power  itself  or  its 
distance  from  the  fulcrum. 

The  pressure  on  the  fulcrum,  when  the  power  and  weight  are  in 
equilibrium,  is  found  by  applying  the  principle  of  the  composition  of 
forces  (46).  In  a  lever  of  the  first  class,  the  resultant  of  the  power 
and  weight  is  a  single  force,  equal  to  their  sum,  and  passing  through 
the  fulcrum ;  consequently,  the  pressure  will  be  equal  to  the  sum  of  the 
power  and  weight.  In  a  lever  of  the  second  or  third  class  the  resultant 
is  equal  to  the  difference  of  the  power  and  the  weight. 

Compound  levexB. — When  a  small  force  is  required  to  sustain  a 
considerable  weight,  and  it  is  not  convenient  to  use  a  very  long  lever,  a 
combination  of  levers,  or  a  compound  lever  is  employed.  When  such 
a  system  is  in  equilibrium,  the  power,  multiplied  by  the  continued  pro- 
duct of  the  alternate  arms  of  the  levers,  commencing  from  the  power, 
is  equal  to  the  weight  multiplied  by  the  continued  product  of  the  alteiv 
nate  arms,  commencing  from  the  weight.  For  example,  the  system 
represented  in  fig.  59,  consisting  of  three  levers  of  the  first  class,  will  be 

59 
A B.  'y     .C i) 

in  equilibriuni  when 

P  X  A  FX  B  F^  X  C  F^'  =  W  X  D  F^^  X  C  F^ XB  F. 

If  the  long  arms  are  6,  4,  and  5  feet,  and  each  of  the  short  arms  1  foot» 
then  1  lb.  at  A  will  sustain  120  lbs.  at  D ;  but  if  a  simple  lever  had 
been  used,  the  long  arm  being  increased  simply  by  adding  these  quanti- 
ties, we  should  have  gained  a  power  of  only  6  +  4-f-5  =  15tol. 

115.  Application  of  the  lever. — Machines  and  utensils  in  daily 
nse  offer  us  familiar  examples  of  the  three  classes  of  levers. 
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Of  ^bejirst  daas  we  name  the  crowbar  and  poker,  when  aaed  to  raise 
the  load  on  their  points.    Scis-  60 

•ors,  snuffers,  and  pincers  are 
pairs  of  levers  of  this  class, 
the  point  G,  fig.  60,  which  con- 
nects them  being  the  fulcrum. 
The  power  is  applied  at  the 
bandies,  and  the  resistance  is  the  object  between  the  blades. 

Another  example  of  the  bent  lever  ib  seen  in  the  ordinary  tmok,  fig.  61,  naed 
for  moving  heavy  goods  a  short  distance.  In  this  machine,  the  axis  of  the 
wheels,  F,  is  the  folcmm,  against  which  the  foot  is  placed,  while  the  weight  at  R 
is  raised  off  the  ground  by  the  hand,  applied  at  P. 

61 


Tlia  scale  beam,  or  balance,  is  one  of  the  most  useful  applications  of 
the  first  class  of  levers.  The  beam  is  a  lever  poised  at  its  centre  on  a 
knife-edge  of  steel,  a,  fig.  62.  From  its  ends  A  B  are  suspended  the 
scale  pans  0  £.  The  centre  of  gravity,  m,  is  placed  below  the  fulcrum, 
a,  to  secure  a  horizontal  position  of  the  beam  when  in  equilibrium.  If 
it  coincided  with  the  fulcrum  the  balance  would  rest  equally  well  in  all 
positions,  and  if  it  were  above  the  fulcrum  the  beam  would  be  upset  by 
a  slight  disturbauce. 

The  steelyard  is  a  lever  of  the 
first  class,  with  unequal  arms.  The 
mass,  Q,  to  be  weighed,  is  attached 
to  the  short  arm.  A,  fig.  63,  and  it 
is  counterpoised  by  a  constant 
weight,  G,  shifted  upon  the  longer 
arm,  marked  with  notches  to  indi- 
cate pounds  and  ounces,  until  equi- 
librium is  obtained.  It  is  evident 
that  a  pound  weight  at  G  will 
balance  as  many  pounds  at  Q  as  the  distance  G  C  is  greater  than  A  C. 
10* 
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Leoera  of  the  second  eUun  oocur  less  freqaentlj.  A  pair  of  nut- 
crackers,  with  the  fulcram  at  the  64 

joint  G,  fig.  64,  is  a  double  lever 
of  this  class.  An  oar  is  another 
example;  the  water  is  the  ful- 
crum, the  boat  is  the  weight,  and 
the  hand  the  power.  A  door  moving  on  its  hinges,  and  a  wheelbarrow, 
aVe  other  examples  of  levers  of  the  second  class. 

in  levers  of  the  third  class,  the  power  being  nearer  the  fulcrum,  is 
always  greater  than  the  weight    On  account  65 

of  this  mechanical  disadvantage,  it  is  used 
only  when  considerable  velocity  is  required, 
or  the  resistance  is  small.  Fig.  65  represents 
such  a  lever,  W  F,  moving  on  a  hinge  as  a  ful- 
crum ;  it  is  plain  that  the  power  P  moves 
through  a  small  arc,  and  the  weight  through  a 
large  one,  and  since  they  are  described  in  the 
same  time,  the  velocity  of  the  power  is  less 
than  that  of  the  weight. 

The  common  fire-tongs,  sngar-tongfl,  and  sheep-shears,  are  doable  levers  of 
this  class.  The  most  striking  illnstrations  of  this  class  of  levers  are  seen  in  the 
animal  kingdom.  The  compact  form  and  beautiftil  symmetry  of  animals  depend 
on  the  fact  that  their  limbs  are  M 

such  lerers.  The  socket  of  the 
bone,  a,  fig.  66,  is  the  fulcrum ; 
a  strong  muscle,  b  e,  attached  - 
near  the  socket  is  the  power, 
and  the  weight  of  the  limb  and 
whatever  resistance  to  may  op- 
pose to  motion,  is  the  weight. 
The  fore-arm  and  hand  are 
raised  through  a  space  of  one 
foot,  by  the  contraction  of  a 
muscle  applied  near  the  elbow, 
moving  through  less  than  J^  that  space.  The  muscle,  therefore,  exerts  12  times 
the  force  with  which  the  hand  moves.  The  muscular  system  is  the  exact  in- 
version of  the  system  of  rigging  a  ship.  The  yards  are  moved  through  small 
spaces  with  great  force,  by  hauling  in  a  great  length  of  rope  with  small  force ; 
but  the  limbs  are  moved  through  great  spaces  with  comparatively  little  force, 
by  the  contraction  of  muscles  through  small  spaces  with  very  great  force. 

Ezamples  of  compound  levexB  are  familiar  in  the  various  platform 
scales,  such  as  Fairbanks'  and  others.  However  various  in  form,  they 
all  depend  upon  the  principles  already  explained. 

The  principle  of  the  construction  of  the  vm'ghi  tg  maeAmc  is  illustrated  in 
fig.  67.    It  consists  of  a  wooden  platform,  placed  over  a  pit  made  in  a  loca- 


THEORY  OF   MACHINERY. 


87 


67 


Uoik  conTonient  for  diiTing  heary  lo&d«  upon  it,  and  is  so  arranged  as  to  move 
freely  ap  and  down  without  tonehing  the  walls  of  the  pit.  The  platform  rest« 
upon  four  levers,  A  F,  B  F,  C  F,  and  D  F,  all  converging  toward  the  centre  F, 
and  each  moving  on  a  fulcrnm  at  A,  B,  C,  D,  securely  fixed  in  eaoh  comer  of 
the  pit.  The  platform  rests 
en  ita  feet,  a'  e'  d',  which 
rest  on  steel  points,  abed. 
The  four  levers  are  sup- 
ported at  the  point  F,  un- 
der the  centre  of  the  plat-* 
form,  by  a  long  lever,  G  E, 
resting  on  a  steel  fulcrum 
at  E,  while  it«  longer  arm 
at  O  is  connected  with  a 
rod,  which  is  carried  up 
and  attached  to  the  shorter 
arm  of  the  steelyard,  and 
is  counterpoised  by  the 
weight  P|  whieh,  by  its 
position  on  the  longer  arm, 
indicates  atonce  the  weight 
of  the  load  placed  upon 
ihe  platform. 

As  the  foar  levers  A,  B,  G,  D,  are  perfectly  equal  and  similar,  and  all  act 
upon  the  same  fulcrum  F,  the  effect  of  the  weight  placed  upon  any  part  of  the 
platform  in  the  same  as  if  it  were  concentrated  at  either  of  the  points  a,  6,  e,  d. 

In  order  therefore  to  ascertain  the  conditions  of  equilibrium,  we  need  only 
consider  one  of  these  levers,  as  A  F.  Suppose  the  distance  from  A  to  F  to  be 
10  times  as  great  as  from  A  to  a,  a  force  of  1  lb.  at  F  would  balance  10  lbs.  at  a, 
or  on  any  part  of  the  platform.  So,  also,  if  the  distance  from  E  to  G  be  10 
times  greater  than  the  distance  from  the  fulcrum  £  to  F,  a  force  of  1  lb.,  ap- 
plied so  as  to  raise  up  the  end  of  the  lever  G,  would  counterpoise  a  weight  of 
10  lbs.  on  F,  therefore,  1  lb.  tending  to  raise  G,  would  balance  100  lbs.  on  the 
platform.  If  the  poise,  P,  is  placed  5  times  as  far  from  the  fulcrnm  of  the  steel- 
jard  as  the  attachment  of  the  rod  eonnected  with  G,  then  2  lbs.  at  P  will  balance 
10  lbs.  at  G,  or  100  lbs.  at  F,  or  1000  lbs.  on  the  platform.  If  the  weight  of  P 
and  the  graduation  of  the  steelyard  are  arranged  on  these  principles,  the  weight 
of  the  heaviest  loads  on  the  platform  may  be  determined  with  great  facility. 

Weigh-loeks  on  cuials,  and  many  other  applications  of  the  compound  lover, 
are  arranged  on  the  same  principles. 

Roberval^B  coanter  platform  balance. — The  exterior  appearance 
of  this  balance  is  shown  in  fig.  68,  and  its  interior  arrangement  in 
fig.  69.  The  equilibrium  of  this  system  of  levers  is,  like  that  of  fig.  67, 
independent  of  the  position  of  the  load  on  the  pans,  and  the  mechanism 
is  such  that  the  pans  move  on  a  vertical  stem  with  no  deflection  from  a 
horizontal  plane. 

Each  pan  is  supported  by  a  system  of  three  levers,  A  B,  C  D,  E  F,  fig.  69. 
The  lever  D  C,  whieh  supports  the  pan  P,  rises  and  falls  equally  at  both  ends 
with  the  motions  of  the  beam  A  B,  C  being  attached  to  the  end  of  the  beam  B, 
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ftnd  D  being  attached  at  E  to  the  lever  B  F ;  EH  being  eqnal  to  O  B,  while  F 
la  securely  attached  to  the  base,  E  and  B  ri^  and  fall  equally,  and  D  C  is  always 

68 


horisontal  in  every  position  of  the  beam  A  B.  Since  the  lever  D  C  preserves  itg 
horixontal  position,  the  stem  a  supporting  the  pan  P,  moves  vertically,  what- 
ever may  be  the  position  of  the  load  on  the  pan.  The  indices  n  m  are  in  the 
same  horizontal  line  when  the  pans  are  in  equilibrium.  This  system  is  named 
from  the  inventor,  Mr.  Roberval  of  Paris,  and  dates  from  about  a.  d.  1660. 

116.  The  wheel  and  axle. — The  common  lever  is  chiefly  employed 
to  raise  weights  through  small  70 

spaces,  by  a  succession  of  short 
intermitting  efforts.  After  the 
weight  has  been  raised  it  must 
be  supported  in  its  new  posi- 
tion, until  the  lever  can  be 
again  adjusted,  to  repeat  the 
action.  The  wheel  and  axle  is 
a  modification  of  the  lever, 
which  corrects  this  defect ;  and, 
-  since  it  converts  the  intermit- 
ting action  of  the  lever  into  a 
continuous  motion,  it  is  sometimes  called  the  perpetual  lever. 

This  machine  consists  of  a  cylinder  called  the  axle,  turning  on  a 
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ottDtre,  and  connected  with  a  wheel  of  much  greater  diameter.    The 

power  is  applied  to  the  ciroamference  of  the  wheel,  and  the  weight  is 

attached  to  a  rope,  wound  around  the  axle  in  a  contrary  direction. 

Instead  of  the  whole  wheel,  the  power  may  be  applied  to  a  handle 

named  a  winch,  or  to  one  or  more  spokes  in-  71 

serted  in  the  axle.   When  the  axle  is  horizontal 

the  machine  is  called  a  windlass,  fig.  70,  when 

it  is  vertical  it  forms  the  capstan,  fig.  71,  used  , 

on  shipboard,  chiefly  to  raise  the  anchor.    The 

head  of  the  capstan  is  pierced  with  holes,  in 

each  of  which  a  lever  can  be  placed,  so  that 

many  men  can  work  at  the  same  time,  exerting 

a  great  force,  as  is  often  necessary  in  raising  an 

anchor,  while  the  recoil  of  the  weight  is  arrested  by  a  catch  at  the 

bottom. 

The  law  of  equilibrium  is  the  same  as 
in  the  lever.  Draw  from  the  centre,  or 
fnlcmm  e,  fig.  72,  the  straight  lines  c  b 
and  c  a,  or  e  a^y  to  the  points  on  which 
the  weight  and  power  act ;  a  e  &,  or  a^  c  6, 
is  evidently  a  lever  of  the  first  class,  in 
which  the  short  arm  e  &  is  the  radius  of 
the  axle,  and  c  a  or  c  a',  the  long  arm,  ^ 
is  the  radius  of  the  wheel.    Hence, 


Or, 


P:  W=cb\  ac. 


That  is  to  say,  the  wheel  and  axle  are  in  equilibrium,  when  the 
power  is  to  the  weight  as  the  radius  of  the  axle  is  to  the  radius  of  the 
wheel. 

In  one  revolution  of  the  machine,  the  power  moves  through  a  space 
equal  to  the  circumference  of  the  wheel,  and  the  weight  moves  through 
a  space  equal  to  the  circumference  of  the  axle ;  hence  the  power  and 
weight  are  inversely  as  their  velocities,  or  the  spaces  they  describe. 

117.  Trains  of  wheel- work. — The  efficiency  of  this  machine  is 
augmented  by  diminishing  the  thickness  of  the  axle,  or  by  increasing 
the  diameter  of  the  wheel.  But  if  ft  very  great  power  is  required, 
either  the  axle  would  become  too  small  to  sustain  the  weight,  or  the 
wheel  must  be  made  inconveniently  large.  In  this  case  a  combination 
of  wheels  and  axles  may  be  employed.  Such  a  system  corresponds  to 
the  compound  lever,  and  has  the  same  law  of  equilibrium.    The  power 
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-A  system  of  wheels  is  rep- 
73 


being  applied  to  the  first  wheel  transmits  its  effect  to  the  first  «zle, 
this  acts  on  the  second  wheel,  which  transfers  the  effect  to  the  second 
axle,  &c.,  until  the  force,  transmitted  through  the  series  in  this  order, 
arrives  at  the  last  axle,  where  it  encounters  the  resbtance.  In  equi- 
librium, the  power  multiplied  into  the  continued  product  of  the  radii 
of  all  the  wheels,  is  equal  to  the  weight  multiplied  into  the  continued 
product  of  all  the  axles. 

Trains  of  wheel-work  are  connected  by  an  endless  band,  or  by  cogs 
raised  on  the  surfaces  of  the  wheels  and  axles.  Cogs  on  the  wheel  are 
called  teeth,  and  those  on  the  axle  are  called  leaves ;  the  axle  itself  is 
named  a  shaft.  The  number  of  teeth  on  the  wheels,  and  leaves  on  the 
pinions  is  proportional  to  their  circumferences,  and  also  to  their  radii. 
Hence,  the  number  of  teeth  and  leaves  is  substituted  for  the  radii  of  the 
wheels  and  axles,  and  the  law  of  equilibrium  is  stated  as  follows : 

The  power  muUiplied  into  the  product  of  the  number  ofteeih  of  ail  the 
wheelSf  is  equal  to  the  weight  multiplied  into  the  product  of  the  number 
of  leaves  in  all  the  pinions, 

AnalyBia  of  a  train  of  wheel-work.- 
resented  in  fig.  73.  If  the  number 
of  leaves  in  6,  the  pinion  of  the  first 
wheel,  is  one-sixth  of  the  number  of 
teeth  on  the  second  wheel,  f,  the  wheel 
will  be  turned  once  by  every  six  turns 
of  the  pinion.  Let  the  second  pinion, 
c,  have  the  same  relation  to  the  third 
wheel,  /;  then  the  first  wheel  will  re-  i 
volve  36  times  while  the  third  revolves  e 
once ;  and  the  radius  of  a,  the  wheel 
to  which  the  power  is  applied,  being  3 
times  the  radius  of  d,  the  axle  which 
ssutains  the  weight,  the  velocity  of  the 
power  is  3  X  36  =  108  times  the  velo- 
city of  the  weight.    Or, 

P:  W=:  1 :  108. 

Combinations  of  wheel-work  are  employed  either  to  concentrate  or  to  diffnse 
force ;  either  to  set  heavy  loads  in  motion  by  means  of  a  small  power,  or  to  pro- 
duce a  high  Telocity  by  exerting  a  considerable  power.  In  the  first  case,  the 
power  is  applied  to  the  first  wheel  Of  the  series,  and  is  transmitted  in  the  order 
already  described.  In  the  second  instance,  this  arrangement  must  be  reversed ; 
the  power  must  exert  itself  on  the  shaft,  d,  in  order  to  produce  rapid  revo- 
lution of  the  last  wheel.  The  crane  for  hoisting  goods  is  an  example  of  the  firat 
kind ;  the  watch  is  an  instance  of  the  second. 
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118.  The  pulley. — Fixed  palley. — The  usual  form  of  this  machiQA 
is  a  sinall  wheel,  turning  on  its  axis,  and  having  74 

a  groove  on  its  edge,  to  admit  a  flexible  rope  or  ^ 
chain.  In  the  simple  fixed  pulley,  fig.  74,  there 
is  no  mechanical  advantage,  except  that  which 
may  arise  from  changing  the  direction  of  the 
power.  Whatever  force  is  exerted  at  P,  is  trans- 
mitted, without  increase  or  diminution  (except 
from  friction  and  the  rigidity  of  the  rope),  to  the 
resistance  at  the  other  end  of  the  cord.  From  the 
axis  C,  draw  C  a  and  C  b,  radii  of  the  wheel,  at 
right  angles  to  the  direction  of  the  forces ;  aCb 
represents  a  lever  of  the  first  class,  with  equal 
arms;  hence,  in  equilibrium,  the  power  and 
weight  must  be  equal,  and  they  describe  equal  spaces. 

119.  Movable  pulley. — When  the  block  or  frame  is  not  fixed,  the 
puUey  is  said  to  be  movable.    The  weight  is  76 
suspended  from  the  axis  of  the  movable  pul-  t;:: 
ley,  and  the  cord  is  fastened  at  one  end,  and      ^ 
passing  over  a  fixed  pulley,  is  acted  on  by  the 
power  at  the  other.    In  this  arrangement, 
fig.  75,  it  b  plain  that  the  weight  is  supported 
equally  by  the  power  and  the  beam  at  D.  For 
the  pulley  acts  as  a  lever  of  the  second  class, 
whose  arms  are  to  each  other  as  1:2;  the 
fulcrum  is  at  6,  be  is  the  leverage  of  the 
weight,  and  ba  the  leverage  of  the  power. 
The  diameter  6  a  is  twice  the  radius  b  e-,  there- 
fi>re  equilibrium  will  obtain  when  the  power 
is  equal  to  one-half  of  the  weight :  t.  e., 

P:  W=bc:ba  =  li2i 
therefore. 

To  raise  the  weight  one  foot,  each  side  of  the  cord  must  be  shortened 
one  foot,  and  the  power,  consequently,  passes  over  two  feet.  The 
space  traversed  by  the  power  is  twice  the  space  described  by  the 
weight. 

120.  /Somponnd  pnlleys. — Sometimes  compound  pulleys  are  used, 
each  consisting  of  a  block  which  contains  two  or  more  single  pulleys, 
generally  placed  side  by  side,  in  separate  mortices  of  the  block.  Such 
an  ansngement  is  shown  in  fig.  76.    The  weight  is  attached  to  the 
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movable  block,  and  the  fixed  one  only  seires  to  give  the  power  the 

required  direction.     It  is  easily  seen  that  the  power 

required  at  P  is  just  the  same  as  would  be  required  at 

any  point  between  A  and  B.    The  weight  is  divided 

equally  among  the  pulleys  of  the  movable  block,  and, 

of  course,  among  the  cords  passing  around  them ;  and 

as  the  power  required  to  sustain  a  given  weight  is 

diminished  one-half  by  a  single  movable  pulley,  it 

follows  that  such  a  system  will  be  in  equilibriam 

when  the  power  is  equal  to  the  weight  divided  by  the 

number  of  cords,  or  by  twice  the  number  of  movable 

pulleys. 


P:  W=\.2n,    or. 


In  this  system,  as  in  the  single  movable  pulley,  the 
space  through  which  the  weight  is  raised,  is  as  much 
less  than  the  space  through  which  the  power  descends, 
as  the  weight  is  greater  than  the  power. 

P  i  Wr=z  velocity  of  weight :  velocity  of  power. 
If  the  power  is  moved  through  6  feet,  fig.  76,  each  division  of  the  cord 
in  which  the  movable  block  hangs  will  be  shortened  one  foot,  and  the 
weight  raised  one  foot. 

Another  system  of  pulleys  is  represented  in 
fig.  77.  In  this  arrangement  each  pulley  hangs  c 
by  a  separate  cord,  one  end  of  which  is  attached 
.  to  a  fixed  support,  and  the  other  to  the  adjacent 
pulley.  The  effect  of  the  power  is  rapidly  aug- 
mented, being  doubled  by  each  movable  pulley 
added  to  the  system.  The  numbers  placed  near 
the  cords  show  what  part  of  the  weight  is  sus- 
tained by  each,  and  by  each  pulley.  Such  a 
system,  however,  is  of  little  practical  use,  on 
account  of  its  limited  range.  In  the  common 
block  system,  fig.  76  (in  practice  the  pulleys  or 
sheaves  of  each  block  are  placed  side  by  side, 
to  save  room,  here  they  are  separated  for  sake 
of  clearness),  the  motion  may  continue  until 
the  movable  block  touches  the  fixed  one ;  but 
in  this  only  till  D  and  £  come  together,  at 
which  time  A  will  have  been  raised  only  \  of  that  distance. 

P:  Tr=l:2-    or    P=  ^ . 
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121.  The  inclined  plane. — This  mechanical  power  is  commonly 
used,  whenever  heavy  loads,  especially  such  as  may  he  rolled,  are  to 
be  raised  a  moderate  height.  In  this  way  casks  are  moved  in  and  out 
of  cellars,  and  loaded  upon  carts.  The  common  dray  is  itself  an  inclined 
plane  (as  is  clearly  seen  hy  inspecting  fig.  78).    Suppose  a  cask  weigh* 

78 


ing  500  \hs.  is  to  be  raised  4  feet  hy  means  of  a  plank  12  feet  long ;  it 
is  plain,  that  while  the  cask  ascends  only  four  feet,  the  power  must 
exert  itself  through  12  feet,  and  hence,  12  :  4  =  500  :  166f ,  the  force 
necessary  to  roll  the  cask. 

In  mechanics,  the  inclined  plane  is  a  hard,  smooth  surface,  inclined 
obliquely  to  the  resistance.  The  length  of  the  plane  is  R  S,  fig.  79, 
S  T  its  height,  and  R  T  its  base.    The  power  may  be  applied, 

a — In  a  direction  parallel  to  the  length ; 

b — Or  parallel  to  the  base ; 

c — Or  in  any  other  direction. 

In  each  case  the  conditions  of  equilibrium  may  be  derived  from  those 
of  the  lever. 

122.  Application  of  the  power  parallel  to  the  length  of  the 
inclined  plane. — When  a  body  is  placed  upon  an  inclined  plane,  fig 
79,  its  weight,  which  is  the 
resistance  to  be  overcome, 
acts  in  the  direction  of  the 
forte  of  gravity,  namely  in 
the  perpendicular  b  a.  Let 
the  power,  P,  act,  by  means 
of  the  cord,  in  the  direction 
ae,  parallel  to  the' inclined 
plane  R  S,  then  from  the 
point  a  draw  a  (2  at  right 
angles  with  the  inclined 
plane,  and  complete  the 
paralleloo:ram  achd.  The  force  of  gravity  will  be  resolved  into  twc 
11 
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other  forces ;  one  represented  by  6  c  causing  pressure  on  the  inclined 
plane ;  the  other,  represented  by  c  a,  tending  to  cause  motion  down  the 
inclined  plane.  This  latter  force  is  to  be  balanced  by  the  power  ap 
plied  to  move  the  body.    The  body  will  therefore  be  sustained  when 

P:  W=ac:  ab; 

and  since  the  triangles  abc  and  R S T  are  similar, 

P:  Tr=ST:RS; 

Or 

ST 

This  may  be  illustrated  by  an  apparatus  constructed  like  that  shown 
in  the  figure. 

If  the  direction  of  the  power  is  parallel  to  the  inclined  plane,  equili- 
brium will  obtain,  when  the  power  is  to  the  weight  as  the  height  of 
the  plane  is  to  its  length.  While  the  weight  is  raised  through  a  space 
equal  to  the  vertical  height  of  the  plane,  the  power  must  move  through 
a  space  equal  to  its  length.  If  the  length  of  a  plane  is  10  feet,  and  its 
height  2  feet,  P  must  move  10  feet,  while  W  is  raised  2  feet ;  hence  the 
power  and  weight  are  inversely  as  their  velocities. 

123.  Application  of  the  power  parallel  to  the  base  of  the 
inclined  plane. — Iki  the  second  case, 
let  the  power  act  in  the  direction  of  a  P, 
fig.  80,  parallel  to  B  C,  the  base  of  the 
plane ;  and  draw,  the  lines  b  a  and  b  c 
perpendicular  to  the  direction  of  the 
power  and  weight:  then  abc  is  a 
bent  lever,  having  its  fulcrum  at  b,  and 
equilibrium  will  take  place  when 

P:  W=bc:ab; 
and,  the  triangles  abc  and  ABC  being  similar, 

P:  Tr=AB:BC; 
Or 

r,         TT,        AB 

If  the  direction  of  the  power  is  parallel  to  the  base  of  the  plane, 
equilibrium  will  obtain  when  the  power  is  to  the  weight  as  the  height 
of  the  plane  is  to  its  base. 

In  this  case  the  space  described  by  the  power  is  to  the  space  described 
by  the  weight  as  the  base  of  the  plane  is  to  its  height. 
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124.  Application  of  the  power  in  some  direction  not  parallel 
to  any  side  of  the  plane. — Lastly,  let  the  power  act  in  some  direc- 
tion not  parallel  to  any  side  of  the  plane ;  for  example :  in  the  direction 
a  P,  fig.  81,  draw  the  lines  b  c  and  b  a  perpendicular  to  the  directions 
of  the  two  forces ;  then,  as  before, 

P:  W=b€:ab. 

But  as  the  triangles  abc  and  ABC  are  not  similar,  the  proportion 
between  the  arms  of  the  lever  cannot  81 

be  expressed  by  the  sides  of  the  plane. 

It  folio WB  from  what  has  been  gaid,  that 
the  effect  of  a  given  power  is  greater,  as  the 
height  of  the  plane  is  diminished  or  ita 
length  increased ;  and  that  the  effect  is  ^ 
greatest  when  its  direction  is  parallel  to 
the  length  of  the  plane,  for,  if  the  power 
acts  in  any  other  direction,  a  part  of  its 
force  is  expended,  either  in  increasing  the 
pressure  of  the  body  on  the  piano,  or  in  lifting  the  weight  directly. 

125.  The  wedge. — Instead  of  lifting  a  load  by  moving  it  along  an 
inclined  plane,  the  same  result  may  be  obtained  by 
moving  the  plane  under  the  load.  When  used  in  this 
manner,  the  inclined  plane  is  called  a  wedge.  It  is 
customary,  however,  to  join  two  planes  base  to  base. 
In  fig.  82,  A  B  is  called  the  back  of  the  wedge,  A  G 
and  B  C  its  sides,  and  dC  its  length.  The  power  is 
applied  to  the  back  of  the  wedge,  so  as  to  drive  it 
between  two  bodies,  and  overcome  their  resistance. 

The  resistaoee  may  act  at  right  angles  to  the  length  or  to 
the  sides  of  the  wedge.  In  the  first  case  it  resembles  an  inclined  plane,  when 
the  power  is  parallel  to  the  base ;  and  hence  the  forces  will  be  in  equilibrium 
when  the  power  is  to  the  resistance  as  the  back  of  the  wedge  is  to  ito  length. 
In  the  second  case  it  is  similar  to  a  plane  when  the  power  is  parallel  to  the 
length;  and  therefore  in  equilibrium  when  the  power  is  to  the  resistance  as 
the  back  of  the  wedge  to  its  side. 

The  power  is  supposed  to  move  through  a  space  equal  to  the  length  of  the 
wedge,  while  the  resistance  yields  to  the  extent  of  its  breadth. 

126.  Application  of  the  w^edge.-^As  a  mechanical  power,  the  wedge 
It  used  only  where  great  force  is  to  be  exerted  in  a  limited  space.  In  oil-mills, 
the  ^eeds  from  which  vegetable  oils  are  obtained  are  sometimes  compressed 
with  enormous  force  by  means  of  a  wedge.  It  is  everywhere  employed  to  split 
masses  of  stone  and  timber.  The  edges  of  all  cutting  tools,  as  saws,  knives, 
chisels,  raxors,  shears,  Ac,  and  the  points  of  piercing  instruments,  as  awls,  nails, 
pins,  needles,  Ac,  are  modified  wedges.  Chisels  intended  to  cut  wood,  have 
their  edge  at  an  angle  of  about  30° ;  for  cutting  brass,  from  oU*'  to  60® ;  and  fur 
iron,  about  80°  to  90°.     The  softer  or  more  yielding  the  substance  to  be  divided 
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the  more  acute  the  wedge  may  be  constrnoted.  In  general,  tools  which  are 
urged  by  pressure,  admit  of  being  sharper  than  those  which  are  driven  by  a 
blow. 

The  theory  of  the  wedge  gives  but  very  little  aid  in  estimating  its  effects,  as 
it  takes  no  account  of  friction,  which  so  largely  modifies  the  results,  and  the 
proportion  between  pressure  and  a  blow  cannot  be  defined. 

127.  The  Bcrew^. — This  machine  has  the  same  relation  to  the  ordi- 
nary inclined  plane  that  a  spiral  staircase  has  to  a  straight  one.  Thia 
relation  is  shown  in  fig.  83,  the  dotted  line  K  L  83 

marking  the  continuation  of  the  spiral.  The  ^:^ 
position  of  the  different  parts  of  an  inclined 
plane  upon  a  screw  is  shown  in  fig.  84.  abed  efg^ 
is  the  spiral  course  of  the  inclined  plane  upon  the  , 
screw,  and  a  </  e^  g^  are  points  in  the  straight 
inclined  plane  corresponding  to  similar  letters  on 
the  threads  of  the  screw,  as  would  be  seen  by 
winding  the  plane  around  the  cylinder.  The  * 
thread  of  a  screw  projects  from  the  surface  of  the  cylinder,  and  is 
designed  to  fit  into  a  spiral  groove,  cut  in  the  interior  of  a  block  called 
the  nut ;  a  lever  is  also  84 

fixed  in  the  head  of  the 
cylinder  to  which  the 
power  is  applied.  The 
combination  of  these 
parts  forms  the  mecha- 
nical power  technically 
called  the  screw. 

In  working  the  screw,  the  resistance  acts  on  the  inclined  f:vce  of  the 
thread,  and  the  power  parallel  to  the  base  of  the  screw.  This  cor- 
responds to  the  case  in  which  the  direction  of  the  power  is  parallel  to 
the  base  of  the  inclined  plane.  Equilibrium  will,  therefore,  take  place 
when  the  power  is  to  the  resistance  as  the  distance  between  the  threadci 
of  the  screw  is  to  the  circumference  described  by  the  power. 

P:  W=h:  2Rft,  and  P  =  WXtttt; 

h  being  the  distance  between  the  threads,  R  the  radius  of  the  screw,  or 
of  the  length  of  the  lever  attached  to  it,  and  w  the  ratio  of  the  circum- 
ference of  a  circle  to  its  radius. 

During  each  revolution  the  power  describes  a  circle,  whose  circum- 
ference depends  on  the  length  of  the  lever,  but  the  end  of  the  screw- 
advances  only  the  distance  between  two  threads ;  thus  in  this,  as  in  all 
cases  of  the  use  of  machines,  what  is  gained  in  power  is  lost  in  velocity. 
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128.  Mechanical  efficiency  and  applications  of  the  screw.— 
The  mechanical  efficiency  of  the  screw 
is  augmented,  either  by  increasing  the 
length  of  the  lever,  or  by  lessening  the 
distance  between  the  threads.  If  the 
threads  of  a  screw  are  }  of  an  inch 
apart,  and  the  power  describes  a  circle 
of  5  feet  (120  half-inches)  circumfer- 
ence, a  power  of  1  lb.  will  balance  a 
resistance  of  120  lbs. ;  if  the  threads 
are  i  inch  apart,  1  lb.  will  balance  240 
lbs.,  the  efficiency  being  doubled. 

Fine  screws  are  therefore  more  power- 
ful than  coarse  ones.  The  applications 
of  this  most  useful  mechanical  power 
are  too  nomerous  to  mention,  but  no 
more  frequent  or  important  example  of  its  use  can  ba  named  than  is 
seen  in  its  use  in  presses  of  nearly  all  kinds.  A  good  illustration  of 
which  is  seen  in  the  copying  press,  fig.  85. 

129.  The  endless  screw  is  a  contrivance  by  which  a  slow  motion 
is  imparted  to  a  wheel,  as  shown  in  fig. 
86.  The  threads  of  the  screw  act  upon 
the  oogs  of  the  wheel,  and  serve  to  move 
the  weight  Q,  attached  to  the  axis  M  L. 
If  we  call  the  radius  of  the  circle  de- 
scribed by  the  winch  D  B  =  r,  and  let 
h  =  the  distance  between  the  threads  of 
the  screw,  we  shall  have  the  power  of  the 

2ftr  ^    V 

screw  =  -T"    I-et  i?  =  M  F,  and  » 

1^  s=  M  L,  and  the  power  of  the  wheel  and  axle  will  ^=  -^. 
Then  W:  P=27cr  XRihXE'; 


W=PX 


2HrR 

hR'  ' 


Therefore  the  weight  is  to  the  power  as  the  circumference  of  the 
circle  described  by  the  winch  D,  multiplied  by  the  radius  of  the  wheel, 
is  to  the  distance  between  the  threads  of  the  screw  multiplied  by  the 
radius  of  the  axis. 
11» 
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{  3.  Stren£;th  and  Power. 

130.  Animal  strength. — The  mechanical  effect  produced  by  men 
and  animals  is  subject  to  extreme  variation,  according  to  the  various 
circumstances  under  which  it  is  applied.  The  effect  produced  is  deter- 
mined by  multiplying  the  load  (or  weight)  by  the  speed.  There  is 
always  a  certain  relation  between  the  elements,  which  will  give  the 
maximum  effect;  for  the  load  may  be  so  great  that  it  will  require  all 
the  strength  of  the  animal  to  support  it,  aud  then  he  cannot  move ;  or, 
again,  the  animal  may  have  a  speed  of  motion  so  great,  that  he  cannot 
carry  any  load,  however  small. 

131.  Strength  of  men. — It  has  been  found  that  the  strength  of  a 
man  may  be  exerted,  for  a  short  time,  most  advantageously  in  raising  a 
weight  when  it  is  placed  between  his  legs.  The  greatest  weight  that 
can  be  raised  in  this  manner,  varies  from  450  to  600  lbs. ;  its  average 
amount  does  not  however  exceed  250  lbs. 

The  greatest  mechanical  effect  from  muscular  force  is  obtained  when 
the  animal  acts  simply  by  raising  his  weight  to  a  given  height,  and 
then  is  lowered  by  simple  gravity,  as  upon  a  moving  platform,  the 
animal  actually  resting  during  the  descent.  In  other  words,  the  animal 
affords  a  convenient  mode  of  raising  a  given  weight  (his  own)  to  a 
certain  height.  Thus,  if  two  baskets  are  arranged  at  each  end  of  a 
rope  hung  over  a  pulley,  and  a  weight  to  be  raised  is  placed  in  one  of 
the  baskets,  one  or  more  men,  whose  weight  is  greater  than  that  of  the 
load  to  be  raised,  can,  by  getting  into  the  empty  basket,  raise  the 
weight  as  often  as  may  be  required.  It  has  been  found  by  experiment 
that,  in  this  way,  a  man  working  eight  hours  can  produce  an  effect 
equivalent  to  2,000,000  lbs.  raised  one  foot ;  while  at  a  windlass  an 
effect  of  only  1,250,000  lbs.  is  produced,  and  at  a  pile  engine,  only 
750,000  lbs.  In  the  tread-mill,  the  daily  effect  of  men  of  the  average 
strength  is  1,875,000  lbs.  raised  one  foot.  Spade  labor  is  one  of  the 
most  disadvantageous  forms  in  which  human  labor  can  be  applied ;  the 
force  exerted  being  always  much  greater  than  the  weight  of  the  earth 
raised.  The  muscular  effect  of  the  two  hands  of  a  man  is  about  (50  k) 
110}^  lbs.,  and  for  a  female  about  two-thirds  of  this  quantity. 

132.  Horse -power  machines. — One  of  the  most  advantageous 
methods  of  applying  the  strength  of  animals,  is  by  machines  con- 
structed  upon  the  principle  of  the  tread-mill.  In  practice,*  however,  it 
has  been  found  more  convenient  to  apply  horse-power  to  machinery  by 
means  of  a  large  beveled  or  toothed  wheel,  fixed  horizontally  on  a 
strong  vertical  axis,  as  in  fig.  87.  The  horses  are  attached  to  project- 
ing arms  of  this  wheel,  and  as  they  move  in  their  circular  path,  they 
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push  against  their  collars,  and  make  the  wheel  revolve.    This  beveled 
wheel  acts  on  a  beveled  pinion  attached  to  a  horizontal  shaft,  in  con- 
nection with  the  machioerj  to  87 
be  set  in  motion.   The  maximum 
effect  which  a  horse  can  exert 
in  drawing  is  900  lbs.,  but  when 
he  works    continuously,   it    is 
much  less.    In  the  machine  just 
mentioned,  a  horse  of  average 
strength  produces  as  much  effect 
as  seven  men  of  average  strength 
working  at  a  windlass.   Accord- 
ing to    experiments    made  by 
Predgold,  it  appears  that  the 

average  load  which  a  single  horse  can  draw,  at  the  rate  of  i 
day,  in  a  cart  weighing  7  cwt.,  is  one  ton  of  1800  lbs. 

133.  Table  of  the  comparative  strength  of  men  and  other 
animals. — The  following  estimates  of  the  relative  strength  of  man  and 
other  animals,  have  been  given  by  the  authocities  whose  names  are 
indicated.  Coulomb's  estimate  of  the  labor  of  a  man  being  in  each  case 
taken  as  the  unit. 

Oarrjring  loads  on  the  back,  on  a  level  road : 

Horse,  aooordmg  to  Branaoei, 

"  "  Wessemann, 

Mule,  "  Brunacci, 

In  drawing  loads,  on  a  level  road,  with  a  wheeled  vehicle : 

Man  with  a  wheelbarrow,  according  to  Coulomb,        10*0 
Horses  in  four-wheeled  wagon,     "  "  176*0 

"       in  two-wheeled  cart,  according  to  Brunacci,  243*0 
Mule,  "  "  "  "         233*0 

Ox,  "  "  "  "         1220 

Hassenfratz  gives  the  following  comparative  estimate : 


4*8 
6*1 
7*6 


Ib  oairyliig  lotida  on  a  toral  road. 

1*0 

Horse, 8*0 

Mule, 8*0 

Ass, 4*0 

Camel 310 

Dromedary, 25*0 

Elephant, 147*0 

Dog, 1*0 

Reindeer, 3*0 


In  draivinf  loads  on  a  ]«v  1  road. 

Man, 1*0 

Horse, 7*0 

Mule, 7*0 

Ass, 2*0 

Ox,        4  to  70 

Dog, 0*6 

Reindeer,       0*2 


134.  Steam-power. — Water  is  converted  into  steam  by  the  applici^ 
tioa  of  heat.     Steam  is  an  elastic,  condensible  vapor,  capable  of  exert- 
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iDg  great  force.  During  the  conversion  of  a  cubic  inch  of  water  into 
steam  a  mechanical  force  is  exerted,  which  may  be  stated,  in  round 
numbers,  as  equivalent  to  a  ton  weight  raised  one  foot  high.  The 
water  is  merely  the  medium  by  which  the  mechanical  effects  of  heat 
are  evolved.  The  real  moving  power  is  the  combustible,  the  coal  (tr 
wood,  consumed  in  the  evaporation  of  the  water. 

The  maximum  effects  from  a  given  weight  of  coal,  in  evaporating 
water,  and  consequent  mechanical  effect,  have  been  obtained  in  Corn- 
wall, England,  where  a  bushel  of  coal,  weighing  84  lbs.,  has  produced 
a  mechanical  effect  equivalent  to  120,000,000  lbs.  raised  one  foot. 
Probably  100,000,000,  is  the  maximum  mechanical  effect  attainable,  in 
regular  work,  by  the  consumption  of  a  bushel  of  coal. 

As  the  maximum  effect  produced  by  man  is  2^)00,000,  and  that  of  a 
horse  10,000,000,  it  follows,  that  one  bushel  of  coal  consumed  daily 
may  perform  the  work  of  50  men  or  10  horses. 

In  the  chapter  on  heat  and  the  steam-engine,  this  subject  will  be 
more  fully  considered.  It  is  introduced  here  only  for  the  sake  of  the 
convenient  standards  of  force  it  gives  us. 

The  dyjiamomeler,  already  described  (37),  is  employed  to  measure  tlie 
efficiency  of  any  given  mechanical  power. 

135.  Perpetual  motion. — Many  visionary  persons  have  convinced 
themnelves  of  the  possibility  of  constructing  a  machine  to  work  con 
tinuously,  with  no  new  access  of  power.  That  such  a  machine  is  iin 
possible,  in  the  nature  of  things,  is  88 

clear  from  the  fact  that  no  combina- 
tion of  parts  in  a  machine  can  create 
power,  A  machine  can  only  transmit 
force,  subject  to  the  various  losses 
incident  to  friction  and  other  resist- 
ances. 

Fig.  88  shows  one  of  the  numerous 
forms  of  apparatus  contrived  in  the 
vain  effort  to  elude  the  laws  of  nature 
and  produce  a  perpetual  motion.  The 
eight  balls  are  hinged  on  points,  in 
such  a  way  that  those  on  the  foiling 
side  are  held  farther  from  the  axis  than  those  on  the  rising  side.  Not 
only  does  experiment  show  that  such  a  machine  toiU  not  work,  but  it 
is  plain  that  the  sum  of  the  resistances  (aside  from  friction,  kc,) 
must  equal  the  sum  of  the  powers. 

Nature,  in  cataracts,  in  the  revolution  of  the  earth  and  other  heavenly 
bodies,  furnishes  us  examples  of  perpetual  motion.    But  in  mechanics 
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this  term  impliea  the  assumed  capacity  of  a  machine  to  continue  the 
perforuaance  of  its  work  hy  some  renewing  force — as  of  a  clock  which 
should  wind  itself  up  in  proportion  as  by  gravity  it  runs  down — a 
thing  plainly  impossible. 

i  4.   Impediments  to  Motion. 

136.  Passive  resistances. — Besides  those  resistances  which  a  ma- 
chine is  designed  to  overcome,  there  are  certain  others  which  arise 
during  the  movement  of  the  machine,  and  oppose  its  useful  action  by 
destroying  more  or  less  of  the  moving  power.  These  forces  are  desig- 
nated by  the  general  name  of  passive  resistances,  or  impediments  to 
motion. 

Several  kinds  are  distinguished : 

Ist. — When  we  attempt  to  cause  one  body  to  slide  over  another,  a 
resistance  is  experienced,  so  that  it  is  necessary  to  use  a  certain  degree 
of  force  to  commence  the  sliding,  and  also  to  continue  the  motion  after 
it  has  been  begun.  This  is  the  resistance  called  sliding  friction,  or 
simply  friction. 

2d. — ^When  a  cylindrical  body  is  rolled  on  a  plane  surface,  the  move-' 
ment  is  opposed  by  a  force  called  the  rolling  friction.     If  is  seen,  for 
example,  in  the  rolling  of  carriage  wheels  on  the  ground. 

3d. — The  ropes  and  chains  which  enter  into  the  composition  of  some 
machines,  are  supposed,  in  theory,  to  be  perfectly  flexible,  but  as  they 
are  not  so,  a  considerable  loss  of  power  is  caused  by  their  stiffness,  or 
imperfect  flexihilUy. 

4th. — ^The  movements  of  all  machines  take  place  either  in  air  or 
water,  and  the  particles  of  these  fluids  which  come  in  contact  with  the 
machine,  are  continually  set  in  motion,  which  can  only  happen  at  the 
expense  of  the  moving  power.     This  is  called  the  resistance  of  fiuids, 

137.  Sliding  friction. — If  the  surfaces  of  bodies  were  perfectly  hard 
and  smooth,  they  would  slide  upon  each  other  without  any  resistance. 
But  the  most  highly  polished  surfaces  are,  really  (as  they  appear  under 
the  microscope),  full  of  minute  projections  and  cavities,  which  fit  in 
each  other  when  two  surfaces  are  hrought  into  contact.  The  force 
required  to  overcome  the  roughness  and  consequent  adhesion  of  sur- 
faces is  the  measure  of  friction.  This  quantity,  divided  by  the  weight 
of  the  body,  forms  a  fraction  which  is  called  the  co-efficient  of  the 
friction. 

138.  Starting  friction — Friction  daring  motion. — The  amount 
of  force  necessary  to  commence  the  motion  of  two  bodies,  sliding  on  each 
other,  is,  in  most  cases,  greater  than  the  force  required  to  continue  the 
movement  uniformly  after  it  has  been  begun ;  hence  this  resistance  is 
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distinguished  into  two  kinds,  starting  fmtion,  and  friction  during 
motion.  They  are  also  called  statical  and  dynamical  friction.  W  he  well 
proposes  to  name  the  former  slriction,  reserving  the  word  friction  for 
the  latter.  However  named,  the  laws  of  each  can  be  determined  only 
by  experiment. 

Coulomb's  apparatuB  for  determining  starting  Motion. — Dif- 
ferent observers  are  by  no  means  agreed  in  respect  to  all  the  laws  of 
friction ;  we  shall  here  follow  the  results  obtained  in  1781,  by  the 
celebrated  French  philosopher  and  mathematician,  Coulomb.  In  1831, 
Morin,  by  command  of  the  French  government,  repeated  and  enlarged 
the  experiments  of  Coulomb,  usually  verifying  his  general  conclusions. 

The  principal  apparatus  used  by  Coulomb  is  represented  in  fig.  89. 

89 


It  consists  of  a  horizontal  table ;  a  box,  A,  to  receive  the  weights  used 
to  produce  the  different  pressures ;  a  pan,  D,  on  which  were  placed  the 
weights  to  drag  the  box  along  the  table  by  means  of  a  cord  passing 
over  a  pulley.  The  box  was  mounted  on  slides,  of  the  same  substance 
on  which  the  experiment  was  to  be  made,  and  corresponding  slips  of 
the  same,  or  a  different  substance,  were  placed  under  the  sliders  od 
the  table.  The  amount  of  the  weight  required  to  be  placed  in  D,  to 
move  the  box  from  a  state  of  rest,  is  the  measure  of  starting  friction  ; 
and  the  weight  necessary  to  continue  the  movements  uniformly,  is  the 
measure  of  friction  during  motion^ 

Results  of  Coulomb's  experiments  on  starting  friction. — 
Without  detailing  the  experiments,  it  will  be  sufficient  to  state  their 
general  results  embraced  in  the  following  laws : — 

Friction  during  movement  is, 

1st. — Proportional  to  the  pressure  exerted  upon  the  sliding  surfSitces 

2d. — Independent  of  the  extent  of  the  surfaces  in  contact. 

3d. — Independent  of  the  velocity  of  the  movement. 

4th. — Greater  between  surfaces  of  the  same  than  surfaces  of  different 
materials 
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5th. — Greatest  between  roagh  surfaces,  and  is  diminished  by  polish^ 
ing,  and  usually  by  the  use  of  suitable  unguents. 

Friction  at  starting  is, 

1st. — ^Proportional  to  pressure. 

2d. — Ipdependent  of  extent  of  surface. 

3d. — Generally  increased  by  polishing  the  surfaces. 

The  friction  at  starting,  and  during  the  movement,  are  the  same, 
when  the  sliding  surfaces  are  hard,  like  the  metals ;  but  if  the  bodies 
are  compressible,  like  wood,  the  starting  friction  is  much  the  greatest. 
When  at  least  one  of  the  surfaces  is  compressible,  the  resistance  is  not 
always  the  same,  but  varies  according  to  the  time  the  surfaces  have 
been  in  contact.  If  wood  slides  on  wood,  the  starting  friction  attains 
its  greatest  intensity  in  two  or  three  minutes ;  but  if  the  sliding  sur- 
faces are  wood  and  metals,  the  greatest  intensity  is  not  reached  for  a 
much  longer  time,  several  hours,  and  sometimes  several  days.  But  after 
a  certain  time  has  elapsed,  the  starting  friction  is  no  longer  augmented 
by  lengthening  the  time  of  contact. 

It  appears  strange  at  first,  and  contrary  to  our  previous  ideas,  that 
the  friction  at  starting,  and  during  movement,  should  not  be  increased 
by  enlarging  the  surfaces  in  contact,  and  vice  versa.  The  explanation  is 
this.  Friction  is  proportional  to  pressure;  if,  therefore,  two  bodies 
have  the  same  weight,  and  one  has  twice  the  surface  of  the  other,  the 
weight,  being  equally  distributed  on  each  surface,  will  be  twice  as 
great  on  each  point  of  the  snrface  of  the  first  body  as  on  each  point  of 
the  second,  and  consequently  the  friction  at  each  point  of  the  first  is 
twice  the  friction  at  each  point  of  the  second,  and  the  whole  friction 
most  be  the  same  for  each  body.  This  law,  however,  does  not  hold  good 
in  extreme  cases. 

With  the  same  pressure,  the  friction  varies  exceedingly  according  to 
the  nature  of  the  surfaces  in  contact.  The  following  table  shows  the 
ratio  of  friction  in  several  case^,  the  pressure  being  100. 


SarftMM  iB  eontMt 

IFoAd  iiiM)n  wood.      >.>...... 

0-60 
0-30 
0-19 
060 
0-12 
003 
0-87 
0-18 
012 

0-36 

w        "        "      with  coating  of  soap,  .    . 
'     «        «        "        "         "        of  tallow,    . 

'          '*                 "          mfltalff,      ......         r         .         r 

014 
007 
0-42 

•     «        w        "        with  coating  of  tallow,  . 

Leather  bands  on  wood, 

«           «      wet. 

008 
0-45 
0*33 

Metalf  on  mf^tals,      ........     t 

0*18 

«        It        it      with  coating  of  olive  oil, 

0-07 
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139.  RoUiug  friction. — The  resistance  experienced  in  rolling  a 
cylinder  along  a  plane  surface  is  distinct  in  character  from  the  friction 
produced  in  sliding  the  cylinder,  and  very  much  less  in  amount.  In 
wood  rolling  on  wood  the  proportion  of  resistance  to  pressure  is  from 
16  to  1000,  or  6  to  1000,  while  the  sliding  friction  in  the  same  caa^  would 
be  as  5  to  10,  or  36  to  100,  according  to  the  kind  of  sliding  friction.  The 
resistance  of  rolling  friction  arises  from  a  slight  change  of  form  pro- 
duced in  the  body,  and  the  surface  on  which  it  moves,  and  corw«pond- 
ing  to  the  amount  of  pressure.  The  cylinder  is  flattened,  and  the  plane 
depressed,  so  that  the  moving  force  is  exerted  in  continually  moving 
the  body  up  a  very  minute  inclined  plane. 

Coulomb's  apparatus  for  determining  rolling  friction. — The 
apparatus  employed  by  Coulomb,  consisted  of  two  bars,  horizontal  and 
parallel,  with  a  space  between  them,  fig.  90.  A  cylinder  of  the  same, 
or  a  •  different   substance,   was    placed  90 

transversely  across  the  bars,  and  loaded 
with  any  required  pressure  by  hanging        / 
strings  upon  it,  carrying  equal  weights        \         ,^ 
at   their  extremities.     Another   string,  ^^     ^     ^ 
wound  several  times  around  the  middle    '"^ — ^  ^ 
of  the  Cylinder,  carried  a  pan  c  to  re- 
ceive the  weight  necessary  to  produce 
motion.     It  is  evident  that  this  weight 
acted  always  at   the  extremity  of  the 
radius  of  the  cylinder  as  a  lever. 

Results  of  Coulomb's  experi- 
ments on  rolling  friction. — From  the 
experiments  were  derived  the  following 
laws : — 

The  friction  of  rolling  bodies  is, 

1st. — Proportional  to  pressure. 

2d. — Independent  of  velocity,  of  the  diameter  of  the  cylinder,  and  of 
the  extent  of  the  surfaces  in  contact. 

3d.  Greater  when  the  substances  are  the  same  than  when  they^are 
different. 

4th. — Not  diminished  by  coatings  of  grease,  but  is  so  by  the  polish 
of  the  surfaces. 

If  the  force  which  produces  the  movement,  instead  of  being  applied 
always  at  the  same  arm  of  the  lever,  fig.  90,  were  applied  horizontally 
at  the  centre  of  the  cylinder,  or  at  the  upper  extremity  of  its  vertical 
diameter,  it  would  be  inversely  proportional  to  the  diameter. 

The  friction  of  the  axle  of  a  wheel,  whether  the  axle  itself  turns,  or 
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the  wheel  on  the  axle,  is  somewhat  less  than  sliding  friction,  but  obeys 
tlie  same  laws.  The  frictiou  of  axles  may  be  reduced  one-half  or  one- 
quarter  its  original  amount  by  the  use  of  proper  unguents. 

140.  Mr.  Babbage's  experiment. — Mr.  Babbage  cites  an  instruo- 
tive  experiment  to  illustrate  the  decrease  of  friction.  A  block  of  stone 
weighing  1080  lbs.  was  drawn  on  the  surface  of  a  rock  by  a  force  of 
758  lbs. ;  placed  on  a  wooden  sledge,  it  was  drawn  on  a  wooden  floor  by 
a  force  of  606  lbs. ;  when  both  wooden  surfaces  were  greased,  182  lbs. 
was  sufficient ;  and  when  the  block  was  mounted  on  wooden  rollers  of 
three  inches  diameter,  a  force  of  only  28  lbs.  was  required  to  move  it. 

141.  Advantages  derived  from  friction. — The  advantages  arising 
from  friction  are  vastly  greater  than  the  loss  of  power  which  it 
occasions.  Without  this  property  of  matter  it  would  be  equally  impos- 
sible to  make  or  use  machines,  for  nothing  could  be  nailed,  or  screwed, 
or  tied  together,  or  grasped  securely  in  the  hand.  From  the  difficulty 
of  walking  on  very  smooth  ice,  we  may  infer  how  useless  would  be  the 
sffort  to  move,  if  our  feet  met  no  resistance  whatever. 

142.  Rigidity  of  ropes. — When  ropes  are  used  to  transmit  force, 
their  stiffness  occasions  a  considerable  loss  of  power,  amounting,  in 
some  combinations  of  pulleys,  to  two-thirds  of  the  whole  power.  The 
amount  of  the  loss  from  this  cause  is  modified  by  many  external  cir- 
cumstances, such  as  the  dampness  of  the  cordage,  its  quality,  and  the 
manner  in  which  it  is  made.    In  general,  the  resistance  of  ropes  is, 

1st. — Proportional  to  the  tension  to  which  they  are  subjected. 

2d. — ^It  increases  with  the  thickness,  and  is  greatest  in  those  that 
have  been  strongly  twisted. 

3d. — ^It  is  inversely  proportional  to  the  diameter  of  ^e  wheel  or 
cylinder  around  which  the  ropes  are  bent. 

143.  Reaiatanoes  of  fluids. — The  resistance  which  a  moving  body 
meets  in  air  and  water,  is  an  effect  of  the  transfer  of  motion  from  the 
solid  to  the  particles  of  the  fluid.  For  the  moving  body  must  constantly 
displace  a  part  of  the  fluid  equal  to  its  own  bulk,  and  the  motion  thus 
communicated  is  so  much  loss  of  the  motive  power.  When  other  cir- 
cumstances are  the  same,  the  denser  the  medium  the  greater  will  be 
the  resistance  which  it  offers.  Newton  demonstrated  that  if  a  spherical 
body  moves  in  a  medium  at  rest,  and  whose  density  is  the  same  as  itfl 
own,  it  will  lose  half  of  its  motion  before  it  has  described  a  space  equal 
to  twice  its  diameter.  The  resistance  encountered  by  a  body  moving 
in  water  is  800  times  greater  than  if  it  were  moving  with  the  same 
velocity  in  air ;  for  water  being  800  times  more  dense  than  air,  the 
body  must  displace  and  communicate  its  own  motion  to  800  times  as 
much  matter  in  the  same  time. 

12 
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The  resistance  also  depends  upon  the  extent  and  form  of  the  surface 
which  is  directly  opposed  to  the  resistance ;  i.  e.,  at  right  angles  to  the 
direction  of  the  motion.  A  body  with  a  pointed,  wedge-shaped,  or  curved 
surface,  is  less  opposed  than  one  whose  surface  is  flat  and  broad. 

The  resistance  increases  as  the  square  of  the  velocity ;  for  if  the 
velocity  is  doubled,  the  loss  of  motion  must  be  quadrupled,  because 
there  is  twice  as  much  fluid  to  be  moved  in  the  same  time,  and  it  has 
also  to  be  moved  twice  as  fast.  Again,  let  the  velocity  be  trebled,  then 
the  body  vnll  meet  three  times  as  many  particles  of  the  fluid  in  the 
same  time,  and  communicate  three  times  the  velocity ;  therefore  the 
resistance  is  3  X  3  =  9  =  3*. 

Bodies  having  the  same  figure  and  density  overcome  the  resistance 
of  fluids  more  easily  in  proportion  to  their  slie.  In  cannon-balls,  for 
example,  the  extent  of  surface  to  which  the  resistance  is  proportional 
increases  as  the  square  of  the  diameter,  while  the  weight,  or  power  to 
overcome  resistance,  increases  as  the  cube  of  the  diameter.  If  twc 
balls  have  diameters  in  the  ratio  of  2 :  3,  the  resistances  which  they 
will  encounter  at  the  same  velocity  of  projection,  will  be  in  the  ratio 
of  4 :  9,  and  their  moving  force  in  the  ratio  of  8 :  27. 

144.  Actual  and  theoretioal  velocltieB. — In  consequence  of  these 
impediments  to  motion,  the  actual  movements  of  bodies  are  materially 
different  from  the  theoretical  motions  explained  in  previous  sections. 
The  motion  of  falling  bodies  is  very  far  from  being  uniformly  accele- 
rated, nor  do  all  bodies  fall  with  equal  rapidity,  as  theory  requires, 
and  as  was  seen  to  be  true  in  the  guinea  and  feather  experiment.  The 
resistance  of  the  air,  which  is  very  small  at  first,  rapidly  increases,  and 
afler  a  certain  time  becomes  equal  to  the  force  of  gravity,  when  the 
body  will  no  longer  be  accelerated,  but  move  uniformly  through  the 
remainder  of  its  descent.  The  descent  of  bodies  on  inclined  planes 
and  curves  deviates  still  more  from  uniformly  accelerated  motion,  since 
the  effect  of  friction  is  added  to  the  resistance  of  the  air. 

145.  BaUiatlo  curve. — ^A  still  greater  difference  is  observed  be- 
tween the  actual  and  theoretical  motions  of  pro-  91 
jectiles  (103).    Instead  of  describing  a  parabola, 
A  £  B,  fig.  91,  the  projectile  actually  describes 
the  curve  A  0  D,  called  the  ballistic  curve,  which 
never  attains  so  great  a  vertical  height,  or  so  long 
a  range  as  the    corresponding    parabola,  and 
which,  toward  the  end  of  its  course,  continually 
approaches  the  perpendicular,  £  F.    A  four- 
pound  shot,  which  files  6437  feet  in  the  air,  would  traverse  in  a  vacuum 
a  space  of  23,226  feet. 
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As  in  the  ease  of  friction,  the  henefits  resulting  from  this  state  of  thinjTF 
OTerpay  the  disadvantages.  Fish  could  not  swim,  nor  birds  fly,  were  it  not  foi 
the  resistances  of  the  media  they  inhabit.  The  paddle-wheels  of  a  steamer 
would  not  more  it,  nor  its  rudder  guide  its  course,  if  they  met  no  resistance  to 
their  movements.  And  we  can  very  well  dispense  with  a  perfect  theory  of  pro- 
jectilesy  if  thereby  the  rain  is  prevented  from  descending  with  the  destructive 
velocity  of  hail-stones. 


Problems. — Vis  Viva. 


47.  If  a  loeomotive  and  train  move  20  miles  an  hour,  how  mneh  greater  foroe 
will  be  required  to  move  a  train  weighing  three  times  as  much  25  miles  an 
hour? 

48.  If  a  locomotive  weighing  30  tons  will  draw  a  train  weighing  90  tons  15 
miles  an  hour,  at  what  velocity  will  it  draw  a  train  weighing  30  tons  ?  The 
weight  of  the  locomotive  is  to  be  added  to  the  train  in  both  eases. 

49.  What  will  be  the  relative  destructive  power  of  a  hurricane  moving  60 
miles  an  hour,  and  another  moving  90  miles  an  hour  ? 

50.  If  a  pile-driver  weighing  1500  lbs.  raised  20  feet  strikes  with  a  given  force 
to  overcome  resistance,  to  what  height  must  it  be  raised  to  give  a  shock  two  and 
a  hnXf  times  as  great? 

51.  What  is  the  comparative  destructive  power  of  a  cannon-ball  weighing  64 
lbs.  flying  1000  feet  per  second,  and  another  ball  weighing  200  lbs.  flying  150O 
feet  per  second? 

The  Lever. 

52.  Two  weights,  3  and  4,  balance  on  the  extremities  of  a  lever  4  feet  long ; 
find  Uie  ftilorum. 

53.  Four  weights,  1,  3,  7,  5,  are  placed  at  equal  distances  on  a  straight  lover. 
Determine  the  position  of  the  fulcrum. 

54.  Two  men  carry  a  weight  of  2  owt  hung  on  a  pole,  the  ends  of  which  rest 
on  their  shoulders ;  what  part  of  the  load  is  borne  by  each  man,  the  weight 
hanging  6  Inches  from  the  middle  of  the  pole,  the  whole  length  of  which  is  4 
feet? 

55.  A  beam,  18  feet  long,  is  supported  at  both  ends;  a  weight  of  18  cwt  is 
suspended  at  3  feet  from  one  end,  and  a  weight  of  12  cwt.  at  8  feet  from  the 
other  end ;  required  the  pressure  at  each  point  of  support. 

56.  A  uniform  beam,  40  feet  io  length,  the  weight  of  which  is  4  cwL,  is  sup- 
ported by  two  props,  A  and  B,  30  feet  apart ;  a  weight  of  24  cwt  is  then  sus- 
pended on  the  beam  at  the  distance  of  10  feet  from  B,  the  beam  projecting  8 
feet  over  the  prop  A,  and  2  feet  over  that  at  B ;  required  the  pressure  on  each 
of  the  props. 

57.  On  a  lever  3  feet  in  length  a  weight  of  500  lbs.  is  suspended  at  one  end, 
at  2i  inches  from  its  fulcrum ;  what  weight  at  the  other  end  will  keep  the  lever 
in  equilibrium,  the  lever  being  assumed  to  be  without  weight  ? 

Wheel  and  Axle. 

58.  A  power  of  10  lbs.  on  a  wheel  the  diameter  of  which  is  10  feet,  balances 
a  weight  of  300  lbs.  on  the  axle ;  what  is  the  diameter  of  the  axle,  the  thickness 
of  the  rope  on  the  wheel  being  one  inch,  and  that  of  the  rope  on  the  axle  two 
inehee? 
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59.  A  weight  of  2240  lbs.  is  sastained  by  a  rope  of  2  inchea  in  diameter,  going 
round  an  axle  4  inchea  in  diamet«r ;  what  weight  mast  be  suspended  at  the  cir- 
cumference of  a  wheel — radius  6  feet — by  a  rope  of  the  same  thickness,  to  obtain 
equilibrium  ? 

60.  In  a  combination  of  wheels  and  axles  there  are  given  the  radii  of  the 
wheels,  20,  26,  and  48  inches,  and  the  radii  of  the  pinions  and  axle,  4,  5,  and  8 
inches.  If  a  power  of  1  ewt  be  applied  to  the  circumference  of  the  first  wheel, 
what  weight  will  it  be  able  to  sustain  at  the  circumference  of  the  axle,  or  last 
aha  a? 

61.  The  number  of  teeth  in  each  of  three  suocessire  wheels  is  144,  and  the 
number  of  teeth  in  each  of  the  axles  or  pinions  is  6 ;  what  weight  will  this  ma- 
chine support  on  the  last  abaft  with  a  power  of  2  cwt.  on  the  firat  wheel  ? 

The  Palley. 

62.  In  a  system  of  pulleys,  auch  as  is  ahown  in  fig.  76,  the  number  of  mov- 
able pnlleya  being  5 ;  required  the  weight,  the  power  being  500  lbs.,  and  the 
weight  of  the  movable  block  and  pulleys  being  ^^0  lbs. 

6^.  What  power  at  P,  fig.  77,  will  be  required  to  balance  a  weight,  W,  of  3 
tons,  the  number  and  arrangement  of  the  pulleys  being  as  shown  in  the  figure? 

Inclined  Plane. 

64.  What  power  acting  as  in  fig.  79,  will  balance  a  weight  of  300  lbs.  on  the 
inclined  plane,  the  length  of  the  plane  being  25  feet,  and  the  vertical  height 
five  feet? 

65.  On  an  inclined  plane,  whose  base  is  10  feet  and  height  3  feet,  what  power 
acting  parallel  to  the  base  will  balance  a  weight  of  2  tons  ? 

66.  What  power  ia  required  to  draw  a  train  of  cara,  weighing  40  tons,  up  a 
railway  grade  rising  1  foot  in  every  100  feet  ? 

The  Screw. 

67.  What  weight  can  be  raised  by  means  of  a  screw  having  its  threads  one 
inch  apart,  by  a  power  of  150  lbs.  acting  at  a  distance  of  6  feet  from  the  axis 
of  the  screw  ? 

68.  Snppoaing  one-third  of  the  power  ia  loat  in  overcoming  the  friction  of 
the  screw,  what  power  will  be  required,  acting  3  feet  fromTbe  axia  of  the  acrew, 
to  raiae  3  tona,  the  threada  of  the  screw  being  2  inches  apart  ? 

69.  What  power  at  the  winch  D,  fig.  86,  is  required  to  raise  a  weight  of  2  tona 
at  Q,  if  the  radina  of  the  axle  ia  6  inchea,  the  radiua  of  the  wheel  3  feet,  the 
diatance  between  the  threada  of  the  acrew  -X.  part  of  the  circumference  of  the 
wheel,  and  the  length  of  the  winch  D  B  =  2  feet  ? 

Resistance. 

70.  If  a  maaa  of  iron  weighing  5  tona  alidea  upon  iron  raila,  wnat  force  ia 
required  to  atar^'it,  and  how  much  to  keep  it  moving  aftorwarda  ? 

71.  If  a  steam  vessel  of  1000  tons  is  moved  through  the  water  at  10  miles  aa 
hour,  by  an  engine  of  300  horse-power,  what  is  the  power  of  an  engine  required 
to  propel  another  vessel,  of  the  same  model,  of  2000  tons  at  the  same  speed  ? 

72.  If  a  ball,  6  inches  in  diameter,  is  discharged  from  a  cannon  at  the 
rate  of  one  mile  in  7  seconds,  how  much  greater  force  would  be  required  to 
throw  a  ball  of  double  the  weight  with  the  same  velocity,  taking  into  account 
the  resistance  of  the  air  and  the  dimensions  of  the  balls  ? 

73.  If  an  engine  of  500  horse-power  propels  a  vessel  of  1500  tons  12  miles  an 
hour,  at  what  velocity  will  an  engine  of  600  iiorse-power  propel  a  vessel  of  2000 
tons,  built  on  the  same  model  aa  the  preceding  ? 


PART   SECOND. 

THE  THREE  STATES  OF  MATTER. 


CHAPTER  I. 

MOLECULAR  FORCES. 

146.  Cohesion  and  Repnlslon. — ^The  three  states  of  matter  (15) — 
the  solid,  liquid,  and  gaseous— exist,  as  is  assumed,  in  virtue  of  cer- 
tain forces  inherent  in  the  particles  of  matter,  and  called  molecular 
forces.  These  forces  are  either  attracHve  or  repvUive,  drawing  the  par- 
ticles of  bodies  toward  each  other,  or  tending  to  separate  them.  In 
solids  the  attractive  force  greatly  overpowers  the  repulsive,  and  the 
particles  of  matter  become  therefore  relatively  fixed  at  certain  distances 
from  each  other — ^not  being  in  actual  contact,  but  having,  as  we  have 
seen  (23),  numerous  pores  between  them.  Heat  may  enlarge  and  cold 
diminish  these  pores,  and  with  them  the  sensible  magnitude  of  the 
solid ;  but  the  integral  particles  of  the  solid  cannot  be  separated  with- 
out the  exercise  of  some  exterior  and  greater  force.  When  the  par- 
ticles of  a  body  are  not  separated  too  far,  they  return  again,  upon 
the  withdrawal  of  the  constraining  force,  to  their  original  position 
(Elasticity).  This  species  of  attraction  existing  between  particles  of 
the  same  kind  is  distinguished  by  the  term  co?iesionj  and  when  existing 
between  particles  of  an  unlike  kind,  it  is  called  adhesion, 

Repnlaion. — If  we  admit,  as  the  phenomena  of  porosity  demand 
(23),  that  in  spite  of  cohesive  attraction,  the  particles  of  bodies  do  not 
actually  touch  each  other,  it  follows  that  there  must  exist  in  the  mole- 
cules of  matter  a  second  and  counterbalancing  force  opposed  to  cohesion, 
12*  (109) 
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and — in  solids — ^in  cqailibrium  with  it.     This  force  is  called  repulsion. 
We  shall  presently  revert  to  the  CTidence  of  its  action  on  matter. 

While  the  existence  of  these  two  molecular  forces  is  in  many  cases 
capable  of  direct  proof,  the  exact  mode  of  their  action  is  chiefly  conjec- 
tural. It  is,  however,  certain  that  the  attractive  forces  act  only  at  insen- 
sible distances.  In  this  respect  the  molecular  forces  are  to  be  distin- 
guished from  gravitation^which  acts  at  all  distances.  Chemical  attraction 
is  also  di|^inguished  from  the  mechanical  forces  of  cohesion  and  adhesion, 
by  the  important  fact  that  its  exercise  is  invariably  attended  by  the 
loss  of  specific  identity  (7),  and,  of  course,  by  the  substitution  of  new 
qualities  in  the  compound  for  those  characteristic  of  its  constituents. 

Since  the  force  of  gravity  \b  proportional  to  the  mass,  and  inversely  at 
the  distance,  if  cohesion  were  merely  the  attraction  of  gravitation  acting  at 
insensible  distances,  the  particles  of  a  body  situated  at  the  centre  of  gravity  of 
a  large  mass,  should  cohere  more  strongly  than  particles  at  a  distance  from  the 
centre  of  gravity,  or  than  the  same  particles  when  the  mass  is  reduced  to  frag- 
ments, but  no  such  diflference  has  been  observed,  we  must  therefore  conclude 
that  gravity  and  cohesive  attraction  are  essentially  different  forces. 

147.  Examples  of  cohesion  among  solids. — Cohesion,  when  once 
destroyed  by  mechanical  violence,  is  not  usually  brought  into  exercise 
again  by  mere  contact  of  the  separated  particles.  Thus  the  broken 
fragments  of  a  glass  vessel,  or  of  a  stone,  do  not  reunite  at  ordinary 
temperatures.  Two  hemispheres  of  tarnished  lead  will  not  adhere  by 
their  flat  surfaces  by  mere  pres- 
sure, but  if  the  coating  of  oxyd  is 
first  removed  by  a  sharp  knife, 
and  the  two  clean  surfaces  are 
then  pressed  together,  with  a 
slight  wrenching  motion,  they 
will  cohere  strongly.  Arranged 
as  in  fig.  92,  two  surfaces  one 
inch  in  diameter  will  sustain  ten 
pounds  or  more.  This  is  only 
an  example  of  welding  at  com- 
mon temperatures,  a  process  suffi- 
ciently familiar  in  hot  iron.  Wax, 
dough,  india  rubber,  and  other 
similar  substances,  offer  examples 
of  a  like  nature,  provided  clean 
surfaces  be  pressed  together. 
Dust,  or  other  foreign  bodies, 
prevent  this  union.    Even  polished  glass  plates,  allowed  to  remain  long 
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in  contact,  if  perfectly  clean,  and  under  pressure,  have  been  known  to 
cohere  so  strongly  as  to  separate  by  fracture  in  any  other  direction 
sooner  than  in  the  line  of  junction.  Boyle  demonstrated  that  this  fact 
is  not  accounted  for  by  attributing  the  action  to  atmospheric  pressure. 
He  suspended  a  pair  of  adhesion  plates  in  the  vacuum  of  an  air-pump, 
where,  in  the  absence  of  atmospheric  pressure,  it  required  still  a  con- 
siderable weight  to  detach  the  surfaces. 

Adhesion  is  distinguished  from  cohesion  by  the  fact  that  while  the 
latter  occurs  between  particles  of  a  like  kind,  producing  homogeneous 
bodies,  the  former  takes  place  between  particles  of  unlike  kinds,  pro- 
ducing heterogeneous  bodies.  Glue  binding  together  pieces  of  wood  is 
an  example  of  adhesion.  This  species  of  mechanical  attraction  is, 
however,  seen  in  its  most  important  relations  in  the  curious  phenomena 
of  capillarity,  to  be  discussed  hereafter. 

The  terms  cohesion  and  adhesion  are  often  used  interchangeably, 
and,  when  the  distinctions  here  pointed  oyt  are  borne  in  mind,  no  evil 
will  arise  from  this  use  of  terms. 

The  force  of  cohesion  among  the  particles  of  solids,  when  exerted 
under  favorable  conditions,  produces  the  regular  forms  of  crystals,  to 
which  we  shall  presently  revert. 

148.  Cohesion  in  liquids  and  between  liquid  gases  and 
solids. — The  force  of  cohesion  in  liquids  gives  the  spherical  form  to 
drops  of  rain  and  dew,  and  rounds  the  drop  of  water  suspended  from 
the  end  of  a  glass  rod.  If  two  drops  of  water  or  any  other  liquid 
approach  each  other  near  enough,  they  unite  to  form  a  larger  spherical 
drop.  A  soap-bubble  is  only  a  large  hollow  sphere  of  water,  whose 
outer  film  of  liquid  assumes  and  preserves  its  spherical  form  in  virtue 
of  cohesive  attraction  and  the  laws  of  liquid  equi-  ^ 

librium.  The  soap,  while  it  adds  to  the  viscous  con- 
dition of  the  water,  really  diminishes  its  cohesive 
force,  as  was  shown  by  Prof.  Henry.  The  force  of 
cohesion  in  water  may  be  directly  measured  by  sus- 
pending a  counterpoised  disk  of  glass  or  metal  from 
a  scale  pan,  fig.  92*  adjusted  to  allow  the  disk  just  to  ^ 
touch  the  surface  of  the  water.  The  weight  required  ^^^ 
in  tbe  opposite  pan,  to  separate  the  disk  from  the  water,  then  becomes 
the  measure  of  cohesion  among  the  particles  of  water  forming  the  outer 
circle  of  contact 

By  this  means  Gay  Lussac  found  that  a  disk  of  4*362  inches  m 
diameter  required  982  grains  to  separate  it  from  water,  while  from 
alcohol  (density  0*819)  and  spirits  of  turpentine,  478*83  and  525 
grains,  respectively,  produced  separation ;  all  being  at  the  temperature 
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of  46^  Fabr.  The  thickness  and  material  of  the  disk  made  no  difference 
in  the  result,  showing  that  the  force  of  cohesion  was  the  only  force  to 
be  overcome,  and  that  this  force  was  exerted  at  a  distance  less  than  the 
thickness  of  the  film  of  liquid  necessary  to  moisten  the  surface  of  the 
disk.  It  is  also  evident  that  the  weights  obtained  do  not  represent  the 
whole  cohesive  force  in  each  case,  since,  from  the  circumstances  of  the 
trial,  it  can  be  only  the  outer  circle  of  particles  whose  cohesion  is  over- 
come, and  this  being  the  largest  circle,  each  succeeding  row  or  line 
of  particles  yields  readily  to  the  same  force. 

Between  liquids  and  solids  the  force  of  adhesion  is  modified  by  the 
phenomena  of  capillarity  and  surface  attraction. 

Between  gases  and  solids  cohesion  is  seen  to  exist  when  we 
attempt  to  wet  the  polished  surface  of  a  steel  blade,  or  a  clean  surface 
of  glass,  with  water.  The  liquid  fails  to  wet  the  polished  surface  of  the 
metal,  &c.,  owing  to  the  film  of  air  adhering  to  it,  due  to  the  attraction 
of  the  solid  for  the  air.  If^he  blade  is  slightly  heated,  or  its  surface 
is  roughened  mechanically  or  by  acids,  this  film  of  air  is  removed,  and 
the  blade  is  then  wetted.     (See  Smee's  battery:  Electricity.) 

Gases  do  not  manifest  cohesion  among  themselves,  because  the  repul- 
sive force  overcomes  it,  but  numerous  examples  of  its  exercise  may  be 
quoted  besides  that  just  named.  The  bubbles  of  gas  escaping  from 
aerated  water  adhere  to  the  sides  of  a  glass  vessel  from  this  cause. 
But  above  all  is  this  seen  in  the  power  of  recently  ignited  charcoal  to  ab- 
sorb and  retain  gases.  Owing  to  its  numerous  sensible  pores,  charcoal 
presents  a  very  large  surface  in  a  small  space.  The  more  compact  the 
wood  the  more  numerous  are  these  pores,  and  the  more  remarkable  the 
consequent  absorption  of  gas.  Different  gases  are  also  very  differently 
absorbed  by  it,  depending  on  their  condensibility  and  solubility.  Thus, 
while  only  four  or  five  volumes  of  common  air  are  absorbed  by  charcoal, 
thirty  volumes  of  carbonic  acid,  and  eighty  or  ninety  volumes  of  am- 
monia or  chlorohydric  acid  gas,  are  absorbed  by  charcoal  recently 
ignited.  This  curious  and  important  property  is  easily  illustrated  over 
the  mercurial  trough,  by  using  glass  cylinders,  filled  with  the  various 
gases,  to  cover  bits  of  charcoal  placed  on  the  mercury — the  absorption 
commencing  at  once  and  advancing  gradually  for  some  hours. 

We  will  consider  the  action  of  molecular  forces,  ^r«/,  between  mole- 
cules of  the  same  kind,  and,  second^  when  acting  between  molecules  of 
anlike  kinds,  to  which  are  referred  the  phenomena  of  capillarity. 
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CHAPTER  II. 

OP  SOLIDS. 
MOLSCULAR   FORGES   ACTING   BETWEEN    PARTICLES   OF   IIKS   KINDS. 

2  1.   Properties  of  Solids. 

149.  The  characteristic  properties  of  solids,  now  to  be  con 
sidered,  are,  1.  Crystalline  Form ;  2.  Elasticity ;  3.  Resistance  to  Frac- 
tore  (including  Strength  of  Materials) ;  4.  Hardness,  and  5.  Those 
properties  dependent  on  a  permanent  change  in  the  arrangement  of  the 
molecules — as  Ductility,  Malleability,  Temper,  Ac. 

150.  Stmctnre  of  solids. — In  solids  the  particles  of  matter  are 
held  in  fixed  relation^to  each  other  by  the  molecular  forces  (146).  The 
relative  disposition  of  the  molecules,  or  of  their  groups,  constitutes  what 
is  called  structure  in  solids.  This  structure  may  be  either  symmetrical 
or  regular,  as  in  living  beings  and  crystals,  or  amorphous,  as  in  most 
rocks  and  many  other  substances. 

There  exists  in  nature  a  plan,  which  cannot  be  mistaken,  to  combine 
matter  in  complete  and  symmetrical  wholes.  The  bodies  of  animals 
consist,  usually,  of  two  equal,  (or  nearly  equal),  and  similar  sets  of  limbs 
and  organs,  one  on  the  right  and  one  on  the  lefl;  side.  The  organs  of 
most  flowering  plants  are  similarly  and  regularly  arranged  in  whorles  of 
three  members,  as  in  the  lily,  or  of  five,  as  in  the  rose,  or  in  some  other 
simple  numbers,  and  the  same  law  is  beautifully  exemplified  in  the 
arrangement  of  the  leaves  and  branches  of  all  plants  and  trees  (phyUo- 
iazy).  In  the  animal  and  vegetable  world,  the  laws  which  direct  the 
aggregation  of  matter  are  those  of  Vitalitt,  and  it  is  observed  that 
most  of  the  forms  thus  produced  are  bounded  by  curved  lines  and 
surfaces. 

In  the  inorganic  or  lifeless  world  different  laws  are  in  force,  and  in 
the  production  of  solids  the  atoms,  under  favorable  circumstances, 
arrange  themselves  in  forms  which  are  angular  and  bounded  by  plane 
surfaces.  The  geometrical  forms  thus  produced  are  analogous  to  the 
more  complicated  results  of  vitality  as  seen  in  animal  and  vegetable  life. 
These  forms  are  called  crystals,  and  the  laws  governing  the  aggrega- 
tion of  matter  into  such  forms,  are  called  the  laws  of  crystallization. 

When  solids  are  formed  in  a  manner  unfavorable  to  the  regular 
action  of  the  molecular  forces,  the  regular  forms  of  crystals  are  not 
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produced,  but  a  mass  which  has  perhaps  some  traces  of  crystalline 
structure  (as  in  marble),  or  which  is  entirely  amorphous(152),  according 
as  the  act  of  solidiQcation  has  been  more  or  less  disturbed.  Thus,  in 
granite  we  easily  detect  the  crystalline  structure  of  some  of  the  con- 
stituents closely  aggregated,  while  in  slates  and  many  mechanical 
rocks  no  traces  of  crystalline  structure  can  be  seen. 

2  2.  Crystallography. 
151.  Conditions  of  crystallization. — In  order  that  crystals  may 
form,  it  is  a  necessary  condition  that  the  molecules  of  the  body  to  be 
crystallized  should  have  freedom  of  motion  among  themselves,  and 
ample  time  to  arrange  themselyes  in  accordance  with  the  force  of  crys- 
tallogenic  attraction.  These  conditions  may  be  met  in  either  of  the 
following  methods :  1.  By  solution ;  2.  By  fusion ;  3.  By  sublimation 
or  evaporation ;  or,  4.  By  electrical  or  chemical  decomposition. 

(a)  By  solution, — Many  solids  dissolve  in  water ;  thus  most  salts,  as 
common  salt,  Epsom  salts,  saltpetre,  borax,  alum,  &c.,  form  a  clear 
solution  in  water,  in  which  all  crystalline  attractions  are  subordinated, 
until  by  gradual  evaporation,  or  by  cooling  from  a  saturated  hot  solu- 
tion, the  several  salts  reappear,  each  in  its  own  appropriate  form. 
Sulphur  and  phosphorus  also,  dissolved  by  heat  in  bisulphid  of  carbon, 
crystallise  by  the  cooling  of  the  solution.  Some  substances  are  equally 
soluble  in  cold  or  in  hot  water,  and  crystals  are  obtained  from  their 
solution's  only  by  evaporation,  with  or  without  the  aid  of  heat. 

Common  salt  is  ui  example  of  sach  a  substance;  when 
evaporated  very  gently,  as  by  solar  heat,  perfect  cubes 
are  formed ;  if  rapidly,  as  by  fire,  a  confused  mass  of 
irregular  crystalline  grains  result  Sometimes  the  float- 
ing crystals,  as  they  grow  in  weight  continually,  but 
slowly,  sink,  giving  rise  to  the  onrious  hopper-shaped 
forms  seen  in  fig.  93. 

Alumina  dissolves  in  melted  boracio  acid,  and  the  solution,  exposed 
for  a  time  to  the  highest  heat  of  a  porcelain  furnace,  loses  the  boracic 
acid  slowly  by  evaporation,  and  the  alumina  crystallises  as  rubies  or 
sapphires.  Many  other  gems  have  thus  been  obtained,  of  microscopic 
size,  by  M.  Ebleman,  by  solution  in  boracic  or  phosphoric  acids,  or 
their  salts,  at  a  high  heat. 

(b)  Byjusion. — By  melting  sulphur,  bismuth,  and  many  other  sub- 
stances, in  crucibles,  and  allowing  them  to  cool  very  slowly ;  when  a 
crust  has  formed  on  the  surface  it  is  pierced,  and  the  contents  reman- 
ing fluid  are  turned  out,  the  interior  cavity  is  found  lined  with  crystals 
of  the  substance  experimented  on. 

(c)  By  mblimatioH. — By  heat  many  substances  rise  in  vapor,  and  on 
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oooliog  again,  m  a  proper  receptacle,  assume  their  appropriate  crystal- 
line forms — camphor,  sulphur,  arsenious  acid,  iodine,  arsenic,  sal-am- 
moniac, &c.,  can  be  thus  crystallized.  . 

(d)  Bi/  electrical  or  chemical  decomposition, — ^By  adding  to  a  solution 
of  some  substances  some  other  dissolved  body,  which  causes  the  first 
to  become  insoluble,  a  crystalline  powder  often  falls  (this  is  true  in 
most  cases  of  preeipiiaiion),  due  to  the  formation  of  a  new  compound, 
of  a  leas  solubility  than  either  of  the  substances  employed.  The  crystals 
of  metals,  e.  g.  of  copper,  gold,  silver,  Ac.,  are  easily  formed  by  the 
processes  of  electro-metallurgy. 

152.  Amozphiam. — Amorphism  is  that  state  of  a  solid  in  which 
there  is  no  trace  of  a  crystalline  structure ;  examples  of  such  a  state 
sre  seen  in  common  glass,  gan-flint,  wax,  obsidian,  sugar^andy,  &c. 
An  amorphous  body,  having  no  planes  of  cleavage,  is  broken  in  one 
direction  as  easDy  as  in  another.  Bodies  are  generally  more  soluble, 
leas  hard  and  dense,  in  the  amorphous  than  in  the  crystalline  state. 

An  amorphous  body  may  be  produced  in  a  number  of  ways ;  for 
example,  by  fusion,  as  in  the  case  of  glass ;  by  evaporation  of  solu- 
tions, aa  those  of  the  gums  and  glue  in  water ;  and  by  precipitation 
from  their  solutions,  as  is  the  case  with  alumina  and  phosphate  of  lime. 

The  property  of  toughnesB,  seen,  as  for  example,  in  emery  (amorphons  oomn- 
dun),  and  horn-stone  (amorphous  quarts),  is  mnoh  more  highly  developed  in 
the  amorphons  than  in  the  crystalline  varieties  of  these  minerals. 

153.  Cryataliine  forms.  Definitions. — The  crystalline  forms 
assumed  by  the  same  substance  are,  with  certain  limitations,  always 
the  same ;  depending  on  the  nature  of  the  substance,  and  are  therefore 
eMsential  forms.  The  study  of  these  forms  and  the  laws  of  crystallogeny, 
reveal  to  us  all  that  we  know  of  the  ultimate  forms  of  matter. 

A  crystal  is  a  polyhedron,  and  the  terms  of  solid  geometry  are  used 
in  crystallography  without  change. 

04  BeplacemetU. — An  edge  or  angle  is 

replaced  when  cut  off  by  one  or  more 
secondary  planes.    Fig.  94,  %  i, 

ISruncation, — An  edge  or  angle  is 
truncated  when  the  replacing  plane  is 
equally  inclined  to  the  adjacent  faces. 
Fig.  94. 

Bevelment. — An  edge  is  beveled  when  replaced  by  two  planes  which 
are  respectively  inclined  at  equal  angles  to  the  adjacent  faces  i2i2,  fig. 
94^  Truncation  and  bevelment  can  only  occur  on  edges  formed  by  the 
meeting  of  equal  planes. 


116 


THE  THREE   8TATS8  OF   MATTER. 


The  axes  of  a  crystal  are  imaginary  lines  passing  through  its  centre, 
and  about  which  two  or  more  faces  are  symmetrically  arranged.  They 
connect  either  the  centres  of  opposite  faces,  fig.  95,  or  edges,  fig.  96,  or 
the  apices  of  opposite  solid  angles,  fig.  97,  or  of  both  edges  and  angles, 
fig.  98. 
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Three  axes  are  employed  for  the  different  systems  in  crystallography 
(excepting  the  sixth,  fig.  114),  whose  length  may  be  equal,  or  only  two 
alike,  or  all  unequal ;  they  may  also  be  at  right  angles  to  each  other,  or 
oblique. 

A  prism  is  a  column  having  any  number  of  sides.  In  crystal- 
lography we  have  four  and  six-sided  prisms,  which  may  be  either  right 
prisms,  that  is,  erect ;  or  oblique  prisms,  that  is,  inclined. 

Four-sided  prisms  occur  of  a  number  of  kinds ;  their  bases  may  be 
either  square,  rectangular,  rhombic,  or  rhomboidal.  If  the  base  is  a 
square,  or  a  rectangle,  and  the  prism  erect,  the  eight  solid  angles  are 
equal  and  rectangular;  the  edges  are  twelve,  and  may  vary;  for 
example, 

A  cube  is  bbunded  by  six  equal  sides  (the  lateral  sides  being  equal 
to  the  bases),  and  the  twelve  edges  are  all  equal,  fig.  95. 
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A  right  square  prism,  fig.  99,  has  a  square  base  and  a  height  which 
may  be  either  greater  or  less  than  its  breadth ;  its  sides  are  equal 
rectangles,  the  eight  basal  edges  (four  at  each  base)  are  equal  to  each 
other,  but  differ  from  the  four  lateral  edges. 

A  right  rectangular  prism,  fig.  100,  has  a  rectangular  base,  and  sidea 
also  rectangular,  the  opposites  only  equal ;  two  edges  at  each  base  dif- 
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fer  from  the  other  two,  while  the  lateral  edges  are  also  different ;  henoe 
there  are  three  sets  of  edges,  four  in  each  set. 

The  base  may  also  be  a  rhomb  or  rhomboid. 

A  right  rhombic  prism,  fig.  101,  has  a  ?arying  height  and  a  rhombic 
base.  Its  plane  angles  are  two  obtuse  and  two  acute,  with  correspond* 
ing  solid  angles  and  lateral  edges ;  the  four  lateral  faces  are  rectangles, 
and,  like  the  basal  edges,  are  equal. 
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An  oblique  rhombic  prism,  figs.  102,  103  (fig.  102  a  front  view,  and 
fig.  103  a  side  view) ;  has  a  rhombio  base  and  a  varying  height,  the 
lateral  faces  are  rhomboids.  The  lateral  edges,  like  the  basal  edges, 
have  two  acute  and  two  obtuse  angles.  When  the  height  is  equal  to 
the  breadth  the  form  is : — 

A  rhombohedron,  fig.  98,  composed  of  six  equal  rhombic  faces. 

A  right  rhomboidal  prism  has  a  rhomboidal  base  and  a  varying 
height,  only  the  two  opposite  sides  and  angles  are  equal,  the  lateral 
rectangular  faces  correspond  to  the  basal  edges ;  the  opposites  only  are 
equal.    This  form  is  similar  to  fig.  101. 

An  oblique  rhomboidal  prism,  fig.  104,  has  a  rhomboidal  base  and  a 
varying  height.  The  lateral  faces  are  rhomboids.  The  edges  of  each 
base  are  of  four  kinds ;  for  two  opposite  are  longer  than  the  other  two, 
and  of  each  pair,  one  is  obtuse  and  the  other  acute.  In  this  solid, 
therefore,  only  diagonally  opposite  edges  are  similar,  and  only  opposite 
solid  angles  are  equal. 

104 


An  hexagonal  prism,  fig.  105,  is  an  erect  six-sided  prism. 
An  octahedron  has  eight  triangular  faces ;  its  form  is  like  two  four 
sided  pyramids  united  base  to  base.     Three  octahedrons  are  described 
18 
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The  regular  octahedron,  fig.  106,  has  a  square  base  and  eight  fnceSy 
equilateral  triangles ;  its  solid  angles  are  six,  and  equal,  as  also  are  itc 
twelve  edges.  The  plane  angles  are  60°,  the  interfacial  angles  are 
lOQ'^  28^  16^^ ;  this  solid  is  symmetrical,  like  the  cube. 

The  right  square  octahedron,  fig.  107,  has  a  square  base,  but  a  verti- 
cal height,  greater  or  less  than  in  the  regular  octahedron.  Its  faces 
are  equal  isosceles  triangles.  Its  basal  edges  are  equal  and  similar, 
but  they  differ  in  length  from  the  eight  equal  pyramidal  edges.  The 
vertical  solid  angles  differ  from  the  basal 

The  right  rhombic  octahedron,  fig.  108,  has  a  rhombic  base  and  a 
varying  height;  its  faces  are  equal  triangles;  the  basal  edges  are 
equal ;  the  plane  angles  of  the  base  and  the  pyramidal  edges  are  of 
two  kinds,  two  obtuse  and  two  acute. 
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The  rhombic  dodecahedron,  fig.  109,  is  bounded  by  twelve  equal 
rhombs ;  it  has  twenty-four  similar  edges,  and  fourteen  solid  angles ; 
they  are  of  two  kinds :  Eight  obtuse,  formed  by  the  meeting  of  three 
obtuse  plane  angles,  and  six  acute,  formed  by  the  meeting  of  four  acute 
plane  angles. 

154.  SystemB  of  crystala. — There  are  six  systems  of  axes,  pro- 
ducing the  same  number  of  systems  of  crystalline  forms,  by  the  sym- 
metrical arrangement  of  planes  about  these  axes.  They  are  called  the 
monometric,  dimetric,  trimetric,  monoclinic,  triclinic,  and  hexagonal 
systems. 

(a)  The  monometric  system  (from  monos,  one,  and  meiron,  measure), 
includes  the  cube,  fig.  95,  the  regular  octahedron,  fig.  106,  and  rhombic 
dodecahedron,  fig.  109.    Each  of  these  forms  is  perfectly  symmetrica!. 


Note. — In  studying  this  eubjeot,  the  pupil  will  find  it  of  the  greatest  assist- 
Mice  to  his  easy  comprehension  of  the  forms  mentioned,  to  produce  them  with 
a  knife,  from  some  soft  substance  like  a  turnip  or  a  potato,  which  are  more 
easily  managed  than  ohalk  or  wood,  and  neater  than  clay.  Sete  of  crystalline 
forms  and  cards,  with  the  outlines  of  the  various  forms  prepared  for  cutting 
op,  are  furnished  cheaply  by  the  German  chemical  dealers,  for  the  use  of 
schools. 
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being  equal  in  height,  length,  and  breadth.  Their  axes  are  three  in 
Dumber,  of  equal  length,  and  at  right  angles  to  each  other.  In  the 
cube,  the  axes  connect  the  centres  of  opposite  faces,  in  the  octahedron, 
the  apices  of  opposite' solid  angles,  and  in  the  dodecahedron,  the  apices 
of  opposite  acute  solid  angles.  The  relation  of  the  axes  in  these  solids 
to  each  other,  may  be  understood  by  deriving  one  form  from  the  other. 
If  in  the  cube  (its  faces  are  indicated  by  o)  we  truncate  each  of  its 
eight  solid  angles,  fig.  110  is  first  produced,  and  as  the  truncation  pro- 
ceeds, fig.  Ill,  and  finally  a  perfect  octahedron.  It  will  be  noticed  that 
the  centres  of  o,  the  ends  of  the  axes  in  the  cube,  correspond  to  the 
apices  of  the  solid  angles  in  the  octahedron,  which  are  also  the  ends 
)f  axes. 
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{b)  The  dimetric  system  (from  cUs,  two-fold,  and  mdron,  measure), 
includes   the  square   prism,  ilg.  99,  and  square  octa-  112 

bedron,  fig.  107,  bearing  the  same  relation  to  each  other 
as  the  cube  does  to  the  regular  octahedron.  In  this 
system  there  are  three  axes,  all  at  right  angles  to  each 
other,  but  only  the  two  lateral  are  equal,  the  third,  or 
vertical  axis,  being  of  varying  length.  In  the  prism, 
the  axes  connect  the  centres  of  opposite  faces,  in  the 
octahedron  the  apices  of  opposite  solid  angles.  If  a  square  prism 
has  each  of  its  solid  angles  truncated,  we  shall  have  first,  fig.  112,  and. 
finally,  the  square  octahedron  is  produced. 

(c)  The  irimeiric  system  (from  iris,  three-fold,  and  metron,  measure), 
includes  the  rectangular  prism,  fig.  100,  the  rhombic  prism,  fig.  101, 
and  the  rhombic  octahedron,  fig.  108.  Each  of  these  forms  has  its 
three  axes  at  right  angles  to  each  other,  and  all  are  unequal  in  length. 
In  a  rectangular  prism  (the  base  a  rectangle),  the  axes  connect  the 
centres  of  opposite  faces.  In  the  rhombic  prism  (base  a  rhomb),  the 
vertical  axis  connects  the  centres  of  the  bases,  the  two  lateral  axes  con- 
nect the  centres  of  opposite  edges.  In  the  rhombic  octahedron  (base 
a  rhomb)  the  axes  connect  the  apices  of  opposite  solid  angles. 

(d)  The  morhodinic  system  (from  monos^  one,  and  klino,  to  incline), 
mclndes  the  right  rhomboidal  prism,  fig.  101,  and  the  oblique  rhombic 
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prism,  fig.  102.    In  this  system  the  three  axes  are  unequal,  the  tw« 

lateral  axes  are  at  right  angles  with  one  another,  the  vertical  is  inclined 

to  one  of  the  lateral  axes  and  at  right  angles  with  113 

the  other.     In  the  right  rhomboidal  prism  the  axes 

connect  the  centres  of  opposite  faces.    In  the  oblique 

rhombic  prism  the  vertical  axis  connects  the  centres 

of  the  baHes,  and  the  two  lateral  axes,  the  centres  of 

opposite  lateral  edges.     The  truncation  of  the  lateral 

edges  of  one  prism  finally  produces  the  other.    The 

relation  of  these  prisms  to  each  other  is  seen  in  fig.  103. 

(e)  The  triclinic  system  (from  /m,  three,  and  Mino,  to  incline), 
includes  the  oblique  rhomboidal  prism,  fig.  104.  All  the  axes  are  un- 
equal and  oblique,  the  vertical  axis  connects  the  centres  of  the  bases ; 
the  lateral  axes  connect  the  centres  of  the  lateral  edges. 

(/)  The  hexagonal  system  includes  the  hexagonal 
prism,  fig.  105,  and  rhombohedron,  fig.  114.  In  the 
hexagonal  prism,  fig.  105,  the  vertical  axis  connects 
the  centres  of  the  bases,  the  three  lateral  axes  connect 
the  centres  of  opposite  lateral  faces  or  edges,  and  cross  , 
each  other  at  an  angle  of  60°,  at  right  angles  to  the 
vertical  axis. 

In  the  rhombohedron,  two  diagonally  ppposite  solid  angles  consist  of  threv 
equal  obtuse  or  three  eqnal  acnte  plane  angles ;  the  diagonal  connecting  those 
solid  angles  is  called  the  vertical  axis;  placed  with  this  nzis  in  a  vertical  posi- 
tion, the  rhombohedron  is  said  to  be  in  position,  and  looking  fVom  above,  it 
will  be  noticed  that  the  lateral  edges  are  at  an  equal  distance  from  the  vertical 
axis ;  the  three  lateral  axes  connect  the  centres  of  the  lateral  edges  intersecting 
each  other,  as  do  the  lateral  axes  of  the  hexagoni^  prism,  at  an  angle  of  60^. 
Placing  the  rhombohedron  in  position,  if  we  remove  the  six  lateral  edges,  re- 
placing them  by  planes  parallel  to  the  vertical  axis,  there  is 
produced  a  regular  hexagonal  prism,  terminated  by  three-sided 
pyramids.  If  their  vertical  solid  angles  are  also  removed  the 
regular  hexagonal  prism  results.  If  we  remove  from  an  hex- 
agonal prism  three  alternate  basal  edges,  and  at  the  other  ex- 
tremity also,  three  edges,  alternating  with  the  first,  as  shown 
in  fig.  115,  and  continue  the  removal  until  the  original  form 
is  obliterated,  a  rhombohedron  is  produced ;  it  also  results  by 
removing,  in  a  corresponding  manner,  the  alternate  solid 
angles  from  the  hexagonal  prism.  When  the  plane  angles  forming  the  vertioskl 
solid  angles  are  obtuse,  the  rhombohedron  is  called  obtuse,  and  if  acute,  the 
dolid  is  called  an  acute  rhombohedron. 

155.  Modified  forms. — If  bodies  in  crystallizing  assumed  only  the 
lundamental  forms,  there  would  be  but  comparatively  little  variety 
;ind  beauty  in  crystalline  solids  ;  it  is  to  the  modification  of  the  funda* 
mental  forms  that  we  owe  that  endless  variety  of  crystalline  figures 
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vrhich  we  ob8er?e  in  natare,  and  that  are  produced  in  the  laboratory. 
These  modified  forms  are  called  secondary  or  derivative  forms,  and  are 
produced  by  the  replacing  of  the  edges  and  angles  of  the  fundamental 
forms  by  planes,  which  are  called  secondary  planes.  The  modifica- 
tions of  crystals  take  place  according  to  two  simple  laws. 

Ist.  AU  the  simiiar  parts  of  a  crystal  may  he  simultaneously  atid  simi- 
larly modified.  The  forms  thus  resulting  are  called  holohedral  forms 
(from  holos,  whole,  and  edra^  face). 

2d.  Half  the  similar  parts  of  a  crystal  may  be  simultaneously  and 
similarly  modified.  The  forms  thus  resulting  are  called  hemViedral 
forms  (from  hemisa^  half,  and  edra^  face). 

[It  ia  beyond  the  design  of  this  elementary  work  to  enter  into  more  detail 
eonceming  the  different  systems  of  crystallography,  and  of  modified  forms. 
For  fiirther  information  the  student  is  referred  to  Dana's  Mineralogy,  from 
which,  by  permission,  this  chapter  has  been  condensed.] 

156.  Compound  crystals. — Sometimes  we  find  two  or  more  crystals 
united  regularly  and  symmetrically  together.  The  form,  if  composed 
of  two  individuals,  is  called  a  twin  crystal.    Fig.  116  is  a  simple  crystal 
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of  gypsum ;  if  it  be  bisected  along  the  imaginary  line  a  6,  and  the 
right  half  be  inverted  and  applied  to  the  other  half,  it  will  form  fig. 
117.    If  an  octahedron,  as  fig.  118,  be  bisected  through  the  dotted  line, 
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•nd  the  upper  half  revolved  half  way  around  be  then  united  to  the 
lower,  it  produces  fig.  119.    Both  figs.  117  and  119  are  twin  crystals. 
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The  imagiDary  axis,  on  which  the  revolation  of  half  the  crystal  m 
iaade,  is  termed  the  axis  of  revolution  and  the  imaginary  section,  the 
;)lane  of  revolution.  Compound  crystals,  composed  of  more  than  two 
'■  ndividuals,  are  frequently  observed,  as  in  the  case  of  the  snow-flake,  a 
not  unusual  form  of  which  is  represented  by  fig.  120,  composed  of  six 
crystals  meeting  at  a  point,  or  of  three  crossing  each  other  at  an  angle 
of  60°.     Fig.  121  represents  a  compound  crystal  of  chrysoberyl. 

157.  Cleavage. — By  the  application  of  mechanical  force  to  crystals 
-.76  observe  that  they  often  split  in  certain  directions,  leaving  even  and 
|)olished  surfaces.  The  production  of  such  surfaces,  in  causing  the 
reparation  of  the  particles  of  the  crystals,  is  called  their  deavage;  the 
i)lanes  along  which  the  separation  takes  place  are  called  deavage  joinU. 
Oleavage  is  often  obtained  with  great  ease,  as,  for  example,  with  mica, 
rvhich  may  be  separated  by  means  of  the  fingers  into  thin  leaves, 
(lalena,  also,  cleaves  easily,  and  as  the  three  cleavage  planes  are  at 
right  angles  to  each  other,  a  cube  results.  Gale  spar  splits  in  three 
oblique  directions,  and  thus  a  rhombohedron  is  obtained ;  .while  in  fluor 
r-par  a  cleavage  of  its  solid  angles  produces  an  octahedron.  The  cleav- 
age of  many  crystals  is  obtained  with  great  di£Sculty,  as,  for  example, 
ia  quartz  and  tourmaline;  in  others  no  cleavage  can  be  produced, 
owing  to  the  strong  cohesion  among  the  laminsB.  In  some  crystals  but 
one  cleavage  is  visible,  as  with  mica  ;  several  have  two ;  others  three, 
as  galena  and  calc  spar ;  fluor  spar  has  four,  blende  has  six,  while 
i.thers  have  even  more.  We  obtain,  by  the  cleavage  of  a  crystal,  some 
(•ne  of  the  thirteen  fundamental  forms.  Varieties  of  the  same  mineral 
lave  the  same  cleavage.  Cleavage  occurs  parallel  to  the  faces  of  the 
fundamental  form,  or  along  the  diagonals ;  the  facility  of  oleavage  and 
1  astre  of  the  surfaces  is  always  the  same,  parallel  to  similar  faces. 

158.  Determination  of  orystalline  forms. — In  order  to  determine 
:i  crystal,  it  is  essential  to  refer  it  to  the  system  to  which  it  belongs, 
:ind  to  determine  the  simple  forms  of  which  it  consists,  with  the  rela- 
tive lengths  and  inclination  of  the  axis. 

I  3.  Elasticity. 

159.  Elasticity  of  solids. — Elasticity,  already  mentioned  as  one 
•>f  the  properties  of  matter,  has  a  peculiar  importance  in  solids,  because 
It'  is  itself  a  moving  force,  and  serves  to  measure  the  intensity  of 
other  forces.  All  bodies  offer  a  resistance  to  compression  and  ex- 
tension, which  is  due  to  elasticity.  It  is  shovm  in  the  effort  of  a  com- 
pressed spring,  or  a  bent  bow,  to  recover  from  its  forced  state  of 
dexion. 

Tension,  Jf^xitre,  and  torsion  are  also  at  once  evidence  and  measures 
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of  the  force  of  elastioitj  in  solids ;  while  in  fluids  eompresaion  U  the  only 
evidence  of  its  presence,  and  hence  compressibility  alone  is  a  general 
property  of  matter. 

Every  body  has  a  limit  of  dasiicUy  beyond  which  it  cannot  be  car- 
ried without  a  permanent  derangement  of  its  particles,  or  fracture.  A 
perfectly  elastic  body  is  one  which  returns  completely  to  its  original 
form  when  pressure  is  removed ;  and  every  body  does  this,  each  within 
its  own  limit  of  elasticity.  Hence  every  body  may,  in  a  restricted  sense, 
be  said  to  be  perfectly  elastic.  The  return  of  an  elastic  body  to  its 
primitive  position  is  usually  made  with  several  oscillations,  called  oaal- 
IcUions  ofelasiiciiy.  This  is  familiarly  seen  in  the  recoil  of  a  bent  blade 
or  spring  of  steel. 

It  ifl  evident  that  in  bending  the  steel  its  molecules  are  deranged  from  their 
position  of  equilibrium  by  compression  on  one  side  and  extension  on  the  other, 
and  that  it  is  the  force  with  which  they  tend  to  replace  tbemselveb  which  pro- 
doces  the  elasticity  of  the  blade. 

There  is  a  similar,  although  less  perceptible,  change  of  figure  in  an  ivory  ball, 
which,  dropped  upon  a  hard  surface,  will  rebound  nearly  to  the  height  from 
which  it  fell.  It  does  not  immediately  recover  its  spherical  shape,  but  is  for 
several  times,  alternately,  an  oblate  and  prolate  spheroid. 

160.  Elaatioity  of  tension  and  compresBion. — By  tension  is  to 
be  understood  the  action  of  a  force  exerted  in  the  direction  of  the  length, 
of  a  wire,  for  example.  The  laws  of  elasticity  of  tension  have  been  ex- 
perimentally deduced,  by  suspending  weights  from  the  lower  end  of  a 
rod  or  wire,  sustained  at  top  by  a  firm  support.  The  elongation  occa- 
sioned by  each  addition  of  weight  is  measured  by  a  telescope  mounted 
on  a  graduated  bar,  parallel  to  the  wire  (the  apparatus  is  called  a 
eaiheUnneier).  If  the  limit  of  elasticity  is  not  passed,  the  rod  or  wire 
returns  to  its  original  length  on  removing  the  weights ;  but  if  the  strain 
is  continued  too  long,  or  too  great  a  tension  is  brought  to  bear,  a  per- 
manent change  of  length  results.  When  the  limits  of  elasticity  are  not 
passed,  the  following  laws  are  developed  by  this  mode  of  experiment. 

1.  For  ike  same  substance  the  elongation  caused  by  each  vnit  of  tension 
is  the  same,  whatever  may  have  been  the  original  tension.  Thus,  with  a 
wire  loaded  with  ten  or  twenty  pounds,  the  elongation  for  each  succes- 
sive  pound  is  the  same  as  for  the  first  pound. 

2.  The  elongation  is  proportional  to  the  tension  employed.  This  follows 
from  the  first  law,  and  signifies  that  if  the  rod  or  wire  is  elongated  one 
unit  by  one  pound,  it  will  be  elongated  ten  units  by  ten  pounds,  S^. 

3.  The  elongation  with  a  given  tension  is  proportional  to  the  length  of 
the  rod.  That  is  to  say,  if  a  rod  of  a  given  length  is  elongated  a  unit 
of  length  by  a  given  tension,  a  rod  two  units  long  is  elongated  twice  as 
much  by  the  same  tension. 
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4.  The  elongation  is  inversely  proportional  to  the  area  of  the  section  of 
the  rod.  That  is,  if  of  two  rods  of  the  same  substance,  of  equal  length, 
and  subject  to  the  same  tension,  one  has  twice  the  area  of  the  other,  it 
will  be  elongated  only  half  as  much. 

Experiment  has  shown  that  in  the  case  of  the  compression  of  a  mctallic 
bar,  or  rod,  in  the  direction  of  its  length,  by  an  endwise  force,  the  bar 
is  shortened  just  as  much  as  it  would  be  lengthened  if  the  same  forco 
had  been  used  to  stretch  it.  Hence  the  laws  for  the  elasticity  of  com- 
pression are  quite  the  same  with  those  for  tension. 

These  laws  may  be  demonstrated  mathematically  as  well  as  experi- 
mentally, but  it  is  not  requisite  here  that  we  should  do  more  than 
enunciate  and  illustrate  them. 

161.  Coefficient  of  elasticity. — From  the  laws  of  elasticity,  of 
tension,  and  compression,  just  enunciated,  it  follows  that  the  elongation 
{I)  of  a  given  rod  is  proportional  to  a  constant  quantity,  (7,  depending 
on  the  nature  of  the  substance ;  secondly,  to  the  weight,  W,  by  which 
it  is  stretched;  thirdly,  to  its  length,  L\  and,  fourthly,  that  it  is 
inversely  proportional  to  the  area  of  its  section,  Sx  «.  e, 

i=c.  ir.i.-l-. 

hence, 

l=C-^,     or     C=^^. 

Putting  K=  -^r  ^  these  equations,  they  become 
\     WL         „      LW 


i  =  n?— C-.  or^ 


K     S  *       ^^    IS  ' 
If  in  the  last  equation  we  make  1  =  L,  and  £^  ==  1,  it  becomes  K=  W, 

The  quantity  K  is  called  the  coefficient  of  elasticity.  In  other  words, 
the  coefficient  of  elasticity,  in  any  homogeneous  substance,  is  equal  to 
the  weight  required  to  double  the  length  of  a  bar  of  that  substance 
having  a  given  area,  assuming  such  an  elongation  physically  possible, 
which  it  is  not,  unless  in  the  case  of  caoutchouc. 

We  are  indebted  to  Wertheim  for  most  of  our  experimental  knowledge 
of  this  subject.  The  following  table  shows  the  mean  coefficient  of  elas- 
ticity of  a  number  of  metals,  as  deduced  by  him,  with  various  weights, 
at  different  temperatures,  from  1®  to  392°  Fahrenheit. 
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MKTAI.S.* 

▼alM  of  JTat  tite  temperature  of— 

10-140  p. 

flOOF. 

S8Q-880F. 

tl'iP  F. 

»^!>  F.       ! 

Gold  hammered. 

9,351 

8,603 

**    uineaied. 

5,585 

5,408 

6,482    ! 

Silver  hammered, 

7,800 

7,411 

**      annealed, 

7,140 

7,274 

6,374 

Palladium  hammered. 

10,659 

10,289 

1 

Platinum  hammered. 

16,224 

15,847 

! 

**         annealed. 

15,518 

14,178 

12,964    I 

Copper  hammered. 

13,052 

12,200 

'<        annealed, 

10,519 

9,827 

7,862   1 

Iron-wire  (ordinary), 

17,743 

18,613 

19,996 

. 

20,794 

21,877 

17,700 

Steel-wire  annealed  bine, 

17,690 

18,045 

18,977 

English  steel-wire  annealed. 

17,278 

21,292 

19,278 

Cast^steel  annealed, 

19,561 

19,014 

17,926 

Berlin-brass  hammered, 

9,782 

9,006 

J 

An  inspection  of  this  table  shows  that  the  coefficients  of  elasticity  of 
the  metals,  generally  diminish  as  the  temperature  rises  from  P  to 
392°  F.  But  for  iron  and  steel,  the  coefficients  augment  up  to  212°  F., 
and  then  diminish,  until  at  392°  F.,  they  have  the  same  tenacity  as  at 
common  temperatures. 

Wertheim  has  also  determined  by  experiment  that  the  coefficient  of 
elasticity  in  the  metals  is  increased  by  ail  means  which  produce  an 
increase  of  density,  and  decreased  by  the  contrary  means.  He  found, 
also,  that  the  passage  of  an  electric  current  in  a  conductor  momentarily 
diminishes  this  coefficient,  independent  of  the  alteration  of  temperature 
produced  by  the  electricity.  In  alloys  the  coefficient  is  nearly  the 
mean  of  the  coefficients  of  the  several  metals  compounded,  even  when 
there  is  a  difference  of  bulk  between  the  mass  of  the  alloy  and  the  sum 
of  its  ingredients. 

162.  Elaatioity  of  fleznre. — Let  A  B,  fig.  122,  be  a  rectangular 
beam,  fixed  horizontally  by  one  of  its  ends.  If  the  free  end  of  such  a 
beam  is  acted  on  by  any  force  tending  to  bend  it  in  the  direction  B  D'^, 
the  bar  will,  in  virtue  of  its  elasticity,  return  again  to  its  horizontal 
position  when  the  fiexing  force  ceases  to  act,  after  performing  a  certain 
number  of  oscillations. 

The  elasticity  of  flexure  is  due  chiefly  to  the  united  effect  of  the 


•  The  rods  employed  in  these  experiments  had  each  a  section  of  one  square 
millimetre,  and  the  values  of  K  are  the  weights,  in  kilogrammes,  that  woold  be 
required  to  stretch  the  rods  to  double  their  original  length.  These  values,  in 
general,  greatlj  exceed  the  limit  of  elastioity. 
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elasticity  of  tension  and  compression.  For  the  molecales  on  the  upper 
side  of  the  curve  are  extended,  while  those  on  its  under  side  are  com* 
pressed,  and  the  united  effort  of 
these  two  forces — which  are  equal — 
is  to  restore  the  beam  to  its  first 
position.  The  conversion  of  a 
straight  line  into  a  curve,  as  in  this 
case,  is  also  accompanied  by  a  dis- 
turbance in  the  equilibrium  of  the  molecules,  independent  of  the 
change  due  to  their  separation  and  compression ;  and  such  a  change 
develops  elasticity. 
The  laws  of  elaatioity  of  flexare  are  comprised  in  the  following  formula) : 


(1.)  a:= 


Dbc^ 


or  W- 


In  which  a  is  the  arc  B  B*,  described  by  the  flexure ;  W,  is  the  flexing  weight 
acting  in  a  perpendicular ;  6,  the  horitontal  breadth  of  the  bar ;  d,  its  thickness ; 
/,  the  length  of  the  bar,  and  />,  a  constant  quantity,  depending  on  the  nature  of 
the  substance  used.  If  in  the  above  we  make  each  of  the  quantities  a,  b,  d,  and 
I,  equal  unity,  it  follows  that  J9  =  IT,  or  i),  is  a  weight  which  will  bend  a  given 
bar  one  unit  long,  and  of  a  given  diameter  (say  one  centimetre),  through  a  unit 
of  arc  (say  one  degree).  This  quantity,  2>,  is  called  the  coeffieimU  of  Hfutieity 
of  fUxur€f  and  in  any  case  the  value  of  a,  h,  d,  and  /,  being  known  experi- 
mentally, the  value  of  />  is  readily  ascertained  by  calculation. 

If  a  beam  is  supported  at  its  two  extremities,  A,  B,  fig.  123,  and  the  weight  is 
applied  in  the  middle,  the  formula  becomes 

(2.)   ir=  — -^ — ,  where  a  is  the  flexure  and  I  the  distanea 


from  the  supports. 


The  following  laws  are  deduced  from  the  first  formula : 

1.  The  diaplaeement  of  the  free  end  of  the  bar  is  proportiondl  to  the 
load. 

This  is  equally  evident  from  the  experiments  of  Coulomb  and  from 
an  analysis  of  the  isochronism  of  the  oscillations  accompanying  the 
effort  to  restore  the  equilibrium. 

2.  The  load  requisite  to  produce  a  given  flexure  ts  proportunud  to  the 
IrcarJf?!  nfihe  beam  or  bar. 
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This  18  evident  if  we  consider  a  beam  two  or  three  times  as  broad, 
composed  of  two  or  three  separate  beams,  each  requiring  the  same  load 
as  the  first  bar  to  flex  it  through  the  same  arc. 

3.  The  load  is  also proporiwnai  to  the  cube  ofthedepih  or  thickness  of 
the  bar. 

4.  The  load  is  in  the  inverse  ratio  of  the  cube  of  the  length  of  the  bar. 

If  the  section  of  the  beam  is  not  a  rectangle,  with  one  side  perpen- 
dicular to  the  direction  of  the  flexing  force,  these  laws  cannut  be 
directly  applied.  It  is  assumed  in  all  the  cases  that  the  bar  returns  to 
its  first  position  when  left  to  itself;  or,  in  other  words,  that  the  pressure 
has  not  exceeded  the  limit  of  elasticity. 

Applioatiozia. — Constant  use  is  made  of  the  elasticity  of  flexure. 
The  dynamometer  of  Reynier  has  already  been  n^med  (37).  Springs 
of  all  kinds,  for  balances,  carriages,  time-pieces,  bows,  &c.,  employ  this 
agency.  The  aneroid  barometer  of  Yidi,  and  the  metallic  manometer 
and  thermometer  of  Bourdon  are  familiar  and  most  useful  applications 
of  this  force. 

163.  M.  Boordon'fl  metallic  barometer. — M.  Bourdon,  of  Paris, 
has  applied    the  principle  of  elas-  124 

ticity  of  flexure  to  the  construction 
of  a  metallic  barometer,  which,  with 
great  simplicity  of  construction,  has 
all  the  advantages  of  the  aneroid. 
The  essential  part  of  the  instrument, 
fig.  124,  consists  of  a  very  thin  and 
ehhstic  brass  tube,  A,  bent  into  the 
form  of  an  arc  of  a  circle,  whose  cross 
section  is  a  flattened  ellipse,  with 
its  longer  diameter  perpendicular 
to  the  plane  of  curvature.  This  tube, 
exhausted  of  air,  and  hermetically 
closed,  is  attached  only  at  its  centre, 
so  that  the  ends  are  free  to  move. 
With  a  diminished  atmospheric  pres- 
sure, the  ends  separate  from  each  other.  If  the  atmospheric  pressure 
increases,  the  ends  come  nearer  together.  By  means  of  the  metallic 
wires,  a,  5,  and  the  spring,  c,  these  movements  of  the  ends  of  the  tube 
are  communicated  to  a  needle  moving  over  a  graduated  plate. 

The  same  principle  Bourdon  has  applied  to  the  construction  of 
manometers  for  locomotives  and  other  steam-boilers,  which  are  now 
extensively  used  in  all  countries. 
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164.  The  aneroid  barometer.* — ^Tbe  construction  of  this  instru- 
ment, invented  by  Vidi,  of  Paris,  depends  upon  the  elasticity  of  flexure. 
Being  of  small  size,  and  containing  no  .^5 
mercury,  it  is  very  portable,  and  it  gives 
results  sufficiently  accurate  for  all  ordinary 
purposes.  It  consists  of  a  circular  copper 
box,  the  cover  of  which  is  very  thin,  and 
hermetically  sealed,  after  the  air  is  partly 
exhausted  from  its  interior.  This  chest  is 
contained  in  an  outer  case,  fig.  125,  about  I 
four  inches  iu  diameter,  and  which  has  a 
dial-plate  like  that  of  a  watch.  Variations 
in  the  pressure  of  the  atmosphere  will 
cause  the  cover  of  the  exhausted  box  to 
move  with  the  change  of  tension.  By 
means  of  a  combination  of  levers  and  springs,  the  movements  of  the 
centre  of  this  cover  are  communicated  to  a  pointer  which  moves  over 
the  graduated  plate. 

Fig.  126  BhowB  the  interior  constmcdon  of  this  iDstrument.     To  the  cover  M 
of  the  exhausted  box,  are  attached  two 
uprights,  S,  which  act  upon  a  lever,  P,  126 

by  means  of  a  pin  uniting  them.  This 
lever,  P,  is  attached  to  a  bar,  moving 
freely  on  two  pivots  placed  at  its  ex- 
tremities. A  lever,  B,  unites  the  bar, 
K,  to  the  plate.  A,  pressing  on  two 
springs,  D.  By  means  of  a  spring, 
represented  on  the  side  of  the  figure,  the 
rod  E,  in  connection  with  A,  commu- 
nicates movement  to  the  bent  lever,  H, 
causing  a  metallic  wire  to  uncoil  itself 
from  the  axis,  0,  of  the  pointer,  thus  1  r- 

transmitting  to  it  the  movement 

Excellent  aneroid  barometers  are  now  made  at  Lebanon  Spa,  N.  T»,  by  B. 
Kendall,  at  a  moderate  cost. 

The  theory  of  the  barometer  and  the  mode  of  observing  atmospheric 
pressure  with  the  aneroid  barometer,  is  explained  in  the  chapter  on 
^U9es. 

165.  Elasticity  of  torsion. — When  a  metallic  rod  or  wire  is  twisted 
by  a  force  applied  at  one  extremity,  while  the  other  remains  fixed,  it 
has  a  constant  tendency  to  return  to  its  first  position,  and  if  the  force 

*  Aneroid  is  derived  from  the  Greek  alpha  (a),  privative,  ai;id  ipiatf  to  flow 
(a  barometer  without  a  fluid),  in  allusion  to  the  absence  of  quicksilver. 


or   80UD8. 


129 


16  withdrawn,  when  left  to  itself,  the  wire  makes  a  number  of  oscilla- 
Uone  before  it  comes  to  a  state  of  rest. 


Leta&,  fig.  127, 
127 


We  e&n  easily  see  how  torsion  is  dereloped  from  elasticity, 
lie  a  metallic  wire,  made  tense  by  a  weight,  W,  and 
twisted  by  a  force  applied  at  d,  acting  in  a  circle  of 
which  db  ia  the  radius.  Let  m  n  represent  an  enlarged 
Tiew  of  a  row  of  nK>leoales  on  the  surface  of  the  wire 
parallel  to  the  axis.  If  the  length  of  the  wire  remains 
unchanged  daring  torsion,  and  the  line  mn  takes  the 
position  of  the  spiral  m  n',  it  is  evident  that  the  distances 
between  the  molecales  in  this  line  mast  be  increased.  The 
elasticity  of  torsion,  therefore,  depends  upon  the  force 
with  which  the  particles  tend  to  preserve  their  respective 
distances  from  each  other.  By  the  same  force  with  which 
the  molecules  on  the  surface  of  the  wire  tend  to  resist 
separation,  the  molecules  in  the  axis  of  the  wire  are  com- 
pressed, and  there  is  a  tendency  to  diminish  the  length 
of  the  wire.  Torsion,  therefore,  tends  to  separate  the 
molecules  on  the  surface  of  the  wire,  and  to  compress 
those  situated  in  the  axis. 

The  angle  of  torsion  is  the  angular  distance, 
d  b  d^,  through  which  the  movable  end  of  the  wire  is 
rotated  about  its  axis.  The/ore«  of  torsion  is  the  power  applied  at  the 
extremity  of  a  lever  whose  length  is  unity,  placed  perpendicular  to 
the  axis  of  the  wire,  to  produce  the  deviation  indicated  by  the  angle 
of  torsion ;  this  force  is  called  the  coefficient  of  torsion, 

166.  Coulomb's  Isl-wb  of  torsion. — For  our  knowledge  of  the  laws 
of  torsion  we  are  indebted  to  Coulomb,  who  has  reduced  these  laws  to 
the  following  formula: 


^ 


(1)    < 


=  W^^ 


or,  (2)    /   ="2^- 


When  a  cylindrical  weight,  W,  is  suspended  to  a  wire,  as  shown  in 
l&g.  127,  so  that  its  axis  corresponds  with  the  axis  of  the  wire,  W  is  the 
suspended  weight,  a  its  radius,  g  the  accelerating  force  of  gravity  (71), 
/  the  coefficient  of  torsion  for  the  extended  wire,  and  t  the  time  of  an 
oscillation  when  the  force  of  torsion  is  removed,  and  the  wire  is  left 
free  to  vibrate.  The  following  laws  were  deduced  by  Coulomb  from 
the  preceding  formula : 

(1.)  The  force  of  torsion  is  proportional  to  the  angle  of  torsion. 

To  prove  this  law,  Coulomb  caused  the  weight  to  oscillate  around  its  axis  by 
the  torsion  of  the  wire,  and  found  that  the  times  of  oscillation  were  the  same 
whatever  their  amplitude.  This  result  corresponds  with  the  formula  in  which 
the  time  of  oscillation  is  independent  of  the  amplitude. 

Based  upon  this  law.  Coulomb  invented  a  very  delicate  torwion  halanee  which 

14     • 
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bears  his  name.  This  instmment  will  be  described  when  speaking  of  its  nae  ia 
electrical  experiments  (820). 

(2.)  The  force  ofiorswn  remains  the  same  whatever  may  be  the  iensum 
of  the  wire. 

Experiments  prove  that  the  squares  of  the  Umes  of  oscillation  are  proportional 

W 
to  the  weights  employed,  whence  it  follows  that  -j,  in  formula  (2),  is  constant 

whaterer  may  be  the  value  of  W,  therefore  it  is  evident  from  the  formula  thai 
the  coefficient  of  torsioui  /,  is  constant,  and  that  the  force  of  torsion  agrees 
with  the  preceding  law. 

(3.)  The  coefficient  of  torsion  is  inversely  proportional  to  the  length  of 
the  wire. 

Experiments  prove  that  the  square  of  the  time  of  oscillation  is  proportional  to 
the  length  of  the  wire,  and  the  formula  shows  that  /  is  inversely  proportional 
to  ^f  therefore  it  must  also  be  inversely  proportional  to  the  length  of  the  wire. 

(4.)  The  coefficient  of  torsion  is  proportional  to  the  fourth  power  of  the 
diameter  of  the  wire. 

According  to  experiment  the  time  of  oscillation  is  inversely  proportional  to 
the  square  of  the  diameter,  and  the  formula  shows  that  the  coefficient  of  torsion 
is  inversely  proportional  to  the  square  of  the  time  of  oscillation,  hence  the 
coefficient  of  torsion  is  proportional  to  the  fourth  power  of  the  diameter  of  tho 
wire. 

167.  Tonion  of  rigid  ban. — Savart  found  by  experiment  that  the 
laws  of  Coulomb,  whioh  had  been  previously  determined  for  flexible 
wires  of  cylindrical  form,  were  equally  applicable  to  rigid  bars  of 
brass,  copper,  glass,  or  wood,  whether  the  sections  were  circular, 
square,  rectangular,  or  triangular,  provided  that  comparisons  were 
made  only  between  bars  of  the  same  form. 

More  recently  Poisson  has  demonstrated  these  laws,  in  case  of  cylindrical 
rods,  by  means  of  the  calculus,  and  M.  Cauohy  has  obtained  the  same  result  by 
the  calculus  for  bars  having  a  rectangular  section. 

168.  Limit  of  elastioity. — When  a  wire  or  rod  has  been  stretched 
by  a  weight  which  is  very  great  in  proportion  to  the  diameter  of  tbe 
wire  or  rod,  the  elongation  and  the  diminution  of  diameter  do  not 
entirely  disappear  when  the  tension  is  removed.  The  bar  is  then  said 
to  have  been  forced,  or  to  have  been  stretched  beyond  its  limit  of  elastir 
city.  Similar  effects  are  seen  when  elasticity  has  been  developed  by 
compression,  flexion,  or  torsion. 

These  results  are  explained  by  supposing  that  the  molecules  com- 
posing the  wire  or  rod  have  been  forced  into  new  relations  with  each 
other,  so  that  elasticity  no  longer  acts  on  all  the  particles  in  the  same 
direction  as  before,  and  therefore  a  permanent  change  of  form  w 
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developed.  It  follows,  therefore,  that  after  a  rod  or  wire  has  thus  been 
forced,  there  should  be  a  new  state  of  elasticity  similar  to  the  first ;  and 
such  experiment  shows  to  be  the  ease. 

If  a  degree  of  tension,  sufficient  to  produce  permanent  elongation, 
acts  for  a  long  time,  a  rod  will  be  gradually  drawn  out  into  wire. 

M.  Vioat  hM  obsenred  a  wire,  placed  where  it  was  free  from  any  sudden  thook, 
extended  by  a  weight  exceeding  its  limit  of  elasticity  (equal  to  about  one-third 
what  would  be  required  to  produce  instantaneous  rupture),  and  which  continued 
lo  be  elongated  for  years  without  attaining  its  limit  of  extension. 

Thin  plates  of  glass  or  steel  placed  obliquely,  or  supported  only  at  the  ends, 
will,  aA»r  a  time,  contract  a  permanent  curvature. 

The  limit  of  elasticity  is  rapidly  diminished  by  heat. 

At  temperatures  of  60«  F.,  212<>  F.,  and  Z92^  F.,  Wertheim  found  that  the 
limits  of  elasticity  for  copper  yaried  as  the  numbers  3,  2, 1 ;  and  for  platinum 
as  14^,  13,  11|.  Annealing  diminishes  the  limits  of  elasticity,  but  Wertheim 
found  that  a  temperature  of  392®  F.  made  no  sensible  difference  in  the  elasticity 
of  those  metals  which  had  been  preriously  annealed. 

169.  Change  of  density  produced  by  tension. — ^In  general, 
metale  that  are  forced  by  excessive  tension  increase  in  density  by  a 
lateral  approach  of  their  molecules,  but  the  contrary  effect  is  produced 
by  tension  in  bars  of  iron  or  lead.  Annealing  restores  the  density  of 
metals  which  have  been  forced  by  tension. 

i  4.  Strengtii  of  Matetlals. 

170.  Xrfiws  of  tenacity. — The  absolute  strength  or  tenacity  of  a 
body  is  its  power  of  resisting  a  force  applied  in  the  direction  of  its 
length,  and  tending  to  draw  it  asunder.  The  following  are  the  laws  of 
tenacity : 

1st.  The  Unaeiiyofa  bar,  or  rod,  or  the  resistance  U  is  able  to  sustain, 
is  proportional  to  the  area  of  its  transverse  section, 
2d.  The  tenacity  is  independent  of  the  lenyth  of  the  bars. 

The  resistance  which  a  rod  can  sustain  is  evidently  proportional  to  the 
transverse  section  of  the  body,  for  the  cohesion  of  two,  three,  or  four  times  as 
many  particles  must  be  destroyed,  if  the  area  of  the  section  is  increased  two, 
three,  or  four  times.  If  a  wire  supports  a  certain  weight,  two  such  wires,  or 
one  of  double  size  of  the  same  quality,  will  support  a  double  weight.  Tenacity 
is  not  modified  by  length,  except  that  the  probability  of  casual  defects  increases 
with  the  length.  Tenacity  is  measured  experimentally  by  securing  one  end  of 
the  body  to  a  fixed  point,  and  hanging  gradually  increasing  weights  to  the  other, 
until  it  is  broken.  The  breaking  weight  measures  the  absolute  strength.  To 
eompare  the  strength  of  different  bodies,  we  must  assume  a  unit  of  area ;  the 
one  usually  chosen  is  one  square  inch. 

The  following  table  gives  the  absolute  strength  of  some  of  the  more 


132 


THE   THREE   STATES   OF    MATTER. 


important  bodies,  expressed  in  pounds,  for  one  square  inch  area  of  the 
transverse  section. 

2d.  Woods  :-^ 

Sycamore,     ....  9,630 

Birch, 12,225 

Elm, 9,720—15,040 

Larch, 12,240 

Oak, 10,367—25,851 

Box, 14,210—24,043 

Ash, 13,480>-23,45& 

Pine, 10,038—14,965 

Fir, 6,991—12,876 


lit  Metals:— 

Steel  nntempered,   .    110,690—127,094 

«    tampered,   .    . 

114,794—153,741 

"    cast, 

.     134,256 

Iron,  bar,  . 

53,182—  84,611 

"     wire. 

58,730—112,905 

"       CMt, 

16,243—  19,464 

Silver,  oast, 

40,997 

Copper,   " 

20,320—  37,380 

Brass,      « 

17,947—  19,472 

"      wire. 

47,114—  58,931 

Gold,     .    . 

20,490—  65,237 

Tin,  cast,   . 

4,736 

Zinc,      .    . 

2,820 

Lead,     .    . 

887—    1,824 

3d.  Cords  :— 

Hemp  twisted,  ^  to  1  inch, 
«  «       1—3      tt 

**  "       3 — 5      " 

«  «       5__7      « 


.  8.74« 

.  6.800 

..  5,345 

.  4,860 

Wrought  metals  are  more  tenaoions  than  cast,  and  alloys  are  sometimes 
stronger  than  either  of  their  constituents.  The  strength  of  metals,  as  a  rule, 
diminishes  as  they  are  heated ;  and  sudden,  frequent,  and  extreme  changes  of 
temperature  always  impair  tenacity. 

Johnaon'a  reaults. — From  an  extensive  series  of  carefullj  conducted 
experiments,  the  late  Professor  Walter  R.  Johnson  ascertained  that,  if 
either  bars  or  plates  of  malleable  iron  are  subjected  to  a  high  degree  of 
tension,  whilst  heated  to  550°  or  600°  F.,  and  are  then  gradually  cooled, 
the  maximum  tenacity  of  the  iron  is  sensibly  increased  over  fifteen 
(^^iVff)  P^^  c^D^-  From  the  maximum  thus  obtained,  the  tenacity 
gradually  diminishes  by  heating,  but  the  tenacity  will  remain  greater 
than  before  the  first  heating,  unless  the  temperature  is  raised  above 
700°  F.  (Report  to  Franklin  Institute  on  strength  of  materials  for 
steam-boilers,  1837.) 

The  strength  of  cords  is  in  proportion  to  the  fineness  of  the  strands,  and  also 
to  the  fineness  of  the  flax  or  hemp  fibres  of  which  the  strands  consist  They 
are  weakened  by  overtwisting.  Damp  hempen  cords  are  stronger  than  dry  ones, 
twisted  than  spun,  tarred  than  untarred,  and  unbleached  than  bleached.  Silk 
cords  are  three  times  stronger  than  those  of  flax. 

Tenacity  of  vegetable  and  animal  aubatances. — Woods  are  sub* 
ject  to  great  inequalities.  Trees  grown  on  mountains  are  much  stronger  than 
those  of  the  same  kind  from  the  plains. 

Animal  and  vegetable  substances,  converted  from  the  liquid  to  the  solid  state, 
as  gums,  varnish,  glue,  Ac,  possess  extraordinary  strength.  Rumford  found  that 
a  solid  cylinder  of  paper,  glued  together,  whose  sectional  area  was  one  square 
inch,  would  support  30,000  lbs.;  and  a  similar  cylinder  of  hempen  strings,  glued 
l^igether  lengthwise,  supported  92,000  lbs. — a  tenacity  greater  than  that  observed 
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oolumn  to  a  yertical  force  which  tends  to  crosh  it,  depends  on  its  form, 
ilB  sectional  area,  and  its  height.  Of  two  colamns  of  the  same  mate- 
rial, having  the  same  form  and  equal  heights,  the  one  which  has  the 
larger  sectional  area  will  be  the  stronger,  bat  the  exact  ratio  of  increase 
in  strength  is  unknown. 

Aoeording  to  Euler:  When  the  base  remains  the  same,  the  strength  of  a 
eolomn  diminishes  as  the  sqaare  of  the  height;  that  is,  when  the  height  is 
trebled,  the  strength  is  diminished  nine  times. 

The  resistance  of  a  right  prism  is  in  the  inverse  ratio  of  the  square  of  the 
height^  and  directlj  as  the  width,  and  the  sqaare  of  the  thickness. 

A  prism,  whose  base  is  a  parallelogram,  has  less  strength  than  one  of  the  same 
height  and  volume,  whose  base  is  a  square ;  and  the  latter  less  than  a  ojlinder 
of  equal  height  and  yolume. 

A  solid  cylinder  resists  less  than  a  hollow  one  of  equal  height  and  mass  ,*  and 
lastly,  a  jolid  cylinder  less  than  an  equivalent  cone.  A  column  of  one  piece  is 
stronger  than  one  composed  of  several. 

Solids  do  not  offer  the  same  resistance  in  all  positions  :  stones  in  the  position 
of  their  natural  bed  are  stronger  than  when  placed  otherwise;  and  wood  is 
stronger  in  the  direction  of  its  fibres  than  across  them. 

The  strength  of  rectangular  columns  is  directly  as  the  product  of  the  longer 
side  of  the  section  into  the  cube  of  the  shorter  side,  and  inversely  as  the  square 
of  the  height. 

172.  The  lateral  or  tranaTeree  atrength  of  materiala  is  their 
power  io  resist  a  breaking  force  applied  at  right  angles  to  their  length. 

Let  a  6  c,  fig.  128,  be  a  beam  secured  at  one  end,  and  supporting  at 
the  other  extremity  a  weight,  W,  128 

acting  at  right  angles  with  its  ^       * 
length.    It  is  evident  that  while  ^   -4?  p^ 
the  suspended  weight  tends  to  1 
produce  extension  and  rupture  ^ 
at  the  upper  surface,  a,  the  par-  ^    ;^ 
tides  at  the  opposite  or  under  .^^.^^ 
surface,  o,  will  be  compressed.  '" 

Between  these  two  points  there  will  be  a  certain  plane,  mn,  called  the 
neutral  axis,  where  there  is  neither  extension  nor  compression. 

Suppose  the  power  of  the  beam  to  resist  compression  is  the  same  as 
its  power  of  resisting  extension,  then  the  neutral  axis  will  divide  the 
transverse  section  into  two  equal  parts,  an  area  of  compression  and  an 
area  of  extension.  When  the  fibres  on  the  surface  a  are  extended  to 
their  limit  of  tenacity,  the  fibres  at  o  will  be  compressed  with  an  equal 
force,  while  no  force  is  exerted  on  the  neutral  axis,  therefore  the  entire 
force  required  to  be  overcome  to  produce  rupture  is  equal  to  one-half 
the  longitudinal  tenacity  of  the  beam.  If  t  represents  the  absolute 
toiaoi^  of  a  unit  of  area  (See  Table,  {  170),  6  the  breadth  of  the  beam, 
14» 
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and  d  its  depth,  then  tl\e  resistance  to  be  overcome,  R,  =  ^tbd.    The 

effect  of  the  breaking  force  tends  to  turn  the  section  ao  about  the  neutral 

axiB.  The  sum  of  all  the  extending  forces,  128  a 

n  h,  fig.  128  a,  will  be  represented  by  the 

area  of  the  triangle  a  G  a^.   These  forces  hB* 


act  at  different  distances  from  the  neutral    fk 


axis,  G,  but  their  entire  effect  will  be  the     Bp<5~ 

same  as  if  they  were  all  concentrated  at 

the  centre  of  gravity  of  a  G  a^,  which  is 

at  a  distance  from  G  equal  to  |  a  G  = 

^ao=  ^d.  The  statical  moment  of  the  extending  force  will  therefore  be 

{thd  X  i(i  =  Uhd}. 
The  statical  moment  of  the  compressing  force  is  also  -^tbd*.  Hence  the 
sum  of  the  moments  of  the  statical  forces  opposed  to  fracture  Is  ^(bd^. 
To  overcome  this  moment  of  resistance,  the  weight,  W,  acts  at  the  end 
of  the  beam,  the  length  of  which  we  represent  by  / ;  then,  since  at  the 
moment  of  fracture  the  statical  moment  of  the  weight  must  equal  the 
fit<^tical  moment  of  the  resistance,  we  shall  have 

Wl=^iibd\    or,   W-='-^. 

The  lateral  cohesion  of  the  beam  prevents  the  different  laminse  from  sliding 
on  each  other,  and  thus  tends  to  prevent  fraeture,  but  this  element  of  strength 
is  negleoted  in  the  preceding  analysis. 

To  find  the  weight  required  to  break  a  beam  supported  at  one  end, 
we  have  the  following — 

Rule  :  Multiply  the  absolute  tenacity  of  a  beam  of  the  same  dimensions, 
by  Us  depthy  and  divide  the  product  by  six  times  the  length ;  the  quo- 
tient is  the  weight  suspended  at  the  extremity  required  to  break  the  beam, 

Praotioal  applicationa. — To  apply  this  rule  to  practical  purposes, 
it  is  necessary  to  take  into  consideration  the  weight  of  the  beam  itself. 
This  weight  may  be  considered  as  acting  at  its  centre  of  gravity,  con- 
sequently  the  strain  produced  by  it  will  be  only  half  as  much  as  if  it 
acted  at  the  extremity  of  the  beam,  we  must  therefore  subtract  from  the 
breaking  weight  one-half  the  weight  of  the  ]>eam.  Calling  the  weight 
of  the  beam  to,  the  formula  becomes, 

If  we  would  estimate  the  load  which  a  beam  can  sustain  without  danger  of 
breaking,  we  must  consider  that  beams,  of  whatever  material  they  may  be 
constructed,  are  liable  to  be  more  or  less  imperfect.  To  alford  security  ftrom 
accident,  it  is  customary  to  estimate  the  working  load  as  only  i,  ^,  or,  .in  some 
cases,  only  ^  part  what  would  be  required  to  produce  fracture. 
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For  a  cylindrioal  besm  supported  at  one  end,  the  breaking  weight,  diminisbed 
by  the  weight  of  the  beam  itself,  is 


r     being  the  radios  of  the  beam. 


For  a  tabe  whose  external  and  internal  radii  are  r  and  r',  the  breaking  weight 
wUlbe 

For  a  rectangular  tnbe  supported  at  one  end, 

If  a  rectangular  beam  is  supported  at  the  centre,  and  the  weight  it 
divided  into  two  parts,  rest-  129 

ing  upon  opposite  ends  of  the 
beam,  as  shown  A,  fig.  129,  we 
must  replace  W,  to,  and  /  in  the 
preceding  formula  by  }W,  }ir, 
and  \L  Making  these  substi- 
tions,  and  reducing : 


w^l= 


w 
u 


or, 


The  weight  which  a  beam  I 
can  support  when  it  rests  vpon  I 
its  eetUre,  and  the  weight  is  I 
equally  divided  at  its  exiremir  > 
tiesy  is  four  times  as  great  as  if  the  beam  were  supported  only  at  one  end, 
and  the  weight  was  suspended  from  the  other  end. 

One-half  of  the  beam  is  included  as  a  part  of  the  breaking  weight. 

If  the  beam  is  supported  at  its  two  extremities,  and  the  weight  is 
suspended  at  the  centre,  as  shown  at  B,  fig.  129,  the  breaking  weight 
will  obviously  be  the  same  as  the  sum  of  the  two  weights  in  the  pre 
ceding  case. 

If  the  beam  is  secured  at  both  extremities,  as  shown  at  D,  fig.  129, 
and  the  weight  is  placed  at  the  centre,  three  fractures  are  to  be  pro- 
duced simultaneously.  To  produce  the  fracture  at  the  centre  separately 
will  require  the  same  weight  as  in  the  preceding  case,  and  the  fractures 
at  C  and  C^  will  each  require  one-half  as  much  more  force,  while  one- 
half  of  ihe  weight  of  the  beam  is  to  be  included     Therefore, 

^     w      md* 
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Gtoneral  estimata  of  the  strength  of  beams. — If  the  weight  is 
evenly  distributed  over  the  whole  beam,  it  will  support  twice  as  much 
as  if  the  whole  pressure  were  placed  in  the  centre.  If  a  rectangular 
beam  has  two  or  three  times  the  breadth  of  another,  the  depth  and 
length  being  the  same,  it  will  have  two  or  three  times  the  lateral 
strength;  and  if  the  length  is  increased  two  or  three  times,  other 
things  being  equal,  the  power  of  suspension  will  become  one-half 
or  one-third  respectively.  When  the  length  and  breadth  remain  the 
same,  the  strength  increases  with  the  depth,  but  in  a  higher  pro- 
portion. A  beam  having  the  same  length  and  breadth  as  another,  but 
twice  or  three  times  the  depth,  will  bear  a  four  or  nine  times  greater 
weight.  A  thin  board  or  beam  is  therefore  much  stronger  when  placed 
on  its  edge  than  on  its  side ;  on  this  principle,  the  rafters  and  floor 
timbers  of  buildings  are  made. 

In  round  timber,  the  power  of  suspension  is  in  proportion  to  the 
cubes  of  the  diameters,  and  inversely  as  the  length ;  a  cylinder  whose 
diameter  is  two  or  three  times  greater  than  that  of  another,  will  carry 
a  weight  8  or  27  times  heavier.  The  lateral  strength  of  square  timber 
is  to  that  of  the  tree  whence  it  is  hewn  as  10  :  17  nearly. 

The  strongest  rectangular  beam  that  can  be  sawn  from  a  piece  of 
round  timber  is  one  whose  breadth  is  equal  to  the  square  root  of  one- 
third  multiplied  by  the  diameter,  and  its  depth  is  equal  to  the  square 
root  of  two-thirds  multiplied  by  the  diameter. 

A  tube  Is  the  form  which  combines  the  least  weight  of  materials 
with  the  greatest  lateral  strength.  Galileo  was  the  first  who  remarked 
that  the  bones  of  animals,  the  quills  of  birds,  the  stalks  of  plants  which 
bear  a  heavy  weight  of  seed  at  their  summit,  and  other  similar  hollow 
cylinders,  offer  a  much  greater  resistance  than  solid  cylinders  of  the 
some  length,  and  constructed  of  the  same  quantity  of  matter. 

A  round  tube  whose  external  and  internal  diameters  are  to  each 
other  as  10  :  7  has  (according  to  Tredgold)  twice  the  lateral  strength 
of  a  solid  cylinder  containing  the  same  amount  of  material. 

A  rectangular  tube,  whose  height  is  considerably  greater  than  the 
breadth,  will  sustain  a  greater  amount  of  lateral  pressure  than  a  hollow 
cylinder  of  the  same  thickness,  and  containing  the  same  amount  of 
material,  because  a  much  greater  amount  of  material  is  placed  at  a 
remote  distance  from  the  neutral  axit.  Hollow  rectangular  beams  of 
iron  are  used  in  architecture,  and  the  same  form  of  construction  was 
selected  by  Stephenson  for  the  Britannia  and  Victoria  Bridges. 

The  Britannia  Tubolar  Bridge,  across  the  Menai  Straits,  is  an 
immense  rectangular  iron  tube,  or  corridor,  17  feet  wide,  22  feet  high 
at  the  ends,  30  feet  at  the  centre,  and  1834  feet  long,  through  which 
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Uie  English  Western  Railroad  passes  from  Wales  to  the  island  of 
Anglesea,  104  feet  above  high  water  mark.  Two  of  the  openings 
between  the  piers  are  each  460  feet,  and  the  other  two  each  230  feet. 
The  ordinary  pressure  of  the  railroad  trains  which  pass  this  bridge 
produces  a  depression  of  merely  one-eighth  of  an  inch,  or  less ;  discerni- 
ble only  by  the  aid  of  instruments. 

The  Victoria  Tabular  Bridge,  for  the  passage  of  the  Grand  Trunk 
Railway  across  the  St.  Lawrence,  at  Montreal,  is  6600  feet,  or  a  mile 
and  a  quarter  in  length.  It  has  24  openings  of  242  feet  each,  and  a 
centre  span  of  330  feet.  The  abutments  are  36  feet,  and  the  central 
piers  60  feet  above  summer  water.  The  breadth  of  these  immense  iron 
tubes  is  16  feet,  the  height  at  the  ends  of  the  bridge  19  feet,  and  at  the 
centre  21  feet  8  inches.  The  tubes  are  constructed  of  boiler  iron, 
varying  from  }  to  }  an  inch  in  thickness,  strongly  braced  with  lateral 
irons  placed  at  distances  of  from  3  to  6  feet.  The  cost  of  this  stupen- 
dous bridge  was  $7,000,000. 

173.  laimits  of  magnitude. — The  materials  of  all  structures  must 
support  their  own  weight,  and  therefore  their  available  strength  is  the 
excess  only  of  their  absolute  strength  above  what  is  necessary  to  sup- 
port themselves. 

When  all  the  dimensions  of  materials  are  increased,  the  absolute 
strength  augments  as  the  square  of  the  ratio  of  increase,  but  at  the 
same  time,  the  weight  of  the  materials  augments  as  the  cube  of  the 
increase.  ' 

If  the  dimensions  of  a  beam  are  doubled,  it  is  four  times  stronger, 
and  eight  times  heavier;  or  if  its  magnitude  is  multiplied  4  times,  its 
strength  will  be  multiplied  16  times,  and  its  weight  64  times. 

In  consequence  of  unequal  ratio  in  increase,  the  strength  of  a  struc- 
ture of  any  kind  cannot  be  estimated  from  its  model  alone,  which  is 
always  much  stronger  in  proportion  to  its  size  than  the  structure.  In 
enlarging  a  structure,  a  limit  is  soon  reached  at  which  it  has  no  avail- 
able strength,  its  total  absolute  strength  being  required  to  support 
itself;  and  if  this  limit  is  passed,  it  will  fall  to  pieces  by  its  own  weight. 

All  works,  natural  and  artificial,  have  such  limits  of  magnitude  which 
tbey  cannot  surpass  while  their  materials  remain  the  same. 

In  conformity  to  this  principle,  small  animals  are  stronger  than  large  ones, 
ftnd  insects  and  animaloulsB  are  capable  of  feats  of  strength  and  agility,  which 
■eem  miraculous  when  translated  into  the  proportions  of  man.  The  operation 
of  the  same  law  may  be  seen  by  comparing  the  unwieldy  movements  of  the 
.elephant  with  the  lithe  and  active  tiger,  or  the  easy  motion  of  song-birds,  and 
the  arrowy  swoop  of  the  hawk,  with  the  laborious  and  measured  flight  of  the 
•wan,  and  the  condor  of  the  Andes.  For  the  same  reason,  the  gigantic  saurians, 
whose  bones  are  mentioned  by  geologists,  had  their  home  in  the  ocean,  where, 
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in  modern  times,  are  found  sea-weeds  of  intenninable  length,  and  animak, 
whose  ponderous  mass  would  be  incapable  of  motion,  if  they  were  not  floated 
buoyantly  by  the  element  they  inhabit 

I  5.  Properties  of  Solids  depending  on  a  permanent  displace- 
ment of  their  Molecules. 

174.  Malleability,  or  the  property  of  being  wrought  under  the 
hammer,  belongs  to  many  of  the  metals  in  an  eminent  degree,  and 
upon  it  their  utility  in  a  great  measure  depends. 

The  following  is  the  order  of  malleability  of  th^  principal  metals, 
when  extended  under  the  hammer ;  viz.,  lettd,  tin,  gold,  line,  silver, 
copper,  platinum,  iron.  This  order  represents  the  facility  of  extension 
depending  on  relative  hardness,  but  gold  may  be  beaten  thinner  than 
any  other  metal  (compare  2  19}* 

The  property  of  extending  into  plates  in  the  rolling-mill  is  somewhat 
different  from  the  facility  of  extending  under  the  hammer,  and  is  pos- 
sessed by  the  metals  in  the  following  order;  vii.,  gold,  silver,  copper,  tin, 
lead,  line,  platinum,  iron.    Malleability  varies  with  the  temperature. 

Iron  is  most  malleable  when  it  first  attains  a  white  heat,  and  in  that  state 
huge  masses  of  it  are  taken  from  the  ftimaoe  to  be  forged,  the  metal  yielding 
like  wax  to  the  pressure  of  the  rolling-mill,  or  the  blows  of  the  hammer.  Zino 
is  most  malleable  at  800°  or  400®,  and  lead  Ad  oopper  when  they  are  cold. 
Glass,  which  is  very  brittle  when  cold,  becomes  malleable  at  a  high  temperature. 
Gold  may  be  hammered  into  leaves  so  thin  that  a  million  of  them  are  less  than  an 
inch  thick.  Metals  lose  their  malleability  by  constant  hammering,  but  reoorer 
it  again  by  being  heated  and  slowly  cooled — a  process  called  annealing, 

175.  Ductility,  or  the  property  of  being  drawn  into  wire,  must  not 
be  confounded  with  malleability,  for  the  same  metals  are  not  always 
both  ductile  and  malleable,  or  do  not  possess  these  properties  to  an 
equal  extent.    In  general,  ductility  increases  with  the  temperature. 

The  following  is  the  order  of  ductility  in  the  principal  metals ;  vii., 
platinum,  silver,  iron,  copper,  gold,  zinc,  tin,  lead. 

Iron  may  be  drawn  into  the  finest  wire,  but  it  cannot  be  rolled  into  plates  of 
proportional  thinness.  Tin  and  lead  possess  these  qualities  in  the  reverse 
order. 

176.  Hardness  has  no  relation  to  density,  or  the  number  of  particles 
within  a  given  space,  but  depends  only  on  the  nature  of  the  particles, 
their  mutual  arrangement,  and  cohesion. 

The  metals  may  be  scratched  by  glass,  which  is  far  lighter  than  most  of  them, 
and  among  metals,  density  is  not  connected  with  relative  hardness.     Alloys  are 
often  harder  than  either  of  their  constituents,  and  «ome  metals,  as  steel,  may^ 
have  their  hardness  modified  by  heat  at  pleasure. 

The  following  table  gives  the  scale  of  hardness  used  by  mineralogists, 
oommencing  with  ta2e,  ihe  softest  crystalline  solid,  and  ending  with 
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diamond,  which  is  esteemed  the  hardest,  since  it  cuts  all  other  bodies, 
but  cannot  be  cut  by  any  but  itself. 


Deg. 

Butetaooe. 

D^. 

Substanoe. 

Talo. 
Gypsum. 
Calo  spar. 
Plaor  spar. 
Apatite. 

6 
7 
8 
9 
10 

Feldspar. 

Quarts. 

Topas. 

Sapphire. 

Diamond. 

The  tenns  hard  and  soft  are  seen  by  an  inspection  of  this  table  to 
be  entirely  relative,  since  each  succeeding  body  is  harder  than  the  one 
preceding,  and  yice  versa,  the  extremes  only  being  respectively  softer 
and  harder  than  all  others. 

We  employ  hardened  steel  to  cut  wood,  and  even  iron ;  emery  (the  rough 
sapphire)  is  required  to  cut  and  polish  steel  and  glass.  The  diamond,  set  in  a 
staff  of  metal,  is  an  efficient  tool  for  cutting  plates  of  glass  into  any  required  sise. 
Bven  the  hardest  rocks,  as  porphyry  and  jasper,  are  readily  turned  into  any 
required  form  in  the  lathe,  by  the  use  of  a  diamond  properly  set  as  a  turning 
tooL 

177.  Brlttleneas. — Bodie%.  which  are  easily  broken  in  pieces  and 
pulverized  are  said  to  be  briHie.  Such  are  hard  bodies  generally,  and 
also  many  highly  elastic  substances. 

178.  Hardening;  Temper;  Annealing. — ^When  certain  metals  are 
heated  to  redness  or  to  a  higher  temperature,  and  then  are  suddenly 
cooled,  by  plunging  into  cold  water,  oil,  or  mercury,  ihey  become  hard, 
brittle,  and  more  elastic  than  before.    This  process  is  called  hardening. 

The  effects  of  this  method  of  hardening  are  most  important  in  the  case  of 
iteel,  since  it  is  in  virtue  of  this  quality  that  its  application  to  a  great  variety 
of  purposes  depends. 

When  steel  is  raised  to  a  high  heat  and  slowly  cooled,  it  becomes 
soft^  ductile,  flexible,  and  much  less  elastic  than  before.  This  process 
is  called  softening  or  annealing,  although  the  latter  term  is  more  fre- 
.quently  employed  to  denote  a  similar  process  of  removing  the  hardnesti 
produced  by  hammering,  and  other  mechanical  means. 

Softened  steel  may  be  hammered,  rolled  into  sheets,  drawn  into  wire, 
or  wrought  into  any  form  required  in  the  arts.  If  hardness  or  great 
elasticity  is  required,  the  steel  is  then  heated  to  redness  and  plunged 
{Qto  cold  water,  oil,  mercury,  or  some  other  fluid,  by  which  it  is  rapidly 
cooled.  If,  as  is  generally  the  case,  it  is  then  too  hard  for  the  use  to 
which  it  b  to  be  applied,  a  portion  of  the  hardness  is  removed  by  what 
is  ealled  drawing  (he  temper,  by  heating  to  a  lower  temperature,  and 
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allowing  the  article  to  cool  graduallj.  The  proportion  of  hardness 
removed  depends  on  the  temperatare  to  which  the  articles  are  heated. 
This  process  of  reheating  and  cooling,  by  which  the  degree  of  hardness 
is  modified  to  suit  any  special  purpose,  is  called  tempering. 

Colors  of  tampered  steel. — The  workmen  carefully  observe  the  eolor 
of  the  steel,  as  it  is  reheated,  and  determine,  from  the  tint*  when  a  degree  of 
heat  is  obtained  sufficient  to  produce  the  temper  desired.  The  tints  which  cor- 
respond approximately  to  the  different  temperatures  are  as  follows : — 

Light  straw,      428o  P.         Violet  yellow,  609°  Blue,  560 » 

Golden  yellow,  446®  Purple  yiolet,  630<'  Deep  blue,  603® 

Orange  yellow,  464®  Feeble  blue,      560®  Sea-green,  626® 

Dies  used  in  coining  require  to  be  made  of  the  hardest  steel.  Files  hare  bat 
a  Tory  little  of  the  hardness  removed  by  tempering.  Rasors  and  fine  cutlery 
are  reheated  to  a  pale  yellow;  penknife  blades  to  a  light  straw  color;  table 
cutlery,  where  flexibility  is  required  more  than  hardness,  is  reheated  to  violet ; 
watch-springs  to  a  full  blue ;  coach-springs  to  a  deep  blue. 

Tempering  by  a  bath. — In  many  manufactories  the  requisite  heat  for 
tempering  is  obtained  by  immersing  the  hardened  steel  articles  in  a  bath  of 
metallic  alloys,  mercury,  or  oil,  the  temperature  of  which  can  be  exactly  regu- 
lated by  a  thermometer.  The  articles  to  be  tempered  are  placed  in  the  bath, 
which  is  then  heated  to  the  required  tempei^ture,  and  then  allowed  to  cool 
slowly.  In  this  way  a  great  number  of  articles  of  the  same  kind  can  be  made 
to  assume  a  uniform  temper  at  small  expense. 

It  is  a  remarkable  property  of  steel  that  when  it  is  heated  to  a  temperature 
that  allows  it  to  begin  to  harden,  by  rapid  cooling  it  receives  its  full  degree  of 
hardness.  It  cannot  be  partially  hardened  at  any  lower  temperature.  A  bar 
of  steel,  heated  at  one  end  while  the  other  remains  cold,  will  be  found,  after 
rapid  cooling,  hardened  at  one  end,  with  a  sharp  line  of  demarkation  between 
the  hard  and  soft  parts.  Where  it  has  been  heated  to  a  temperature  insufficient 
for  hardening,  and  is  then  rapidly  cooled,  it  is  sensibly  softened. 

Temper  of  glaas. — Glass  undergoes  the  same  changes  by  tempering 
as  steel.  It  becomes,  by  rapid  cooling,  more  brittle,  harder,  and  less 
dense.  A  specimen  of  glass,  examined  by  Ghevandier  and  Wertheim, 
having  a  density  of  2*513,  acquired  by  annealing  a  density  of  2*523. 
For  hardening  glass  it  is  sufficient  to  allow  it  to  cool  rapidly  in  the 
open  air,  by  moving  it  about.  Glass-ware  is  annealed  by  passing  it 
slowly  through  a  very  long  oven,  called  a  " leer"  the  end  where  it 
enters  being  nearly  a  red  heat,  and  the  other  extremity  nearly  cold. 
Without  the  process  of  annealing,  glass  utensils  would  be  almost 
worthless. 

Prince  Rupert's  Drops.— A  beautiful  illustration  of  the  properties  of 
rxnannealed  glass  may  be  seen  in  the  scientific  toy  called  Prince  Rupert's  Drops, 
or  Dutch  Tears.  They  are  made  by  dropping  melted  glass  into  water,  by  which 
•neans  it  is  suddenly  cooled  and  becomes  very  hard  and  brittle.     They  have  a 
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long  oTftl  form  tapering  to  a  point  at  one  end,  fig.  139.     The  body  of  these 
glaas  drops  will  bear  a  smart  stroke  from  a  hammer  without  break-        i^q 
ing,  bat  if  a  portion  of  the  smaller  end  is  broken  off  the  whole  mass 
will  be  broken  into  an  almost  impalpable  powder,  with  a  violent 
shook.    The  Bologna  rial  is  another  similar  example. 

Tempering  copper  and  bronxe. — Most  metals  are  acted 
on  by  heat  and  oold  in  the  same  manner  as  steel,  but  to  a 
less  extent.  Copper  is  a  remarkable  exception,  since  its 
properties  in  this  respect  are  exactly  the  reverse  of  those  manifested 
by  steel.  When  copper  is  rapidly  cooled  it  becomes  soft  and  malleable, 
out  when  it  is  slowly  cooled  it  becomes  hard  and  brittle. 

BroDse,  which  is  an  alloy  of  copper  and  tin,  undergoes,  by  change 
3f  temperature,  the  same  changes  as  copper,  but  in  a  more  remarkable 
degree. 

A  recent  fracture  of  bronze,  which  has  been  rapidly  cooled,  presents 
a  yellow  color ;  but  after  it  has  been  slowly  cooled  the  color  is  a  bril- 
liant white,  like  pure  tin.  It  b  thus  evident  that  hardening  and  anneal- 
ing cause  different  arrangements  -of  the  particles  of  copper  and  tin  of 
which  the  bronze  is  composed. 

179.  Hammering. — By  hammering,  the  molecules  of  many  bodies 
are  brought  nearer  to  each  other,  so  that  their  density  is  increased. 
By  rolling,  wire-drawing,  extension,  compression,  bending,  twisting, 
or  any  mechanical  means  by  which  the  limits  of  elasticity  are  passed, 
changes  are  effected  similar  to  those  produced  by  hammering. 

Lead  yields  onder  the  hammer  or  rolling-mill  without  increasing  its  density, 
hat  its  density  may  be  increased  by  compressing  in  dies,  or  in  any  sitnation 
where  it  has  no  room  to  spread  ont  under  the  action  of  the  compressing  force. 

By  sueh  meehanieal  means  the  physical  properties  of  solid  bodies  undergo 
changes  analogous  to  those  produced  by  tempering.  They  become  dense,  tena- 
eioos,  hard,  brittle,  and  their  limit  of  elasticity  (168)  is  increased,  although  their 
elastic  force  is  unchanged,  as  was  shown  by  Coulomb,  from  the  fact  that  their 
vibrations  in  either  condition  are  accomplished  in  the  same  time. 

Annealing  restores  the  metals  to  the  same  condition  as  before  they  were  sub- 
mitted to  mechanical  force.  Iron  and  platinum  require  to  be  frequenUy  annealed 
daring  the  process  of  drawing  into  wire. 

The  ancients  gave  to  the  bronze  plates  of  their  armor  the  necessary  hardness 
hj  hammering. 

When  sine  and  iron  have  been  hardened  by  rolling,  the  tenacity  and  elasticity 
are  not  the  aame  in  both  directions  of  the  plates,  and  rolling  does  not  increase 
the  tenacity  in  so  great  a  degree  as  drawing  into  wire.  M.  Navier  found  that  a 
rod  of  forged  iron,  having  a  section  of  one  square  millimetre,  required  to  break 
it  a  weight  of  40  kilogrammes.  When  it  had  been  rolled  into  thin  plates,  a 
strip  eat  in  the  direction  of  its  length,  having  the  same  sectional  area,  required 
a  weight  of  41  kilogrammes  to  break  it ;  but  only  36  kilogrammes  if  cut  in  a 
tnns  verse  direction. 

Fine  wire  twisted  into  cables  is  used  to  support  suspension  bridges,  because 
16 
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fluob  cables  are  mach  sironger  than  the  same  amoimt  of  iron  in  the  form  of  rvda 
or  coarse  wire. 

180.  Changes  of  atmotiire,  affeoting  the  mechanical  proper- 
ties of  metals,  take  place  spoDtaneoasIy  by  the  lapse  of  time,  or  more 
rapidly  by  the  influence  of  heat  or  vibrations. 

These  changes  have  been  principally  obseryed  in  iron.  When  this 
metal  is  recently  forged  it  is  very  strong  and  flexible,  and  its  fracture 
is  fibrous  and  of  a  dull  color ;  but  when  it  becomes  old,  or  has  been 
subjected  to  frequent  vibrations,  or  changes  of  temperature,  it  becomes 
hard  and  brittle,  and  its  fracture  is  coarsely  granular,  presenting  many 
brilliant  facets.  This  change,  often  seen  in  the  axles  of  railway  car- 
riages, is  produced  by  vibration  combined  with  the  heat  of  fViction, 
especially  in  the  severe  weather  of  northern  winters.  These  facts,  well 
known  to  engineers  upon  railroads,  explain  the  necessity  of  running 
trains  at  but  moderate  speed  when  the  thermometer  indicates  a  tempe- 
rature near  to  zero. 

Similar  changes,  diminishing  the  tenacity,  take  place  in  chains  and  anchors, 
which  have  been  for  a  long  time  imbedded  in  ioe.  Gay  Lussae  has  observed  ban 
of  iron,  which  became  almost  as  brittle  as  glass  by  remsining  for  a  long  time 
at  a  high  temperature  in  on  oven. 

Some  curious  results  produced  by  vibration  were  discovered  by 
Savart,  who,  having  caused  strips  of  glass  and  bars  of  metal,  drawn 
into  wire,  to  vibrate  in  the  direction  of  their  length,  found  that  they 
gave  out  at  first  very  indistinct  and  confused  sounds,  but  on  continuing 
.  the  experiments  for  a  long  time  this  confusion  gave  place  to  clear  and 
distinct  tones,  which  were  obtained  with  ease. 

Brass  wire  strained  like  the  strings  of  a  piano,  where  it  is  exposed 
to  atmospheric  changes  and  constant  vibration  from  currents  of  mr,  in 
a  few  months  loses  its  tenacity  and  becomes  completely  friable,  show- 
ing in  its  cross  fracture  a  radiated  structure. 

Annealing  produces  the  same  effect,  in  this  respect,  as  vibration.  Substances 
cast  in  the  form  of  plates  do  not  resound  well  until  after  the  lapse  of  several 
days.  Sulphur,  cooled  in  the  form  of  a  disc,  does  not  at  first  give  out  a  clear 
sound,  but  after  a  time  it  vibrates  readily,  and  after  the  lapse  of  some  months 
the  sound  emitted  is  very  much  changed.  This  proves  that  there  has  been  some 
modification  of  structure. 

2  6.  Collision  of  Solid  Bodies. 

181.  Motion  communicated  by  collision. —  W?ien  two  solid  bodies 
come  into  collision^  the  motion  is  redistributed  throtigh  them,  whether  one 
or  both  bodies  are  in  motion. 

1.  If  the  bodies  are  soft  and  tenacious,  or  if  the  shock  is  not  so 
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great  as  to  overcome  the  tenacity  of  one  or  both  bodies,  they  acquire  a 
uniform  motion,  and  move  in  contact  as  one  body,  as  stated  under 
impact,  2  112. 

2.  If  the  bodies  are  hard  and  inelastic,  and  the  collision  takes  place 
at  only  a  small  portion  of  the  surfaces,  and  if  the  shock  is  so  great  as  to 
overcome  the  tenacity  of  one  or  both  bodies  before  motion  is  uniformly 
distributed  through  the  masses,  they  will  be  broken  in  pieces,  and  the 
fragments  scattered  in  different  directions. 

3.  If  the  bodies  are  so  elastic  that  motion  may  be  distributed  through 
the  mass  before  the  limit  of  elasticity  is  passed,  a  reaction  will  take 
place,  and  the  elasticity. will  modify  the  distribution  of  motion. 

182.  Direct  impact  of  elastic  bodies. — When  two  elastic  spheri- 
cal bodies  m  and  w^,  fig.  131,  come  into  collision,  while  moving  in  the 
same  straight  line,  they  will  undergo  compression  or  flattening,  as  shown 
in  the  figure,  and  their  centres  will  continue  to  approach  each  other 
until  they  acquire  a  common  velocity  (112).  This  velocity  is  repre- 
sented by  «  = ; T— ,  14  and  u^  being  the  velocities  before  impact, 

^  m  -\-  m^  '^ 

and  z  the  common  velocity  of  their  centres  of  gravity  at  the  instant  of 

greatest  compression.  If  the  limit  of  elasticity  has    «  131 

not  been  passed,  the  elasticity  of  the  two  bodies 

will  now  act  as  an  internal  force,  causing  their  n . 

centres  of  gravity  to  recede  from  each  other,  until 

the  bodies  recover  their  original  forms,  when  they 

separate,  and  the  shock  terminates. 

183.  Modulus  of  elasticity. — ^When  two  elastic  bodies  meet,  the 
force  with  which  they  are  urged  towards  each  other  is  called  thef(nre 
of  compression ;  the  force  of  elasticity  causing  their  centres  to  recede 
during  the  second  interval  of  the  shock  is  called  the  ybrce  ofrestituiion  ; 
the  ratio  of  these  two  forces  is  called  the  modulus  of  dastieity.  When 
this  ratio  is  unity,  or  the  force  of  restitution  is  equal  to  the  force  of 
compression,  the  bodies  are  said  to  be  perfectly  elastic.  When  this 
ratio  is  aero,  the  bodies  are  said  to  be  inelasiic.  For  any  value  of  this 
ratio,  between  these  extremes,  the  bodies  are  said  to  be  imperfectly 
dastie. 

There  are  no  bodies  known  that  are  perfectly  elastic,  or  perfectly 
inelastic ;  hence,  in  considering  the  collision  of  solid  bodies,  it  is  neces- 
sary to  take  into  account  the  degree  of  elasticity  which  they  possess. 

The  following  table  exhibits  the  degree  of  elasticity  of  several  com- 
mon substances,  perfect  elasticity  being  taken  as  unity. 
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!' 

Degneofolwtkitj. 

Glass,     .... 
Hard-baked  clay. 
Ivory,     .... 
Limestone,  .    .    . 

Cast-iron,    .     .     . 
Steel,  soft,  .     .     . 

••94             ;  Bell  metal,  .     .     . 
0  89               Cork,       .... 
0-81              Brass,     .... 
0-79            'Lead,       .... 
0-79              Clay  just  yielding) 
0-73             ,    to  the  hand,        ) 
0-67             !- 

I 

0-«7 
0-65 
0-41 
0-20 

0-17 

184.  Velocity  of  elastic  bodies  after  direct  impact. — If  two 

imperfectly  elastic  bodies,  tn  and  inf^  moye  in  the  same  straight  line 
with  yelocities  u  and  u\  u  being  greater  than  m^  the  first  body  will 
overtake  and  strike  against  the  second  with  the  same  force  as  if  the 
second  body  were  at  rest,  and  the  first  body  were  moving  with  a  velo- 
city eqaal  to  «  —  u'.  The  two  bodies,  being  elastic,  will  suffer  oom* 
pression  antil  they  acquire  a  common  velocity, 
mu  -f  ffi^w^ 

The  velocity  lost  by  m  at  this  instant  will  be  u  —  «,  and  the  velocity 
gained  by  wf  will  be  «  —  u^ 

Let  %  be  the  modnlna  of  elasUeity,  and  «  and  o'  the  veloeities  of  the  two  bodies 
after  they  recover  their  original  forms  at  the  elose  of  the  second  period  of  the 
shook. 

Sinoe  the  forces  of  compression  and  restitution  are  in  proportion  to  the  velo- 
olUes  they  generate  or  destroy,  the  velocity  destroyed  in  m  by  the  force  of 
rMtitation  will  be  «  («  —  x),  and  the  velocity  gained  by  m',  by  the  force  of  rest!- 
tntion,  win  be  «  (x  —  «')• 

Hence  the  whole  velocity  lost  by  m  will  be  (1  -{-  «)  (a  —  «),  and  the  whole 
velocity  gained  by  m*  will  be  (1  -{-  e)  («  —  n').  The  velocity  of  m  after  impaet 
will  be 

.  =  «  —  (1  +  «)  (a  -  «)  =  ,  ~  e(  «  —  «).  («) 

The  velocity  of  m'  after  impact  will  be 

w'  =  u'  -{-  (1  +  e)  (X  -  «')  =  X  +  e(x  -  u').  (ft) 

Snbttitnting  the  value  of  x  in  the  formnla  (a)  and  (6),  and  reducing^  we 

obtain 

mn  -f-  mW       m'«(«  -  a') 
—  (•) 


•'  = 


mu  -|-  m'a' 


+ 


mtf(ti  —  »') 

m  -j-  m' 


f*\ 


If  the  two  bodies  move  in  opposite  directions  before  impact,  we  must  Bake 
either  u  or  n'  negative  in  the  preceding  formulse.'  If  one  of  the  bodies  is  at  reet 
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before  impaety  «'  beeomes  sero.  If  e  ^  1,  the  fommliB  repreaent  the  conditions 
of  perfectlj  elastib  bodies,  and  if  «  ^  0,  the  formols  will  apply  to  inelastio 
bodies. 

From  the  preceding  formul®  we  may  deduce  the  following  general 
conclusions : 

1.  If  hoo  bodies  are  perfectly  elasiic,  their  relative  wlocities  before  and 
after  impttei  are  the  same. 

Making  e  =  1  in  (a)  and  (b),  and  subtracting  the  latter  fh>ni  the  former,  we 
have, — 

r  —  »'    _  ti'  —  II. 

fL  If  ihe  bodies  are  perfectly  eUasiic  and  equal,  they  will  interchange 
velocities  by  impact. 

Making  m  =  m',  and  e  ~  1  in  (e)  and  {d), 

B  =  J(w  -f  u')  —  i(a  —  «')  =  tt'. 

O'  =  i(»  -f  «')  +  i(u  —  «')  =  «. 

3.  By  the  impact  of  bodies,  whether  elastic  or  otherwise,  no  motion  %s 
tost. 

Multiplying  (e)  by  m,  and  {d)  by  m',  and  adding  and  cancelling  similar  terms, 
we  have 

mv  -f  *"'*'   "   "*•    i    *»'«'* 

in  which  the  first  member  of  the  equation  is  the  sum  of  the  momenta  of  the 
two  bodies  after  impaot,  and  the  second  member  the  sum  of  their  momenta  before 
impact. 

4.  The  veiocity  which  one  body  communicates  to  another  at  rest,  when 
perfectly  elastic,  is  equal  to  twice  the  velocity  of  the  former,  divided  by  one 
plus  the  ratio  of  the  masses  of  the  two  bodies. 

In  formula  {d)  let  m'       rm,    u'  =  0,    and  «  =^  1,  we  shall  then  obtain 

2t» 

"    i— / 

5.  When  a  body  in  motion  strikes  another  egued  body  at  rest,  both 
bodies  being  perfectly  elastic,  the  first  body  comes  to  a  state  of  rest,  and 
the  second  Jlies  off  wUh  the  previous  velocity  of  the  first. 

If  the  two  masses  are  equal,  r       1  in  the  last  formula,  and  o'  =r«. 

Soholiam. — ^If  a  series  of  perfectly  elastic  balls  are  arranged  in  a 
line,  and  all  are  in  contact  before  impact,  except  the  first,  which  is 
made  to  strike  against  the  second,  all  the  balls  except  the  last  will 
remain  in  contact,  and  at  rest,  alter  impact,  and  the  last  will  move  off 
with  the  velocity  of  the  first. 
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185.  Transml— ion  of  shock  through  a  series  of  elastic  balls. 
Bxperimental  illustration  of  elasticity. — If  Beveral  equal  ivory 
balls  are  suspended,  as  shown  in  fig. 
132,  when  1  is  drawn  back  to  a,  and 
let  fall  against  2,  only  the  last  in  the 
series,  7,  will  move ;  this  -will  start 
with  the  velocity  which  1  had  at  the  . 

instant  of  striking  against  2,  and  it    ..- 

will  fly  off  to  the  position  b,  at  a  dis-  T  T  T  ^  ^  T  f 

tance  equal  to  the  limit  to  which  the  first  had  been  drawn  back ;  it  will 
then  return  striking  against  6,  which  vrill  again  be  set  in  motion,  all 
the  others  remaining  at  rest.  This  alternate  movement  of  the  ertreme 
balls  of  the  series  will  continue  until  friction,  and  the  resistance  of  the 
air  conspiring  vnth  the  slightly  imperfect  elasticity  of  the  balls,  at  length 
causes  the  action  to  cease. 


Problems. — Elasticity  of  Tension. 

74.  A  reotangolar  bar  of  iron  whose  tranaverse  seotion  is  one  square  omti- 
metre,  and  whose  length  is  three  feety  is  suspended  with  its  vpper  extremity 
attached  to  a  firm  support :  what  weight  must  be  suspended  at  its  lower  extremity 
to  cause  a  temporary  elongation  of  one-fourth  of  an  inch  when  the  temperature 
is  14»  P.,  60»  P.,  212«  P.,  3920  P.  ? 

This  problem  may  be  solved  for  rods  of  any  of  the  metals  mentioned  hi  th« 
table  (161). 

76.  A  rectangular  bar  of  hammered  brass  2i  feet  in  length,  suspended  by  it« 
upper  extremity,  supports  a  weight  of  75  kilogrammes :  how  much  will  it  be 
temporarily  elongated  when  the  temperature  is  raised  to  60^  P.  ? 

Xnasticity  of  Flexore. 

76.  If  a  beam  10  feet  long,  3  inches  wide,  and  6  inches  in  depth,  suffers  a 
certain  amount  of  flexure  when  one  end  is  firmly  supported  in  a  wall,  what 
weight  will  be  required  to  give  an  equal  fiexure  to  another  beam  of  the  same 
material,  15  feet  long,  6  inches  wide,  and  9  inches  in  depth  ? 

77.  What  weight  suspended  at  the  middle  of  the  last-mentioned  beam  will  be 
required  to  produce  an  equal  amount  of  flexure  when  the  beam  is  supported  at 
both  ends? 

Tenacity. 

78.  How  many  pounds  weight,  suspended  by  a  steel  wire  hanging  rerticallyy 
rrill  be  required  to  break  it  when  the  wire  is  one-fourth  of  an  inch  in  diameter  ? 

Calculate  for  both  tempered  and  untempered  steel. 

79.  In  a  pendulum  experiment,  it  is  required  to  suspend  a  weight  of  64  lbs. 
by  a  copper  wire.  What  must  be  the  diameter  of  the  wire,  when,  for  the  sake 
of  security,  ^  is  deducted  from  its  strength  as  given  by  the  table  ? 

Transverse  Strength. 

80.  If  a  beam  of  oak,  6  inches  wide  by  9  inches  in  depth,  projects  20  feet 
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firom  a  wall  in  which  it  is  secared,  what  weight  suspended  at  the  end,  as  in  fig. 
128;  will  be  required  to  break  it,  no  account  being  taken  of  the  weight  of  the 
betun  itself? 

81.  What  weight  will  be  required  to  break  a  cjlinder  of  cast  iron  25  feet  long, 
baring  an  external  diameter  of  2  feet,  and  an  internal  diameter  of  20  inches,  the 
weight  being  supported  at  the  extremity  ? 

82.  What  weight,  placed  at  the  centre  of  the  greater  span  of  the  Britannia 
Tubular  Bridge,  would  be  required  to  break  it>  calling  the  breadth  of  the  tube 
17  feet,  height  30  feet,  calculating  for  a  single  thickness,  $  of  an  inch  of  plate 
iron,  and  estimating  the  tenacity  equal  to  a  force  of  60,000  lbs.  to  the  square 
moh? 

83.  Deducting  from  the  weight  found  in  the  last  problem,  the  weight  of  one- 
half  the  length  of  tube  spanning  the  greater  opening,  and  estimating  the  work- 
ing load  as  ^  the  breaking  weight,  how  heary  a  train  might  safely  cross  the 
Britannia  Bridge  ? 

84.  How  heavy  a  train  may  safely  cross  the  Victoria  Bridge  (172),  if  the 
thickness  of  the  tube  at  the  centre  is  ^  an  inch,  and  if,  disregarding  the  weight 
of  the  tube  itself,  the  train  is  limited  to  i  the  absolute  tenacity  of  the  structure  t 

85.  What  weight  can  be  sustained  at  the  middle  of  the  strongest  rectangular 
beam  that  can  be  sawn  from  a  birch  log  2  feet  in  diameter,  and  30  feet  long, 
reckoning  the  weight  of  the  timber  nine-tenths  that  of  water  ? 

Impact  of  Elaatic  Bodies. 

8fl.  Two  glass  spheres  weighing  12  os.  and  7  oi.  respeotiyely,  more  in  the 
same  direction  with  velocities  of  8  feet  and  6  feet  in  a  second.  Find  the  respeo- 
tire  velocities  of  the  two  balls  after  impact,  and  their  common  velocity  at  the 
instant  of  greatest  condensation. 

This  problem  may  be  varied  by  substituting  for  glass,  balls  made  of  each 
substance  whose  degree  of  elasUcity  is  given  in  the  table  (183). 

87.  A  perfectly  elastic  body  m,  moving  with  a  velocity  of  12,  impinges  on 
aaotiier  perfectly  elastic  body,  m',  moving  in  the  opposite  direction  with  a  velo- 
city of  5 ;  by  impact  m  loses  one-third  of  its  momentum.  What  are  the  relative 
weights  of  the  masses  m  and  m'  ? 

88.  A  body,  m  (=  Sm'),  impinges  on  m'  at  rest.  The  velocity  of  m  after 
impaet  is  }  of  its  velocity  before  impact  Required  the  value  of  e,  the  modulus 
of  elasticity. 

89.  Two  bodies  tn  and  m',  whose  elasticity  is  f ,  moving  in  opposite  directions 
with  velocities  of  25  and  26  feet  per  second  respectively,  impinge  directly  upon 
cash  other.     Find  the  distance  between  them  4^  seconds  after  impact. 

00.  A  number  of  perfectly  elastic  balls  are  placed  in  a  right  line.  The  first  is 
made  to  start  with  a  given  velocity ;  determine  the  ratio  of  the  balls  so  that  its 
momentnm  may  be  equally  divided  among  the  remainder. 

9L  An  elastic  ball  falls  from  a  height  of  40  feet  How  high  will  it  rebound, 
supposing  that  one-fifth  of  the  final  velocity  is  lost  at  the  impact  in  consequence 
ef  imperfect  elasticity  f 

92.  An  ivory  ball  falls  from  an  elevation  of  100  feet  With  what  velocity  must 
another  similar  ball  be  projected  upifard  in  the  same  vertical  line,  that  after 
the  two  balls  meet,  the  first  ball  may  return  to  the  same  elevation  from  which 
HfeU? 
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CHAPTER  III. 

OF  FLUIDS. 
HYDRODTNAMICS. 

i  1.   HydroBtatics. 

I.    DI8TIN0UISHIN0   PROPERTIES  OF   LIQUIDS. 

186.  Definitions. — FlnidB — Hydrodynamics. — Fluid*  ore  bodies 
in  which  the  attractive  and  repulsive  forces  (146)  are,  Ist,  either  in  per- 
fect equilibrium,  producing  liquids  or  indcLstic  fluids ;  or  2d,  in  which 
the  repulsive  force  holds  sway,  producing  gases  or  dcuiic  fluids. 

Hydrodynamics  treats  of  the  peculiarities  of  state  and  motion  among 
fluid  bodies,  both  liquids  and  gases  (15).  It  is  subdivided  into  hydro- 
statics,  or  fluids  at  rest,  and  hydraulics,  or  fluids  in  motion. 

187.  Meohanioal  condition  of  liquids. — ^Liquids,  owing  to  the 
slight  cohesive  attraction  among  their  particles,  possess  no  definite  form, 
but  adapt  themselves  to  the  shape  of  the  containing  vessel.  This  is  a 
necessary  consequence  of  the  perfect  freedom  of  motion  among  the  par- 
ticles of  a  liquid.  Liquids  vary  very  much,  however,  in  the  degree  of 
their  fluidity,  as  between  thin  mobile  liquids  like  alcohol  or  water,  and 
thick,  viscous,  bodies  like  oils  and  tar.  In  viscous  bodies,  the  imperfect 
fluidity  is  a  consequence  of  the  only  partial  ascendency  of  the  repulsive 
force,  leaving  still  a  notable  amount  of  cohesion  among  the  particles. 
Heat  serves  to  increase  the  repulsive  force,  and  so  converts  viscous  into 
thin  liquids. 

Liquids  and  gases  are  conveniently  distinguished  as  non-elastic  and 
elastic  fluids,  but  this  distinction  is  not  absolute,  since  all  liquids  possess 
some  elasticity,  more,  usually,  than  belongs  to  the  solid  state  of  the  same 
bodies. 

188.  Elasticity  of  Uqnids.— CompressibiUty.— We  have  already, 
in  sec.  21,  illustrated  the  compressibility  of  water.  The  researches 
of  Canton,  in  1761,  Oersted,  in  1823,  and  others  of  later  dates,  have 
proved  that  all  liquids  are  slightly  compressible.  The  piezometer 
{Hiti<a,  to  press,  and  furpov,  a  measure)  is  an  instrument  designed  to 
measure  the  compressibility  of  liquids.  Oersted's  apparatus,  fig.  133, 
consists  of  a  strong  glass  cylinder ;  twenty-four  or  twenty-five  inchei 
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in  height,  mounted  on  a  stand :  the  upper  part  is  nccarateiy  closed  bj  a 
brass  cap,  through  which  passes  the  funnel  tube,  R,  to  supply  the  vessel 
with  water,  and  a  cylinder,  furnished  with  a  piston,  nioTing  by  the 
screw  P.  In  the  interior  is  a  vessel  A,  containing  the  liquid  to  l>e 
compressed,  having  a  capillary  tube  at  its  upper  part,  which  bends  and 
descends  to  the  mercury  0,  contained  in  the  lower  part  of  the  vessel. 
This  capillary  tube  is  subdivided   into  133 

iH|aal  parts,  and  the  number  of  these 
})art8  the  vessel  A  can  contain,  is  accu- 
rately determined.  There  is  also  in  the 
interior  of  the  cylinder,  a  tube  of  glass, 
B,  furnished  with  a  graduated  scale,  G ; 
this  tube  is  closed  at  its  upper  end,  and 
has  its  lower  end  immersed  in  the  mer- 
cury, 0.  This  tube  is  called  a  mano- 
meter (280),  and  is,  when  at  rest,  nearly 
filled  with  uir. 

In  order  to  experimeut  with  this  apparatas, 
fill  the  Teasel,  A,  with  the  liquid  to  be  com- 
pressed, and  by  means  of  the  fannel,  R,  fill 
the  cylinder  with  water,  having  previously 
placed  mercury  in  its  lower  part  Turning 
Uie  screw,  P,  the  piston  descends ;  in  oonse- 
qnenoe,  the  air  in  the  tube,  B,  is  compressed, 
and  the  mercury  is  elevated;  the  degree  of 
elevation  shows  the  amount  of  pressure;  at 
Uie  same  time,  the  mercury  rises  in  the  capil- 
lary tube,  and  gives  the  measure  of  the  com- 
pression of  the  liquid  in  A. 

Supposing  each  division  of  the  capillary 
tube  held  but  a  millionth  part  as  much  as 
the  Tessel  A,  then  if  the  liquid  to  be  com- 
pressed was  water  (at  the  pressure  of  one  atmosphere),  we  should 
observe  the  mercury  to  ris^  between  49  and  50  divisions. 

There  is  one  correction  to  be  made  in  the  observations  obtained  by 
this  instrument ;  it  might  be  supposed  that  the  capacity  of  A  would  be 
iuYariable,  the  exterior  and  interior  walls  being  compressed  equally  by 
ibe  liquid,  but  it  is  not  so ;  the  interior  capacity  of  the  vase  undergoes 
the  same  diminution  as  would  a  body  of  glass  of  the  same  form  and 
volume,  submitted  to  the  same  i^ressure.  This  diminution  amounts 
to  about  33  ten  millionths  (tv.vJJ.vvv))  o^  ^^  primitive  volume,  for 
taeh  atmosphere  of  pressure. 

This  quantity  can  be  calculated  in  any  case,  as  well  for  glass  as  foi 
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copper  and  brass  (the  three  materials  used  in  the  improved  piezometer 
of  Kegnault),  from  the  known  elongation  of  rods  of  these  substances 
at  the  same  tension,  according  to  the  laws  of  Wertheim  (160).  M. 
Grassi  (Ann.  de  Chimie  et  Phys.,  3'  Sirie,  Tom,  XXXL,  p.  437)  haa 
lately  revised  the  results  of  Oersted,  Canton,  and  of  Messrs.  Golladon  and 
Sturm,  on  a  great  number  of  liquids,  and  at  different  temperatures. 
The  compressibility  of  water  diminishes  with  increasing  temperatures. 
On  the  other  hand,  heat  increases  the  compressibility  of  alcohol,  ether, 
chloroform,  and  wood  spirit. 

Salt  or  sulphuric  acid  diminishes  the  compressibility  of  water  in  pro- 
portion to  the  quantity  dissolved,  but  for  a  given  density  these  solu- 
tions obey  the  same  order  as  pure  water. 

Grassi's  principal  results  are  given  in  the  following  table,  the  com- 
pressibility  being  parts  in  a  million  at  a  pressure  of  one  atmesphere : 


Llqal4t  vMd. 


Mercury,  .    . 
Water,      .    . 

Do.        .    . 

Do.        .    . 

Ether,       .     . 

Do.         .     . 

Alcohol,    .     . 

Do.        .     . 
Wood  spirit. 
Chloroform,  . 
Do. 


PrcMor*  ia  MSM. 

32®  F. 

0-000,00295 

32° 

0-000,050-8 

770 

0  •000,045*6 

128** 

0-000,044-l 

•         32« 

0000,1110 

3*408 

670 

0*000,140-0 

1*580 

450 

0*000,082*8 

2*302 

66i« 

0000,0»0-4 

1*670 

660 

0*000,001.3 

47» 

0000,062-5 

640 

0000,064*8 

1*309 

It  appears,  that  of  all  liquids  tried,  mercury  has  the  least,  and  ether 
the  greatest,  ratio  of  compressibility.  The  pressures  were  carried  to 
the  great  extent  of  220  atmospheres. 

Elasticity. — It  is  hardly  requisite  to  remark  that  the  return  of  com- 
pressed liquids  to  their  original  bulk,  on  removal  of  pressure,  is  proof 
of  an  elastic  force  in  them  equal  to  their  ratio  of  compressibility. 

Consequences. — It  follows  from  what  has  been  said, — 

First,  That  the  molecules  of  liquids,  owing  to  the  entire  freedom  of 
motion  among  themselves,  are  in  equilibrium. 

Second.  That  liquids  possess  perfect  elasticity,  and  a  slight  degree  of 
oom-)ressibility. 

Let  Of  now  farther  consider  the  necessary  oonseqaenoes  of  these  mechanical 
conditions  of  liquids,  both  independent  of  gravity,  and  also  with  reference  to 
that  force. 
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II.    TRANSMISSION  OF  PRESSURK  IN  UQUIDS. 

i89.  Idqnlds  transmit  preasare  equally  in  all  directions.— 
Liquids  iransmii  in  €Ul  directions,  and  wiih  the  same  intensity,  the  pres- 
sure  exerted  on  any  point  of  their  vmus. 

This  important  theorem  was  first  clearly  aoDonnced  by  B.  Pascal. 
Let  fig.  134  be  a  vessel  filled  with  a  liquid,  and  furnished  with  a  num- 
ber of  equal  cylinders,  in  each  of  which  is  a  well-fitting  piston.  The 
vessel  and  liquid  are  both  assumed  to  be  without  weight,  consequently 
none  of  the  pistons  have  any  tendency  to  move.  If  pressure  is  applied 
to  the  piston  A,  it  will  be  forced  inwards,  and  the  other  pistons  B,  C,  D, 
And  £,  of  equal  area,  will  each  be  forced  outwards  with  the  same  pres- 
sure, so  that  if  the  piston  A  was  pressed  inwards  with  a  force  of  one  pound, 
it  would  be  found  necessary  to  apply  a  force  134 

of  one  pound  to  each  of  the  other  pistone, 
m  order  to  keep  them  in  their  place.  If 
the  area  of  B  and  C  was  two  or  three  times 
that  of  A,  then  the  pressure  upon  them 
would  be  two  or  three  times  as  great.  We 
cannot  perfectly  demonstrate,  that  liquids 
transmit  pressure  equally  in  all  directions 
(because  we  cannot  obtain  for  experiment, 
as  would  be  necessary,  liquids  without 
weight,  and  pistons  working  without  fric- 
tion), but  that  this  pressure  is  exerted  in  all  directions,  is  shown  by  the 
simple  apparatus,  fig.  135,  consisting  of  a  cylinder,  furnished  vrith  a 
piston  and  terminated  by  a  sphere;  on  this 
sphere  are  placed  small  tubes,  jutting  out  in 
all  directions;  upon  filling  the  sphere  and 
cylinder  with  water,  and  pressing  upon  the 
piston,  the  water  is  forced  out  from  each  of  the 
jets  with  equal  energy.  This  is  a  necessary 
consequence  of  the  mechanical  constitution  of 
Hquids  (187). 

Let  A  represent  the  area  of  any  portion  of 
the  inner  surface  of  a  vessel,  and  A^  that  of  any 
other  portion  of  the  same  vessel,  while  P  and 
P^  are  the  pressures  exerted  on  these  surfaces 
respectively  by  any  force  of  compression  on 
the  liquid,  and  we  have 

PiP'^AiA^' 

It  also  follows  that  this  expression  represents  correctly  the  pressure 
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exerted  on  any  solid  body  plunged  in  the  liquid,  as  well  as  for  any  part 
of  the  sectional  area  of  the  liquid  itself.    Hence : — 

The  entire  preeaure  sustained  by  any  surface  is  proportional  to  its  area, 
"  and  thus/'  says  Pascal  in  his-  Treatise  on  the  Equilibrium  of  Fluids, 
it  appears  that  a  yessel  full  of  water  is  a  new  Principle  in  Mechanics, 
and  a  new  Machine  which  will  multiply  force  to  any  degree  we  choose." 
Pascal  also  referred  the  equilibrium  of  fluids  to  the  principle  of  virtual 
velocities  which  regulates  the  equilibrium  of  other  machines  (105). 

190.  The  Bramah  Hydrostatic  Press. — This  powerful  apparatus 
depends  upon  the  principle  just  announced.  136 

Want  of  good  workmanship  alone  prevented 
Pascal  from  realiiing  his  conception  of  this 
machine  (in  1653),  as  was  long  afterwards 
(a.d.  1796),  done  by  Bramah,  at  London. 

As  the  form  of  the  vessel  has  no  influence 
on  the  equal  transmission  of  pressures,  and 
the  point  of  application  of  force  may  be 
situated  at  any  convenient  distance  from  the 
press,  it  is  plain  that  the  mechanician  can  use 
this  principle  as  circumstances  demand.  Thus,  in  fi;;.  136,  the  piston  a 
may  be  to  the  larger  one  6  c  as  1 :  20,  and  hence  a  pressure  of  one  pound 

137 


eiofted  on  a  will  raise  b  c  with  a  force  of  twenty  pounds,  and  conversely 
any  pressure  exerted  on  be  will  be  diminished  twenty  fold  at  a. 
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The  main  parU  of  the  Bramah  hydrostatic  press,  fig.  137,  consist  of  a  smull 
forcing-pump,  A,  in  which  is  a  piston  worked  hy  a  lever.  This  pamp  communi* 
cates  with  a  large  and  strong  cylindrical  reservoir,  B,  by  a  tube  indicated  by  the 
dotted  lines  in  the  figare.  In  this  cylinder  a  water-tight  piston  moves,  bearing 
at  its  upper  end  a  flat  metallic  plate,  between  which  and  tbe  top  of  the  frame, 
D,  the  substance,  M,  to  be  compressed,  is  placed. 

The  cylinders  are  filled  by  means  of  the  carved  tube  H,  one  end  of  which 
rests  in  a  vessel  containing  water,  or  oil,  the  other  terminates  in  the  barrel  A, 
and  has  a  valve  at  its  end  opening  upwards.  This  valve  opens  when  the  piston 
is  raised,  thus  drawing  in  water,  and  closes  when  the  piston  descends.  By 
working  the  piston,  the  barrels  A  and  B  are  completely  filled  with  water.  The 
orifice  0  is  in  connection  with  a  stop-cock,  by  which  the  water  can  be  drawn 
off  when  the  pressure  is  to  be  reduced. 

If  the  cylinder  B  has  an  area  of  200  square  inches,  and  the  small  cylinder  an 
area  of  half  a  square  inch,  the  pressure  of  the  water  on  the  piston  above  B,  will 
be  400  times  that  applied  at  the  lever.  But  let  the  arms  of  the  lever  be  to  each 
other  as  one  to  fifty,  then  when  a  force  of  fifty  pounds  is  applied  at  the  long 
arm*  tbe  piston  will  descend  with  a  force  of  2500  pounds  (dO  X  ^^  =  2500), 
and  there  will  be  exerted,  theoretically,  a  force  of  1,000,000  pounds  upon  the 
piston  in  B  (50  X  ^()  X  ^^^  =  1)000,000),  or,  deducting  one-fourth  for  the  loss 
occasioned  by  the  different  impediments  to  motion,  a  man  would  still  be  able  to 
exert  a  force  of  750,000  pounds. 

This  eaormoas  result  is  gained,  of  course,  very  slowly,  in  accordance 
with  the  well-known  relation  of  power  to  weight  (109). 

Uses  in  the  arts.— The  hydrostatic  (often  called  hydraulic)  press  is  of 
extensive  use  in  the  industrial  arts.  It  is  employed  for  compressing  cloth,  oil- 
cake, paper,  hay,  gunpowder,  candles,  vermicelli,  and  for  numerous  other  arti- 
elep^  to  which  the  proper  form  or  condition  is  imparted  by  severe  pressure; 
albo  for  testing  steam-boilers  and  chain  cables.  The  tubes  of  the  famous 
Britannia  tubular  bridge  over  the  straits  of  Menai  (172)  were  raised  to  their 
place  by  means  of  powerful  hydraulic  presses. 

191.  Pressure  of  a  liquid  on  the  bottom  of  a  vessel. — The 
pressure  exerted  by  a  liquid  on  the  horizontal  base  of  a  containing  vessel, 
is  1st,  independent  of  the  shape  of  t\e  vessel^  and  2d,  is  equal  to  the 
weight  of  a  column  of  this  liquid,  whose  base  is  that  of  the  vessel,  and 
ivhose  height  ei^uals  the  depth  of  the  liquid. 

In  a  conical  vessel,  standing  on  its  base  and  filled  with  liquid,  con- 
ceive any  number  of  horizontal  planes,  dividing  the  contents  of  the 
vessel  into  a  series  of  frustums,  so  thin  that  each  frustum  may  be 
considered  a  cylinder.  It  is  evident  that  the  pressure  exerted  by  each 
cylindrical  mass  on  its  own  base  is  equal  to  its  own  weight.  But  by 
the  principle  of  Pascal  each  succeeding  section  will  have  to  support 
a  pressure,  as  much  greater  than  the  weight  of  the  superincumbent 
masses  as  the  area  of  its  base  is  greater  than  the  area  of  the  base  of 
16 
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that  preceding  it  Hence,  the  base  of  the  conical  vessel 
will  support  a  pressure  equal  to  the  weight  of  a  column  of 
water  whose  base  and  height  are  respectively  those  of  the 
vessel. 

Evidently,  from  this  reasoning,  if  the  conical  vessel  is  in- 
verted, or  its  form  is  in  any  way  modified,  the  same  law  holds 
good. 

The  truth  of  this  principle  may  be  experimentally  demon- 
strated by  means  of  the  apparatus  in  fig.  138.  If  this  instru- 
ment is  placed  in  a  liquid,  the  piston  G  is  forced  in  with  a 
pressure  equal  to  the  weight  of  a  column  of  the  liquid,  whose 
base  has  the  area  of  the  piston,  and  whose  height  is  equal  to 
the  depth  of  the  liquid  above  the  surface  of  the  piston. 

To  demonstrate  that  the  pressure  is  independent  of  the  form  of  the 
vessel,  M.  Haldat  has  contrived  the  apparatus,  fig.  139.  It  consists  of 
a  tube,  A  B  c,  bent  twice  at  right  angles.  On  A,  may  be  placed  the 
vessels  M  and  P,  of  equal  height,  but  of  different  forms.  The  tube 
A  Be  is  filled  with  mercury,  which  rises  to  an  equal  height  in  A  and  c; 
M  is  then  placed  on  A,  and  filled  with  water ;  the  mercury  immediately 
rises  in  c,  to  a  certain  point,  as  a.  We  then  replace  M  by  P,  and  fill 
with  water  to  the  same  height  as 
before.  The  mercury  again  rises 
to  the  point  a,  as  it  did  with  the 
vessel  M;  it  is  evident  that  the 
pressure  transmitted  to  the  mer- 
cury in  the  direction  A  B,  was  the 
same  in  both  cases,  proving,  most 
conclusively,  that  the  pressure  does 
not  depend  upon  the  quantity,  of 
liquid,  for  the  vessels  M  and  P  differ  ^\ 
greatly  in  capacity.  The  area  of  the 
base  formed  by  the  surface  of  the 
mercury,  and  the  vertical  height  formed  by  the  column  of  water,  were, 
however,  the  same  in  both  cases,  and  upon  these,  as  before  stated,  the 
pressure  depends.  In  the  case  of  a  vessel  having  vertical  walls,  the  pres- 
sure would  be  equal  to  the  weight  of  the  liquid  the  vessel  contained. 

192.  Upward  pressure. — Having  shown  that  pressure  in  liquids  is 
exerted  from  above,  downwards ;  it  follows,  from  the  law  of  equality 
of  pressure,  that  a  corresponding  force  is  exerted  from  below,  upwards. 
This  pressure  is  made  very  manifest  by  the  buoyancy  experienced  when 
we  plunge  the  hand  into  a  liquid  o(  great  density,  as  into  mercury    la 
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order  to  demonstrate  this  upward  pressure  experimentally,  a  tube  of 

glass  18  taken,  open  at  both  ends,  fig.  140,  haying  at  the  lower  end  a 

disk  of  glass,  B,  which  is  supported  by  means  of  a  thread  from  its 

centre :  the  whole  is  then  placed  in  a  Tessel 

of  water  and  abandoned  to  itself;  the  disk 

remains  attached  to  the  end  of  the  cylinder, 

owing  to  the  upward  pressure  of  the  water. 

If  now  the  interior  tube  be  carefully  filled, 

the  disk  will  not  fall  until  the  level  of  the 

water  within  the  tube  is  ne&rly  the  same  as 

that  in  the  outer  vessel,  proving  that  the 

upward  pressure  is  equal  to  the  weight  of 

the  interior  column,  and  therefore  that : — The 

upward  pressure,  in  any  vessel,  is  equal  to  (he 

weight  of  a  column  of  liquid  having  the  same 

base  as  ike  cylinder,  A,  and  whose  height 

equals  the  depth  of  the  section  below  the  surface  of  the  liquid. 

193.  Preasure  on  the  sides  of  a  vessel. — TJte 
pressure  of  a  liquid  on  any  portion  of  a  lateral  wall,  is 
equal  to  the  weight  of  a  column  of  liquid,  which  has  for 
its  base  this  portion  of  the  wall,  and  for  its  height  the 
vertical  distance  from  its  centre  of  gravity  to  the  surface 
of  the  liquid.  Thus,  in  fig.  141,  the  pressure  at  the 
height,  C  D,  of  the  wall  is,  by  2 191,  equal  to  the  weight 
of  the  column  A  B,  since  the  pressure  of  this  is  com- 
munioated  laterally  to  all  the  parUcles  lying  on  the 
same  horizontal  plane. 

This  lateral  pressure  increases,  of  course,  with  the  depth  of  liquid  in 
the  vessel.  Thus,  in  fig.  142,  the  column  of  liquid  A  G 
pressing  with  a  certain  force  on  Z,  the  column  £  F 
will  press  on  G,  with  a  force  as  much  greater,  as  £  F  is 
deeper  than  A  C.  This  may  be  further  illustrated  by 
plunging  the  apparatus,  fig.  138,  at  various  depths  and 
in  a  horisontal  position,  the  piston  will  be  forced  in 
with  a  pressure  corresponding  to  the  depth ;  also,  if  it 
is  placed  in  any  position  intermediate  between  the 
horizontal  and  vertical,  the  piston  will  be  similarly 
pressed  in,  thus  showing  that  pressure  is  exerted 
equally  in  all  directions. 

194.  Pascal's  experiment  with:  a  cask. — Pascal  made  a  striking 
experiment  at  Rouen,  in  1647,  to  illustrate  the  enormous  pressure 
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exerted  by  a  lofty  column  of  water  contained  in  a  small  tube.  A 
strong  cask,  filled  with  water  and  arranged  as  in  fig.  143,  was  fitted 
with  a  small  tube  about  forty  feet  high.  When  this  tube  was  filled 
with  water,  the  effect  of  the  pressure  transmitted  to  all  parts  of  the 
cask  was  sufficient  to  burst  the  vessel. 


143 


144 


f 


195.  The  water  bellows,  or  hydrostatic  paradox. — This  familar 
experiment  is  only  a  modification  (in  form)  of  Pascal's  cask. 

The  hydrostatic  bellows,  fig.  144,  consists  of  two  boards,  B  C,  and  E  D,  con- 
nected with  leather  or  India-ruhber  cloth,  A,  in  such  a  manner  that  the  upper 
board  can  rise  and  fall,  like  the  common  air  bellows.  The  tube  T  E  communi- 
cates with  the  interior  of  the  apparatas.  Supposing  the  tube  to  have  a  cross 
section  of  one  square  inch,  and  the  top  of  the  bellows  to  have  a  surface  of  100 
square  inches,  one  pound  of  water  in  the  tube  would  lifl  100  pounds  on  the  bel* 
lows,  the  weight  of  the  water  acting  with  a  pressure  equal  to  one  pound  on  each 
square  inch  of  the  surface.  The  pressure  is  proportioned  to  the  height  of  the 
column  of  water ;  for  if  we  use  a  smidler  tube,  for  the  same  bulk  of  fluid,  the 
height  of  the  column  of  water  will  be  greater,  and  will  raise  a  greater  w»ight ; 
if  the  tube  be  larger,  the  column  will  not  be  so  high,  and  will  not  raise  so  large 
a  weight. 

196.  Total  pressure  on  the  walls. — In  the  vessel  ABCD    fig. 
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145,  diTide  the  side  A  B  into  10  equal  parts.  Supposing  the  pressure 
at  1  to  be  one  pound,  then  the  pressure  at  2  would  be  two  pounds, 
at  3  three  pounds,  &c.,  as  the  intensity  of  the  pressure  increases  directly 
with  the  depth.  The  average  intensity  of  pressure  would  be  found  at 
the  5th  diyision  (or  a  point  midway  between  the  1st  and  10th),  and  the 
total  pressure  on  the  walls  would  be  the  same  as  if  it  sustained  the 
average  intensity  over  the  whole  lateral  surface,  and  therefore  the  total 
pressure  upon  a  wall  of  such  a  vessel,  is  equal  to  the  weight  of  a  column 
of  the  liquid  whose  base  is  equal  to  the  area  of  the  side,  and  whose  height 
is  equal  to  one-half  of  the  d^ffih  of  the  liquid 
in  the  vessel.  This  is  true,  whether  the  vessel 
be  vertical  or  inclined  in  any  direction.  In 
the  case  of  a  cubical  vessel,  this  pressure  on 
one  side  would  be  equal  to  one-half  the 
weight  of  the  liquid  contained  in  the  vessel. 

Total  pressure  on  the  bottom  and  sides  of  a  vessel. — The 

total  pressure  exercised  on  the  bottom  and  sides  of  a  vessel,  is  much 
greater  than  the  weight  of  the  liquid  contained  in  the  vessel.  In  the 
case  of  a  cubical  vessel,  the  pressure  exerted  on  the  bottom  is  equal  to 
the  whole  weight  of  the  liquid  (191),  the  pressure  exerted  on  each  side 
being  equal  to  half  the  weight  of  the  liquid  on  the  four  sides,  it  is  equal 
to  twice  its  weight,  consequently,  in  a  cubical  vessel  the  entire  pres' 
sure  exerted  oti  the  bottom  and  sides  is  equal  to  three  times  the  weight  of 
the  contained  liquid. 

Table,  •kowing  ike  prteeure  in  pounde,  per  tquare  inch,  and  equate  foot,  produeed 
by  water  at  variou9  depthe. 


».^I>IWI. 

Prtnvra  p«r  iqiur«  iBeh. 

Pr€Mvr«  per  iqiiare  fo«t. 

0-4328 

623232 

0-8656 

124-6464 

1-2984 

186-9696 

1-7312 

249-2928 

2-1640 

311-6160 

2-5968 

373-9392 

8-0296 

436  2624 

3-4624 

4985856 

3-8952 

560  9088 

10 

43280 

623-2320 

By  tad  of  the  above  table,  the  pressure  of  water  on  any  snrfaee  of  a  vessel 

eoiit«i]iii;g  it,  can  be  determined.    As,  for  example,  the  pressure  of  water  on  a 

square  foot^  at  the  bottom  of  a  vessel  twenty-three  feet  in  depth ;  at  two  feet, 

tbe  pressure  is  124-6464;  at  twenty  feet,  ten  times  as  much;  —  1246-464;  at 

16» 
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three  feet,  180-9696,  and  1240*464  -f  186-9096  =  1433*4330,  the  pressare  of  wi<er 
on  a  square  foot  of  surface,  at  a  depth  of  twenty-three  feet. 

That  the  pressure  produced  at  great  depths  is  really  immense,  can  be  sbimn 
by  confining  a  piece  of  wood  at  great  depths  in  the  sea.  The  pressure  force: 
the  water  into  the  pores,  so  that  it  will  not  be  cftpable  of  floating  aflterwarda 
A  bottle,  the  body  of  which  is  square,  if  tightly  corked  and  lowered  into  Uie 
sea,  will  be  broken  by  the  pressure.  If  the  body  of  the  bottle  is  strong  and 
cylindrical,  the  cork  will  be  forced  in.  Below  a  certain  depth,  dirers  caono; 
penetrate,  and  the  same  may,  perhaps,  be  true  of  fishes. 

197.  The  centre  of  pressure  upon  any  surface  immerBed  in  n 
fluid  is  the  point  of  application  of  the  resultant  of  all  the  presHurei* 
acting  upon  it. 

If  the  pressure  of  a  fluid  upon  an  immersed  surfnce  were  the  same 
at  all  depths,  the  centre  of  pressure  would  be  at  the  centre  of  gravity 
of  the  surface.  But  as  the  pressure  increases  with  the  depth,  the  centre 
of  pressure  will  always  be  below  the  centre  uf  gravity. 

The  centre  of  pressure  in  an  immersed  sftrjaee,  or  in  the  side  of  a 
vessel  containing  a  fluid,  is  a  point  to  which  a  force  equal  and  opposite 
to  the  resultant  of  aUthe  pressures  must  be  applied  to  keep  the  surface  at 
rest. 

The  position  of  this  point,  for  various  regular  surfaces,  has  been 
determined  by  the  calculus.  * 

The  centre  of  pressure  of  a  rectangular  surface,  vertically  or  obliquely 
immersed,  so  as  to  have  one  side  in  the  surface  of  the  liquid,  is  in  a  line 
joining  the  centres  of  the  superior  and  inferior  bases,  and  at  a  distance 
from  the  inferior  base,  equal  to  oue-third  the  height  of  the  rectangle. 
In  fig.  146  the  point  C,  in  the  line  A  B,  distant  from  B  one-third  of 
A  B,  is  the  centre  of  pressure. 


When  the  immersed  surface  is  a  triangle  having  one  side  horiiontal, 
and  the  apex  in  the  surface  of  the  fluid,  the  centre  of  pressure  is  in  a 
line  joining  the  apex  and  the  centre  of  the  horizontal  base  at  a  distance 
from  the  centre  of  the  base  equal  to  one-fourth  the  bisecting  line. 
The  centre  of  pressure  in  the  triangle,  fig.  147,  is  at  c,  distant  from  B 
one-fourth  of  the  line  A  B. 

When  the  base  of  the  triangle  lies  in  the  surface  of  the  fluid,  the 
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centre  of  pressure  is  midway  between  the  apex  and  the  centre  of  the 
ba.«e,  as  at  c,  fig.  148,  which  is  equidistant  between  A  and  B. 

198.  Pressares  vary  as  the  specific  gravities  of  liquids. — Tufo 
liquidt  press  on  the  same  area  and  at  the  same  depth,  directly  in  the  ratio 
of  their  specific  gravities.  We  have  seen  (191)  that  the  pressure  exerted 
on  the  base  of  a  vessel  having  vertical  walls  is  equal  to  the  weight  of 
the  liquid  the  vessel  contains.  Plainly,  therefore,  the  pressures  exerted 
on  the  base  of  two  equal  vessels  filled  with  equal  volumes  of  liquid  of 
unlike  density  will  vary  directly  with  their  specific  gravities;  or  repre- 
senting the  pressures  in  the  two  cases  by  P  tiud  P'^,  and  the  speoifts 
gravitiea  by  (Sp.  Gr.)  and  (Sp.  Gr.)'',  we  have 

P:  P'  =  [Sp.  Gr,)  :  (Sp.  Or.)' 

III.     EQUILIBRIUM  OF  LIQUIDS. 

199.  The  conditions  of  equilibrium  in  liquids. — ^The  Joint  effect 
of  gravitation,  and  of  the  perfect  mobility  of  the  particles  of  a  liquid,  is : — 

1.  That  the  surface  of  a  liquid  at  every  point  must  be  perpendicular  to 
the  direction  of  gravity,  i.  e.,  it  must  be  horizontal  or  level. 

This  principle,  first  distinctly  enunciated  by  Archimedes,  follows  from 
the  nature  of  gravitation,  which  acting  on  a  body  free  to  move,  causes 
its  centre  of  gravity  to  descend  as  low  as  possible.  It  is  only  when  the 
surface  is  horizontal  that  all  the  particles  of  the  fluid  mass  are  equally 
solicited  by  the  force  of  gravity. 

The  inequalities  of  the  solid  surface  of  the  earth  exist,  because 
cohesion  is  opposed  to  gravitation.  Otherwise  the  mountains  would 
sink,  and  the  valleys  rise,  until  the  whole  mass  had  a  uniform  level. 

By  this  principle  a  surface  of  water  is  perfectly  horiiontal  only  when 
its  area  is  so  limited  that  the  direction  of  the  149 

forces  of  gravity  can  be  regarded  as  parallel  at 
each  point.  If  an  observer  is  stationed  at  0,  fig. 
149,  and  0  A  is  one  mile,  the  subtense  of  curva- 
ture (AB  or  D£)  is  eight  inches.  But  0  G  and  BO 
are  lines  perpendicular  to  the  points  0  and  B,  and 
are  therefore  plumb  lines  (60),  and  hence  the  surface  £  0  B  is  a  spheri- 
cal surface.    In  other  words,  we  reach  the  more  general  principle : — 

That  the  resultant  of  all  the  forces  acting  at  any  point  on  the  surface 
of  a  liquid  mass,  when  in  equilibrium,  must  be  nonnal  to  the  surface  at 
that  point. 

It  follows  from  this  again : — 
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2.  That  every  liquid  mass,  when  in  equilibrium,  can  be  considered  as 
made  up  of  an  infinite  number  of  very  thin  layers,  sustaining  at  all 
points  the  same  pressure,  and,  at  each  point  of  surface,  normal  to  all  the 
forces  there  acting. 

200.  Eqnilibrliun  of  liqnids  when  freed  from  the  influence  of 
gravity. — It  follows,  as  a  consequence  of  the  last  principle,  if  a  mass 
of  liquid  is  freed  fVom  the  influence  of  gravity,  and  abandoned  undia- 
turbed  to  its  own  molecular  attractions,  that  it  will  assume  a  spherical 
figure ;  since  then  the  sphere  is  the  only  form  which  can  satisfy  the 
conditions  of  equilibrium.  This  theory  is  most  beautifully  demon- 
strated by  a  celebrated  experiment  called — 

The  experiment  of  Platean,  who  conceived  that  the  influence  of 
gravity  might  be  avoided  by  suspending  a^ass  of  oil  in  alcohol, 
diluted  to  exactly  the  density  of  the  oil.  This  conception  is  perfectly 
realised  by  experiment.  By  care  and  certain  precautions  to  secure 
clearness  in  the  liquids,  a  considerable  sphere  of  oil  may  be  suspended 
in  any  part  of  the  alcoholic  mixture,  and  by  a  wire  arranged  to  rotate 
as  an  axis,  and  about  which  the  sphere  of  oil  readily  arranges  itself, 
the  oblate  figure  of  the  earth,  the  appearance  of  satellites,  or  even  the 
rings  of  Saturn,  may  be  imitated  in  a  most  instructive  and  striking 
manner. 

The  spherical  form  6f  drops  of  rain  or  dew,  and  the  globular  drops 
of  mercury,  are  referable  to  the  conditions  of  fluid  equilibrium. 

201.  EqniUbrlnm  of  a  liquid  in  communicating  vessels. — If 
two  or  more  vessels  communicate  with  each  other,  the  liquids  in  both 
or  all  the  vessels  stand  at  the  same  level.  This  law  rests  upon  the  fact^ 
that  the  pressure  of  liquids  at  equal  depths,  150 

is  equal  in  all  directions.  If  the  fluid  stands 
at  a  higher  level  in  one  vessel  than  the  other, 
the  particles  of  the  former  exert  a  greater 
lateral  pressure  on  the  channel  of  communi- 
cation than  the  other  can ;  these  particles  are, 
therefore,  continually  pushed  upwards,  until 
they  exert  an  equal  and  opposite  pressure, 
which  obtains  when  the  columns  are  at  an 
equal  height.  The  effect  is  the  same,  what- 
ever may  be  the  size  and  number  of  the  ves- 
sels. Fig.  150  represents  a  number  of  vessels 
of  different  shapes  and  capacities,  connected  with  a  common  reservoir; 
if  we  pour  water  into  one  of  them,  it  will  rise  to  the  same  height  in 
the  other  vessels. 
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204.  Artesian  wells. — All  springs  sod  fountsins  are  examples 
of  the  laws  of  equilibriam  of  liquids  in  communicating  yeeselsi. 
Among  similar  phenomena,  artesian  wells  are  the  most  remarksp 
ble  examples.  These  are  wells  (named  artesian  from  the  ancioit 
prorince  of  Artois  in  France,  where  they  were  early  made,  although 
known  long  before  in  China),  bored  into  the  earth's  crust,  often  to  a 
great  depth.  The  crust  of  the  earth  consists  often  of  various  beds  or 
strata,  some  perrious  to  water  like  sandstones,  and  others,  like  elay, 
impervious. 

Fig.  153  presents  an  imaginary  section  of  a  portion  of  the  earth's  omsti 
containing  two  imperrious  strata,  A  B,  C  D,  and  one  pervious  stratum, 
KK.    Let  these  strata  reach  the  surface  in  elevated  land,  and  we 

15S 


have  thus  a  basin  into  which  the  meteoric  waters  filter  and  from  which 
they  cannot  escape,  being  confined  by  the  impervious  strata  already 
named ;  now  an  artesian  boring  in  the  valley  H,  will  reach  the  impri- 
soned water  after  passing  A  B,  and  the  water  will  be  thrown  up  in  a 
jet,  the  height  of  which  will  depend  on  the  elevation  of  the  edges  of 
the  basin,  which  may  come  to  the  surface  in  lofty  hills  hundreds  of 
miles  away  from  the  well. 

A  well  of  this  kind  wm  sunk  at  Lonisrille,  Ky.,  in  1857-S,  to  th«  great  depth 
of  2080  feet  (Duponf  8  well),  which  deliren,  through  a  bore  of  13  inohes,  over 
three  hundred  thousand  gallons  of  sulphuretted  mineral  water  in  24  hours,  at 
170  feet  above  the  surface,  with  a  constant  temperature  of  rei^'  F.  (82^°  at  the 
bottom).  (Am.  Jonrn.  ScL  [2]  xxvii.  174.)  Belcher's  well  in  Su  Louis  is  2199 
feet  deep,  and  yields  also  sulphuretted  water ;  while  the  famous  Qrenelle  well 
in  Paris  is  1806  feet  deep,  and  yields  daily  000,000  gallons  of  soft  water,  warm 
enough  to  answer  the  purposes  of  the  great  slaughter-houses  surrounding  it. 
Artesian  wells  have  lately  been  successfully  bored  in  the  African  desert  on  the 
great  caravan  route. 

IV.     BUOYANCY  OF  LIQUIDS. 

205.  Theorem  of  Arohimedea. — Solids  immersed  in  liquids  an 
huot^  up  by  a  force  equal  to  ike  weight  of  the  liquid  displaced. 
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This  very  important  principle  was  discovered  bj  Archimedes,  abou\ 
230  years  b.c.,  and  is  called  after  him,  the  Principle  of  Archimedes.- 
1(8  correctness  is  proved  bj  means  of  the  hydrostatic  balance,  from 
one  of  the  arms  of  which  (fig.  154)  is  hung  a  hollow  cylinder,  oi 
backet,  A,  having  a  cylindrical  mass  of  copper,  B,  exactly  fitting  into^ 
it,  and  aaspended  from  it  by  means  of  a  hook.  Having  exactly  coun- 
terpoised the  beam  by  weights  on  the  otlier  arm  of  the  balance,  fill  up 
the  glass  vessel  with  water,  until  the  cylinder  B  is  wholly  immersed. 
The  cylinder  will  then  appear  to  have  lost  weight,  the  other  arm  going 
down.  If  the  bucket,  A,  is  now  exactly  filled  with  water,  the  equili- 
brium will  be  restored ;  proving  that  the  weight  lost  by  the  immersed 
body  is  equal  to  its  own  bulk  of  water. 

The  same  is  true  of  any  liquid  whatever.  It  is  also  true,  however, 
that  the  weight  lost  in  this  case  by  the  cylinder  must,  as  a  necessary 
result  of  the  law  of  action  and  reaction,  be  gained  by  the  water  in 
the  vase. 

This  fact  is  illustrated  by  arranging  the  apparatus  as  seen  in  fig.  155. 
After  first  balancing  the  vase  of  water,  the  cylinder  B  is  suspended  in 
164  it  from  a  separate  support  C.    The  vase  then 

I  appears  to  have  gained  in  weight,  and  it  will 
be  found  requisite  in  order  to  restore  the  equi- 
librium to  remove  therefrom  enough  water 
exactly  to  fill  the  cup  A. 

166 


The  theorem  of  Archimedes  is  :i  necessary  consequence  of  the  me- 
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chanical  condition  and  lawH  of  equilibrium  of  liquids,  and  of  the 
impenetrability  of  matter.  The  whole  immersed  body  is  buoyed  up 
by  a  force  equal  to  the  resultant  of  all  the  forces  normal  to  each  point 
of  its  surface,  that  is  by  a  force  equal  to  the  weight  of  the  liquid  which 
it  displaces. 

206.  Another  demonstration  of  Arohimedea*  principle.— Con- 
ceive a  cube  A  B,  fig.  156,  of  water  for  example,  say  one  cubic  inch  or 
a  cubic  centimetre  in  bulk,  isolated  and  1&<^ 

sustained  in  its  position  by  the  pressure  of 
the  surrounding  particles — such  being  the 
condition  of  equilibrium  existing  among 
the  particles  of  liquids  at  rest  (199). 
Hence  it  is  evident  that  the  weight  of  the 
ideal  cube  A  6  is  sustained  in  its  position 
of  equilibrium  by  a  buoyant  force  exactly 
equal  to  its  own  weight.  If  A  B  is  now 
solidified  by  any  cause  which  does  not 
change  its  volume,  it  is  evident  that  the 
conditions  of  its  equilibrium  also  remain 
unchanged.  We  may  therefore  replace  it 
by  any  other  substance  of  whatever  weight, 
having  the  same  dimensions,  and  the  new  solid  will  still  be  buoyed  up 
by  a  force  equal  to  the  weight  of  the  ideal  cube  of  water,  or  of  any 
other  liquid  in  which  it  is  immersed. 

The  form  of  the  body  is  evidently  immaterial,  and  therefore  it  fol- 
lows, as  before,  that  a  body  plunged  in  a  liquid  is  sustained  by  a  power 
equal  to  the  weight  of  the  liquid  displaced. 

Floating  bodiea.— Accepting  the  Theorem  of  Archimedes,  it  followa, 
that  if  the  immersed  solid  be  of  the  same  weight  as  the  displaced  fluid, 
the  former  will  remain  at  rest  in  the  fluid,  in  any  position  in  which 
it  may  be  placed,  the  upward  pressure  exerted  upon  the  solid  being 
equal  to  its  own  weight. 

Since  the  specific  gravities  of  any  two  substances  are  to  each  other 
as  the  weights  of  equal  volumes  of  these  substances  (99),  it  follows  that 
any  homogeneous  solid  will  float  when  its  specific  gravity  is  less  than  that 
of  the  liquid,  and  that  it  will  sink  when  these  conditions  are  reversed. 

Hence,  iron  sinks  i»  water,  but  floats  on  mercury ;  some  woods 
which  float  on  water  will  sink  in  oil  or  alcohol ;  while  oak,  which  floats 
on  salt  water,  will  sink  in  fresh  water.  But  if  the  iron  is  fashioned 
into  a  thin-walled  vessel,  and  the  dense  woods  into  hollow  boxes, 
they  will  then  float  on  the  same  liquids  in  which  they  before  sank, 
because  their  volumes  have  been  increased,  respectively,  without  in- 


OF   FLUID8. 


165 


the  luHeon,  exhibits  the 
157 


oreAsing  their  weight,  and  thej  float  because  each  dbphices  a  volume 
of  water  greater  in  weight  than  the  weight  of  the  floating  body. 

Bzamplea  illostrating  thia  principle  are  of  familiar  occurrence.  Iron  ihipt — 
«.  g.,  the  Great  Eastern — float  as  buoyantly  as  ships  of  wood,  and  have  besides  a 
vast  capacity  for  floating  their  heavy  machinery,  coal,  and  cargo.  The  problem 
of  weighing  a  ship  and  cargo  resolves  itself  into  a  question  of  mensuration  of 
the  volume  of  water  displaced  by  her. 

Camels  are  tanks  of  iron  or  wood,  which  are  first  filled  with  water,  and  after 
being  secured  to  the  sides  of  loaded  vessels  the  water  is  pumped  out,  when  their 
buoyancy  aids  the  vessel  in  floating  over  a  bar,  or  in  shallow  water. 

Floating  doektf  so  much  in  use  in  the  seaports  of  the  United  States,  are  similar 
contrivances  by  aid  of  which  the  heaviest  ani  largest  ships  are  safely  raised  en- 
tirely out  of  water  for  repairs.  The  elevating  force  is  solely  the  buoyancy  of  large 
■ectional  tanks  previously  sunk  beneath  the  vessel,  and  then  pumped  out  by 
steam-engines. 

Carieaian  devil. — This  hydrostatic  toy,  known  aUo  aji 
principle  just  stated.  It  consists  of  a  small  glass  or 
enamel  figure,  fig.  157,  at  whose  head  is  fixed  a  bulb  of 
glass  having  a  small  opening,  0,  beneath.  It  is  filled 
with  water  to  such  an  extent,  that  when  placed  in  the 
cylinder  of  water  as  represented,  it  just  floats.  Over  the 
mouth  of  the  vessel  is  tightly  fixed  a  piece  of  caoutchouc. 
Pressure  exerted  by  the  thumb  on  the  caoutchouc  will  be 
eonveyed  through  the  water  to  the  air  contained  in  the 
bulb  0.  Sufficient  water  will  thus  enter  0  to  render  the 
specific  gravity  of  the  apparatus  heavier  than  that  of 
water,  when  it  sinks.  On  removing  the  pressure,  ex- 
pwision  of  the  air  in  0  expels  the  water  which  was  pre- 
viously forced  into  it,  and  the  apparatus  rises.  By  a 
contrivance  similar  to  this,  the  beautiful  nautilus  shell 
rises,  to  float  upon  the  surface  of  the  sea,  or  sinks  again 
at  pleasure,  by  a  voluntary  contraction  or  expansion  of 
an  internal  cavity. 

Fiahet  are  bodies  floating  in  a  state  of  equilibrium,  when  immersed  in  their 
own  element  But  in  order  to  preserve  this  state  at  difi*erent  depths,  they  have 
an  air  bladder,  by  contracting  or  expanding  which,  tbeir  bodies  acquire  the 
mean  density  of  the  water  in  which  they  are. 

207.  Eqnilibriiun  of  floating  bodies. — In  order  that  a  floating 
body  may  be  in  equilibrium  it  is  necessary :  First,  That  the  weight  of 
the  fluid  displaced  should  be  equal  to  the  weight  of  the  floating  body : 
Second,  That  the  resultant  of  all  the  upward  pressures  of  the  liquid 
should  act  in  the  vertical  line,  passing  through  the  centre  of  gravity  of 
the  body. 

As  the  weight  of  a  body  may  be  considered  as  acting  at  a  single 
point  called  the  centre  of  gravity,  so  the  upward  pressure  of  a  liquid, 
acting  upon  a  body  immersed  in  it,  may  be  considered  as  acting  in  a 
single  point  which  will  be  the  centre  of  gravity  of  the  fluid  displaced. 
This  point  is  endently  different  from  the  centre  of  gravity  of  the  body, 
17 
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Ai)d  may  tberefore  appropriately  be  called  the  centre  of  buoyancy.  In 
A  htjmogeneous  solid  this  point  is  always  below  the  centre  of  gravity 
when  the  body  floats,  and  coincides  with  it  when  the  body  sinks.  Lict 
abcdf  fig.  158,  be  a  homogeneous  solid, 
G  will  represent  the  centre  of  gravity 
of  the  body,  and  P  the  centre  of  buoy- 
ancy, or  upward  pressure,  situated  at 
the  centre  of  gravity  of  the  liquid  dis- 
placed. 

When  the  floating  body  is  not  homo- 
geneous the  centre  of  gravity  may  be 
below  the  centre  of  buoyancy,  as  in  the 
case  of  a  ship  having  ballast  gr  heavy 
cargo  stowed  in  the  hold. 

Let  the  floating  body  take  the  position  shown  in  fig.  159,  the  force 
of  gravity  will  act  at  G  in  the  direc- 
tion G  r,but  the  upward  pressure  will 
act  from  a  new  centre  of  buoyancy, 
P^,  at  the  centre  of  gravity  of  the 
displaced  fluid,  and  in  the  direction 
F^  q.  This  force  being  equal  to  the 
force  of  gravity  and  parallel  to  it,  but 
acting  in  an  opposite  direction,  the 
two  forces  form  a  couple  (48),  and 
tend  to  rotate  the  body  till  the  two 

forcea  again  act  in  the  same  vertical  ^!liiMill:!!5j-^-" 

lino.  ^" 

When  the  centre  of  gravity  and  centre  of  buoyancy  are  in  the  same 
vertical  line^  the  floating  body  will  be  in  equilibrium. 

This  equilibrium  may  be  neutral,  or  the  same  in  any  position  of  the 
floating  body  ;  unstable  when  by  any  movement  of  the  body  the  centre 
of  gravity  descends : — or  stable  equilibrium  when  movement  of  the  body 
in  any  direction  causes  the  centre  of  gravity  to  ascend. 

Neutral  eqalllbrium. — A  sphere  of  uniform  density  floating  in  a 
liquid  is  an  example  of  neutral  equilibrium,  because,  whatever  position 
it  may  assume,  the  part  immersed  is  a  segment  of  a  sphere  of  the  same 
ma^^nitude  and  form,  and  no  alteration  can  be  efiected  in  the  relative 
positions  of  the  centre  of  gravity  and  the  centre  of  buoyancy. 

Unstable  eqailibriuin. — Let  abed,  fig.  160,  represent  a  rectangular 
prism  of  uniform  density,  floating  on  one  end,  the  centre  of  gravity 
being  at  G,  and  the  centre  of  buoyancy  or  upward  pressure  being  at  P. 

Although  G  and  P  are  in  the  same  vertical  line,  it  is  evident  that  the 
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equilibrium  will  be  unstable,  because  when  the  body  moves  to  any  new 
position,  as  at  fig.  161,  the  centre  of  gravity  descends. 
160  161 


Stable  Equilibrium. — The  centre  of  buoyancy,  or  centre  of  upward 
pressure,  may  be  considered  as  the  centre  of  support  of  a  floating  body. 
When  this  centre  is  above  the  centre  of  gravity,  the  body  will  evidently 
be  in  a  position  of  stable  equilibrium.  It  will  also  be  in  a  position  of 
stable  equilibrium  when  the  centre  of  gravity  occupies  a  lower  position 
than  it  would  acquire  in  any  other  position  of  the  floating  body.  But 
in  such  cases  the  stability  of  the  equilibrium  of  the  floating  body  is  more 
readily  understood  by  reference  to  another  point  called  the  meiacenlre. 

208.  The  metacentre  of  a  floating  body  is  the  point  where  the 
vertical  passing  through  the  centre  of  htioyancify  in  the  position  of 
equilibrium^  meets  the  vertical  drawn  through  the  new  centre  of  buoyancy, 
when  the  body  has  been  slightly  displaced  from  this  position. 

By  reference  to  figs.  158  and  159  it  will  be  seen  that  G  r^  or  G  9  is  the 
vertical  which  passes  through  the  centre  of  buoyancy  in  the  position  of 
stable  equilibrium,  and  P^  q  the  vertical  passing  through  the  centre  of 
buoyancy  when  the  body  is  moved  a  little  from  the  position  of  equili- 
brium ;  hence,  q  is  the  metacentre  related  to  the  position  of  stable  equi- 
librium, and  in  this  case  it  is  above  the  centre  of  gravity. 

Referring  to  figs.  160  and  161,  we  see  that  the  metacentre  is  at  9^,  fig. 
161,  or  at  a  point  below  the  centre  of  gravity. 

The  metacentre  may  also  be  found  by  taking  the  point  of  intersection  of  ver- 
ticals passing  through  the  centres  of  buoyancy  in  any  two  positions  near  each 
other. 

A  floating  body  will  be  in  stable  equilibrium  whenever  the  meta- 
centre is  above  the  centre  of  gravity,  and  the  degree  of  stability  will 
be  in  proportion  to  the  distance  of  the  metacentre  above  the  centre  of 
gravity.     This  depends  on  the  form  of  the  floating  body. 

When  the  centre  of  gravity  is  below  the  centre  of  buoyancy,  the  metacentre 
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must  evidently  always  be  above  tbe  centre  of  grarity,  and  this  condition  is 
always  stable.  It  is  also  evident  that  the  stability  of  a  floating  body  increases 
with  the  breadth  of  the  part  submerged.  These  principles  are  of  great  import- 
ance in  the  construction  and  loading  of  ships.  The  metaoentre  may  be  regarded 
as  a  sort  of  fulcrum  above  which  is  the  pressure  of  the  sails,  and  below  the 
weight  of  the  ship. 

Vessels  designed  for  transporting  passengers  and  light  cargo  require  heavy 
ballast  of  iron  or  stone  placed  near  the  keel,  to  preserve  the  equilibrium.  On 
the  other  hand,  vessels  loaded  with  iron  have  the  centre  of  ^avity  so  low  as  to 
cause  injurious  strain  upon  the  ship,  unless  the  cargo  is  elevated  by  cross  piling 
or  other  supports  to  raise  the  centre  of  gravity  so  as  to  allow  the  ship  to  roll 
easily  in  a  heavy  sea.  The  equilibrium  of  small  boats  is  from  the  same  cause 
jften  disturbed  by  the  unguarded  movements  of  the  passengers.  The  rolling 
of  a  vessel  in  a  storm  may  so  shift  tbe  position  of  the  cargo,  and  thus  remove 
the  centre  of  gravity,  that  the  vessel  may  be  thrown  upon  her  beam-ends,  and 
be  lost. 

V.    DETERMINATION  OF  SPECIFIC  ORAVITT. 

209.  The  problem  stated. — Methods. — We  have  already  consi- 
dered the  reladons  of  density  and  specific  weight  to  mass  and  weight 
(96-99).  Most  of  the  methods  in  use  to  determine  specific  gravity 
depend  on  the  principles  of  hydrostatics  jast  considered,  and  serve  as 
illustrations  of  them.    The  problem  is : — 

Ih  compare  the  weight  of  any  body  whose  specific  gramiy  is  sought 
with  ike  weight  of  an  equal  volume  of  water  taken  162 

as  unity.    The  speeijic  gravity  is  found  by  dividing  % 
the  first  weight  by  the  second. 

Methods. — This  operation  is  performed  first, 
by  the  hydrostatic  balance;  second,  by  the  spedfic 
gravity  bottle;  third,  by  various  floating  instru- 
ments called  hydrometers  or  areometers. 

All  these  methods  resolve  themselves  into  special 
cases  of  tbe  Theorem  of  Archimedes,  {  205. 

210.  Speoiflo  gravity  by  the  hydrostatic 
balance. — The  solid  (heavier  than  water)  is  sus- 
pended beneath  the  pan  of  a  balance  by  means 
of  a  fine  filament  of  raw  silk,  and  then  weighed, 
hanging  in  air.  It  is  then  immersed  in  water  as 
in  fig.  162,  and  the  weight  it  loses  determined. 
This  loss  is  equal  (according  to  the  principle  of 
Archimedes)  to  the  weight  of  a  volume  of  water 
of  the  same  bulk  as  the  immersed  body.  Sub- 
tracting the  weight  of  the  substance  in  water 
from  its  weight  in  air,  and  dividing  the  latter 
by  the  difference,  the  product  will  be  the  specific  gravity  required. 
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Szample. — A  piece  of  iron  vreighed  in  air  460  grains,  in  water  401*16  grs. 
Then  460 — 401*16  =  56*84  grs.,  which  eqaols  the  weight  of  a  volume  of  water 
equal  to  the  iron,  and  460  -i-  58*84  =  7*8  =  specific  gravity  of  the  iron. 

To  make  the  case  general,  let  W  be  the  weight  of  the  body,  and  W^ 
the  loss  of  weight  \u  water,  then  by  the  definition 

W 
(Sp.  Gr.)  =  —/ 

The  result  tiiiis  obtained  is  always  to  be  reduced  to  a  standard  tem- 
perature. 

For  solids  lighter  than  water, — If  the  body  whose  specific  gravity 
is  to  be  determined  is  lighter  than  water,  it  must  be  attached  to  some 
solid  (whose  weight  in  air  and  in  water  is  known)  sufficiently  dense  to 
sink  it  in  water.  The  compound  mass  is  weighed  first  in  air,  and  then 
in  water,  and  the  loss  determined,  the  weight  lost  by  weighing  the 
heavy  body  alone  in  water  being  known,  the  weight  of  the  light  body 
in  air,  divided  by  the  difierence  between  these  losses,  gives  the  specific 
gravity. 

£Szample. — A  substance  weighed  in  air  200  grains,  attached  to  a  piece  of 
copper  it  weighed  in  air  2247  grs.,  in  water  1620  grs.,  suffering  a  loss  of  627  grs. 
The  copper  itself  loses,  when  weighed  in  water,  230  grs.,  627  —  230  =:  397,  tbut. 

W  ifiS 

Sp,  Or.  =—  =  200  H-  3»7  =  '504. 

For  liquids. — The  hydrostatic  balance  also  applies  to 
liquids  as  well  as  to  solids — whether  the  liquids  are  denser 
or  lighter  than  water. 

For  this  purpose  a  small  glass  tube  is  prepared,  including 
enough  mercury  to  sink  it  in  any  liquid  not  heavier  than 
mercury.  It  is  hermetically  sealed,  the  end  bent  into  a  hook, 
and  the  whole  suspended  by  a  very  thin  platinum  wire  from 
(he  pan  of  a  balance.  Fig.  163  shows  this  apparatus  of  full 
size. 

The  weight  of  the  volume  of  water  which  this  system  dis- 
places at  60°  F.  (or  at  4°  C.)  is  first  determined  by  the  mode 
described  for  solids.  This  is  a  constant  quantity,  and  may 
be  called  C.  If  the  tube  is  now  immersed  in  another  liquid, 
as  in  alcohol  for  example,  it  will  require  a  certain  weight  to 
restore  the  equilibrium  (the  weight  of  the  tube  and  mercury 
is  supposed  to  be  counterpoised  in  each  case  by  a  constant 
weight  prepared  for  the  purpose).  The  amount  of  this 
weight,  W  (required  to  restore  the  equilibrium),  is  the  weight  ol  a 
volume  of  the  liquid  displaced  by  the  tube.  But  the  weight  of  the 
17* 
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Bame  Yolume  of  water  is  known  (C)  Hence  the  Bpecific  graritj  of  the 
liquid  18  j^, 

Bzample.— A  glasB  tuba,  like  fig.  103,  lost  in  water  2-9910  grains  =  C,  m 

W 

alcohol  it  lost  2-4081  —  W,  ~p   =  '^^^^^  =  ^P-  ^^'  ^^  ^®  aleohol. 

211.  Speolfio  gravity  bottle. — For  liquids. — When  it  is  required 

to  determine  the  speoific  gravity  of  a  liquid,  the  specific  grayitj  bottle 

offers  the  easiest  and  most  simple  method.     Such  104 

a  bottle  is  shown  in  fig.  164.    It  is  closed  hy  a 

ground  glass  stopper,  and  the  neck  is  drawn  out 

to  a  fine  tube  (the  upper  portion  of  which  serves 

for  a  funnel  in  filling  the  bottle),  upon  which,  at 

A,  is  traced  a  fine  line  to  which  the  bottle  is  to  be 

filled  at  each  experiment.     The  tare  uf  the  bottle 

is  accurately  determined  and  noted  once  for  all. 

It  is  then  filled  to  A  with  pure  water  and  weighed 

Again.  This  weight  less  the  tare  gives  its  capacity 

of  water  at  a  fixed  temperature.     To  determine 

the  specific  gravity  of  any  other  liquid,  the  bottle 

is  filled  with  it  and  weighed  as  before.    Deducting 

the  tare  of  the  bottle,  we  now  know  the  weight  of 

a  volume  of  the  liquid  equal  to  the  same  volume 

of  water.    Representing  these  two  weights  by  W^ 

W 
and  W,  we  have  (Sp,  Gr.)  =  -j^.      In  all  cases, 

the  result  must  be  reduced  to  a  standard  tempera- 
ture as  described  in  the  Chapter  on  Heat. 

For  9olids,  when  broken  in  small  fragments, 
we  may  also  use  the  specific  gravity  bottle.  In  this  case  the  weight 
of  the  bottle  when  empty,  and  also  when  filled  with  pure  water,  being 
known,  a  known  weight  of  the  solid  in  fragments  is  105 
introdaced,  as  in  fig.  165.  Calling  the  weight  of  the 
bottle  and  water  =  Wa,  and  the  weight  of  the  solid  added 
Wf  and  the  weight  of  the  bottle  solid  and  water  Wb,  it  is 
plain  thiit  the  weight  of  water  displaced  by  the  solid  is 
JP  =  ITa  -h  JT—  Wb,  and  that  the  specific  gravity  of 

the  solid  is 

W 
{Sp.  Gr.)  =  jyj,^  W-Wb- 

This  value  roust  be  corrected  for  temperature  as  before. 
/V>r  solidR  soluble  in  water  we  must  employ  some  liquid 
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in  wLiob  the  substance  is  insoluble,  as  alcohol,  oil  of  turpentine,  kc. 
The  specific  gravity  thus  determined  is  reduced  to  the  standard  of  water 
by  multiplying  it  by  the  known  density  of  the  liquid  employed ;  thus,  for 

XtKample. — A  sabatanee  aolable  in  water  waa  weighed  in  oil,  and  its  speoifio 
graritj,  oomparod  with  the  oil,  was  2-0,  the  specific  gravity  of  the  oil  was  '87 ; 
then  2-6  x  '87  =  2*202  the  specific  gravity  of  the  substance. 

212  Specific  gravitiea  by  hydrometezs  or  areometera. — In 
this  mode  the  balance  is  replaced  by  floating  bodies  called  hydrometei's 
or  areometers.  There  are  two  classes  of  these  instruments,  namely, 
first,  hydromeUrs  wUh  a  constant  volume;  and,  second,  hydrometers  with 
a  constant  voeighL 

1.  Nicholson 'a  hydrometer  or  areometer  is  an  instrument  of  the 
first  class,  used  for  determining  the  specific  gravity  of  solids.  It  consists 
of  a  hollow  cylinder  of  metal  or  glass,  B,  fig.  1G6,  having  attached  at 
its  lower  end  a  cone,  C,  loaded  with  lead,  which  causes  the  apparatus 
to  assume  an  upright  position  when  placed  in  water. 
The  upper  part  of  the  cylinder  is  terminated  by  a 
slender  rod,  on  the  end  of  which  is  a  small  pan.  A, 
for  holding  weights.  The  whole  apparatus  must 
have  a  less  specific  gravity  than  water,  so  that  a 
certain  weight,  represented  by  C,  must  be  put  in  the 
pan  to  sink  the  areometer  to  the  water  mark,  0.  If 
we  wish  to  determine  the  specific  gravity  of  a  solid 
(whose  weight  must  be  less  than  (7),  we  place  it  in 
the  pan  A,  and  add  weights  until  0  is  brought  to 
the  level  of  the  water.  The  weight  C,  minus  the 
weights  last  added,  will  be  the  weight  of  the  body 
in  air.  It  is  now  taken  from  A,  and  placed  in  C ;  the 
additional  weight  now  required  to  sink  the  cylinder  ^ 
to  the  index,  0,  will  be  the  weight  lost  in  water. 
We  have  now  the  data  for  determining  the  specific  gravity  of  the  solid. 

For  example,  if  the  counterpoise  weighed  250  grs.,  and  a  mass  of 
lead  whose  specific  gravity  we  wish  to  ascertain,  requires,  when  placed 
in  A,  50  grs.  to  be  added  in  order  to  bring  the  hydrometer  to  the  point 
0,  then  (250 — 50)  200  is  the  weight  of  the  lead  in  air ;  placing  now 
the  lead  on  C,  we  find  that  it  requires  the  addition  of  17*47  grs.  on  A, 
in  order  to  counterbalance  the  instrument ;  consequently  the  specific 
gravity  of  the  lead  is  11*45.  ffi^  ==  11*45.  If  the  substance  is  lighter 
than  water,  it  is  confined  under  a  perforated  cover  or  wire  cage  placed 
'm  C,  which  prevents  its  rising. 
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If  we  represent  these  successive  weights  by  C,  W,  and  7P,  then  in 
any  case 

{Sp.  Or.)  =  -^^-. 

o.  Fahrenkeil^t  hydrometer  is  the  same  iDitrument  (omitting  the  lower  pan) 
constracted  of  glass  and  designed  to  measure  the  specific  gravity  n{  liquids. 
Knovriog  (by  the  balance)  the  constant  weight  {C)  of  the  instramont,  and  also 
the  weight  (c)  required  to  sink  it  to  a  fixed  point  on  the  stem — the  sum  of  which 
weights  (by  210)  is  equal  to  the  weight  of  the  water  displaced.  Ho  have  only 
to  float  it  in  any  liquid  whose  specific  gravity  we  would  ascertain,  and  note  the 
weighty  H',  required  to  sink  it  to  the  fixed  point  on  the  stem.  The  weight  of 
the  liquid  displaced  is  then  C  -{-  W,  and  since  C  -{-  c  and  C  -\-  W  uxe  the 
weights  of  equal  volumes  of  water  and  of  the  liquid,  the  specific  gravity  of  the 
liquid  is  found  by  dividing  the  latter  by  the  former,  or  {Sp.  Or,)  =  ((?-{-  TT)  -^- 
{C  r  c.) 

b.  IioM§eaH*9  hydrometer  is  a  form  of  this  instrument  adapted  to  determining 
the  specific  gravities  of  liquids  of  which  we  possess  too  small  a  portion  to  float  a 
common  hydrometer.  For  this  end,  a  cup  of  glass  replaces  the  pan  A,  which  holds 
say  one  cubic  centimetre.  Thus  loaded,  the  instrument  sinks  to  a  point  marked 
20°  near  the  middle  of  the  stem.  The  stem  is  divided  between  this  point  and 
lero  into  twenty  equal  parts,  each  of  which  consequently  measures  one-twentieth 
of  a  gramme  or  0*05  gramme.  The  specific  gravity  of  a  liquid  is  then  found  by 
this  instrument  by  multiplying  0*05  by  the  number  of  the  division  to  which  it 
sinks  when  loaded  with  one  oubio  centimetre  of  the  liquid  used. 

2.  Oay  Lnssac'a  and  Beaume^a  bydrometezs  are  instruments 
having  a  constant  weight,  and  by  which  we  determine  the  specific 
gravity  of  a  liquid  by  measuring  the  volume  of  fluid  displaced  by  the 
floating  instrument — which  weight,  as  we  h&>e  seen,  is  the  same  as  the 
weight  of  the  instrument  itself.  But  we  have  shown  (99),  that  for 
equal  absolute  weights  the  specific  weight  is  inversely  as  the  volume  or 
(Sp.  Gr.)  =  F'  -s-  K,  where  V^  equals  the  volume  of  water  displaced  by 
the  instrument,  and  Fthe  volume  of  any  other  liquid  displaced  by  it. 
In  other  words,  we  can  find  the  specific  gravity  of  any  liquid  by  divid- 
ing the  volume  of  a  given  weight  of  water  by  the  volume  of  the  tame 
weight  of  the  liquid  whose  specific  gravity  is  required. 

Instruments  of  this  class  are  very  common  and  in  constant  use  for 
determining  the  specific  gravity  of  alcohol,  ncids,  alkaline  solutions, 
urine,  milk,  and  many  other  liquids.  Figs.  167  and  168  show  the  form 
of  Gay  Lussac's  densimeter y  as  it  is  often  called.  It  is  a  glass  tube  con- 
taining enough  mercury  in  the  lower  end  to  cause  the  tube  to  float  in 
pure  water  at  the  hundreth  division  of  a  scale  of  equal  parts  traced  on 
paper  and  sealed  up  inside  the  tube.  If  it  displaces  100  measures  of 
water,  floated  in  sulphuric  acid  it  displaces  only  54  measures,  and 
therefore  the  specific  gravity  of  sulphuric  acid  is  100  -f-  64  =  1*85. 
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For  floids  lighter  than  water,  the  graduation  is  carried  up  8aj 
(fts  we  know  of  no  liquid  of  a  less  bpeciiic  gravity  than  0*60). 
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placed  in  pure  alcohol  it  rises  saj  to  125  degrees,  or 
the  specific  gravity  of  alcohol  is  100  -*-  125  =  080. 

By  giving  the  instrument  the  form  shown  in 
fig.  168,  much  needless  length  is  saved  on  the 
stem,  since  the  ball  is  so  placed  as  to  be  always 
immersed,  and  its  buoyancy  is  equal  to  that  of  a 
much  greater  length  of  tube.  The  scales  are  also 
usually  divided  among  the  instruments — one  for 
liquids  lighter  than  water,  one  for  specific  gravities 
from  1-  to  1*33  (corresponding  to  lOO  to  75),  and 
another  reading  from  75  (corresponding  to  1*33)  at 
the  top  down  to  50  (corresponding  to  2*0C)  near  its 
middle.  These  instruments  are  not  of  scientific  accu- 
racy, bat  are  ready  modes  of  determining  off-hand 
the  approximate  specific  gravity  of  a  given  liquid. 

The  scales  of  Beaum6  (that  most  in  use),  as  well 
as  those  of  Cartier  and  Beck,  are  purely  arbitrary. 
Table  Y.  at  the  end  this  volume  shows  the  corres- 
pondence of  their  degrees  to  real  specific  gravities. 

Table  YI.  gives  the  specific  gravity  of  some  of  the 
more  frequently  occurring  liquids  and  solids. 

i  2.   HydranlicB. 

I.    MOTION  OF   LIQUIDS. 

213.  Definition. — Hydraulics  (from  the  Greek  69ofp,  water,  and 
jolo^t  a  pipe),  is  that  part  of  hydro-dynamics  which  treats  of  thf  fiow 
and  elevation  of  liquids,  especially  water,  and  the  construction  of  all 
kinds  of  instruments  and  machines  for  moving  them,  or  to  be  moved  by 
them.  Hero  of  Alexandria  (about  130  b.  c.)  appears  to  have  been 
the  earliest  author  on  this  subject. 

214.  Pressnre  of  Uqnids  npon  the  containing  veasel. — ^A  vessel 
filled  with  water,  or  any  other  liquid,  and  closed,  is  subject  to  two  pres- 
sures acting  in  opposite  directions:  namely,  1.  The  atmospheric  pres- 
sure, acting  from  without  inwards ;  and  2.  The  pressure  of  the  column 
of  contained  liquid  acting  against  the  walls.  If  a  vessel  so  situated  is 
pierced,  and  the  pressure  from  within  outwards  is  stronger  than  the 
external  pressure,  the  liquid  will  flow  out ;  but  if  the  external  preMura 
is  the  stronger,  the  liquid  will  not  escape. 
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Thi*  statement  may  be  illustrated  by  filling  a  glftss  vessel,  as  a  wine-glus, 
with  water,  placing  a  piece  of  paper  over  its  top,  and  supporting  the  paper  with 
the  hand,  at  the  same  time  inverting  the  glass ;  then  removing  the  hand  from 
the  paper  and  holding  the  glass  inverted,  the  fluid  will  not  escape,  the  external 
(atmospheric)  pressure  against  the  paper  being  greater  than  the  weight  of  the 
column  of  water  pressing  downwards. 

The  mass  oi  liquid  escaping  from  an  orifice  in  a  vessel,  is  called  a 
vein. 

215.  Appearance  of  the  aarfaoe  during  a  dia- 
oharge. — The  surface  of  a  liquid,  discharging  itself 
from  an  orifice  in  a  containing  vessel,  does  not  usually 
remain  horizontal. 

When  the  vein  issues  from  an  opening  in  the  bottom 
of  the  vessel,  and  the  level  of  the  liquid  is  near  the  ori- 
fice, a  funnel-shaped  depression  is  found  in  the  liquid, 
fig.  169.  If  the  liquid  has  a  rotatory  movement,  the 
funnel  is  formed  sooner  than  if  it  is  at  rest.  If  the 
orifice  is  at  the  side  of  the  vessel,  there  is  a  depression 
of  the  surface  upon  that  side,  above  the  orifice,  fig. 
173.  These  movements  depend  upon  the  form  of  the 
vessel,  the  height  of  the  liquid  in  it,  and  the  dimensions 
and  form  of  the  orifice. 

216.  Theoretical  and  actual  flow. — The  actual 
flow  from  an  orifice,  is  the  volume  of  liquid  which 
escapes  from  it  in  a  given  time.  J'he  theoretical  flovr  is  a  volume 
equal  to  that  of  a  cylinder  which  has  for  its  base  the  orifice,  and  for  its 
height  the  velocity,  furnished  by  the  theorem  of  Torricelli.  That  is, 
the  theoretical  flow  is  the  product  of  the  area  of  the  orifice  multiplied 
by  the  theoretical  velocity. 

It  is,  however,  observed  that  the  vein  escaping  from  an  orifice,  con- 
tracts quite  rapidly,  so  that  its  diameter  is  soon  only  about  two-thirds 
of  the  diameter  of  the  orifice.  If  there  was  no  contraction  of  the  vein 
after  leaving  the  orifice,  and  its  velocity  was  the  theoretical  velocity, 
the  actual  flow  would  be  the  same  as  that  indicated  by  theory.  But  the 
section  of  the  vein  is  soon  much  less  than  at  the  orifice,  and  its  velocity 
is  not  so  great  as  the  theoretical  velocity,  so  that  the  actual  is  much 
less  than  the  theoretical  flow ;  and,  in  order  to  reduce  this  to  the  first, 
it  is  necessary  to  multiply  it  by  a  fraction  which  is  named  "  the  oo-effi- 
oient  of  contraction." 

From  comparative  experiments,  made  by  a  great  number  of  observers, 
the  actual  flow  has  beeri  determined  to  be  only  about  two-thirds  of  tht 
theoretical  flow. 
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Practically,  the  flow,  F,  in  a  unit  of  time,  Ib  calculated  by  the  formula  F  ■■ 
wkv9,  where  m  is  a  constant,  representing  the  ratio  between  the  actual  and  theo- 
retical Telocity  or  flow ;  in  other  words,  between  the  area  of  the  orifice  and  tho 
area  of  the  section  of  greatest  contraction  in  the  vein.  This  coefficient  of  con- 
traction, «•  =  0*62 ;  and  thus  the  above  formula  becomes 

F  =  0*62.    #1/^  =  2-76«y'5 

=  the  sectional  area  of  the  orifice. 

The  contraction  of  the  vein  is  most  noticeable  in  downward  flowing 
jets.     If  the  jet  is  thrown  upwards,  at  an  angle 
of  25°  to  45°,  the  vein  jireserves  its  own  diameter ; 
but  if  it  surpasses  45°,  its  section  increases. 

By  suspending  solid  particles  in  the  water,  the  cur- 
rents that  are  formed  by  an  escaping  vein  are  made 
risible.  The  solid  particles  direct  themselves,  in  curved 
lines,  towards  and  into  the  orifice,  as  a  centre  of  attrac- 
tion, fig.  171.  The  particles  in  immediate  contact  with 
the  orifice,  owing  to  friction,  not  moving  so  easily  as 
those  near  the  axis,  contraction  must  result;  we  can  see 
also,  that  gravity,  by  accelerating  the  velocity,  must  cause  continual  decrease 
in  the  section  of  the  jet 

217.  Reaction  of  the  escaping  vein.^-Barker's  mill.— When  a 
jet  of  liquid  escapes  from  an  orifice  in  a  containing  vessel,  the  pressure 
of  the  liquid  upon  the  walls  at  the  point  of  172 

escape  finding  no  counteracting  force,  the 
horizontal  component  of  the  colun]#^is  not  de- 
stroyed as  when  the  opening  is  closed ;  and  this 
force  reacts  to  thrust  the  vessel  in  a  direction 
opposite  to  that  of  the  escaping  vein. 

This  reaction  is  made  sensible  by  suspend- 
ing the  containing  vessel  on  a  free  vertical 
axis,  as  in  the  apparatus  known  as  Barker's 
Mill,  fig.  172.  The  orifices  of  escape  for  the  vein 
are  here  in  the  ends  of  a  horizontal  pipe  bent 
at  right  angles,  and  in   opposite  directions, 

formed  as  seen    at  AB,   where    the  arrow  _^__ _  _ 

shows  the  point  of  reaction  of  the  escaping 
vein  upon  the  end-wall  of  the  tube. 

It  might  be  supposed,  as  was  assumed  by  Newton,  that  the  moving 
foree  in  this  case  was  only  the  horizontal  component  of  a  force  equal 
to  a  column  of  liquid  whose  base  was  equal  to  the  area  of  the  orifice, 
and  whose  height  was  the  distance  of  its  centre  of  gravity  from  the 
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level.  But  the  effeots  from  pressare  are  not  the  same  for  a  liquid  in 
motion  as  when  in  equilibrium ;  and  D.  Bernoulli  has  demonstrated— 

That  it  ia,  in  this  case,  requisite  to  estimate  the  force  of  reaction  aa 
double  the  height  of  the  liquid  above  the  centre  of  gravity  of  the  orifice. 

This  principle  is  applied  in  the  construction  of  reaction  water- 
wheels. 

218.  Flow. — The  volume  of  liquid  escaping  in  a  given  time  from  an 
orifice  is  called  its^ow.  This  depends  on  the  size  of  the  opening  and 
the  velocity  of  the  jet.  Assuming  the  motion  of  the  jet  to  be  uniform 
for  a  given  time,  saj  one  second,  the  distance  passed  over  bj  an  escap- 
ing molecule  in  this  time  is  called  its  velocity.  The  velocity  depends 
chiefly  on  the  height  of  the  liquid  above  the  centre  of  gravity  of  the 
orifice ;  this  height  is  called  the  head  or  column. 

Th«  v«looHy  of  flow  is  modified  among  other  eauses  also  by  the  friction  of  the 
liquid,  both  at  the  opening  and  against  the  walls.  When  the  aperture  is  made 
in  a  very  thin  wall  of  a  large  vessel,  so  as  to  reduce  as  much  as  possible  the 
causes  tending  to  modify  the  motion  of  the  oscaping  fluid,  the  laws  of  the  escape 
are  comprised  in  the  following  theorem,  announced  by  Torricelli,  in  1643,  as  a 
consequence  of  the  law  of  falling  bodies  discovered  by  Qalileo. 

219.  Theorem  of  Torrioelli. — Liquid  molecules,  flowing  from  an 
oriflce,  have  the  same  velocity  as  if  they  fell  freely  in  vacuo,  from  a  height 
equal  to  the  vertical  distance  from  the  surface  of  the  liquid  to  the  centre 
of  gravity  of  the  oriflce. 

If  H  reprenents  the  height  of  the  head  above  the  centre  of  gravity 
of  the  orifice,  then  the  velocity  is  e^yressed  by  the  formula 

^=i/2pr 

Dedaotiona  from  the  Torrioellian  Theorem. — 1.  The  velocity 
depends  on  the  depth  of  the  oriflce  from  the  surface,  and  is  independent 
of  the  density  of  the  liquid. 

Water  and  mercury  in  vacuo  would  fall  from  the  same  height  in  the 
same  time ;  and  so  escaping  from  an  orifice  at  the  same  depth,  below 
the  surface,  would  pass  out  with  equal  velocity  ;  but  mercury  being  13*5 
times  as  heavy  as  water,  the  pressure  exerted  at  the  aperture  of  a  vessel 
filled  with  mercury,  will  be  13*5  times  as  great  as  the  pressure  exerted 
at  the  aperture  of  a  vessel  filled  with  water. 

2.  The  velocity  of  flow  of  liquids  from  an  oriflce  is  as  the  square  roots 
of  the  head. 

Thu8,  stating  the  velocity  of  a  liquid  escaping  from  an  orifice  one  foot 
below  the  surface,  to  be  one;  from  a  similar  orifice,  four  feet  below  the 
surface,  it  will  be  two;  and  at  nine  feet,  three;  at  sixteen  feet,  four;  and 
soon. 
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Let  If  represent  the  height  of  the  liquid  above  the  orifice,  g  the  aeeelerating 
force  of  grarity,  and  •  the  velocity  of  discharge ;  we  shall  have  v  =  't,^2gh. 

220.  Demonstration  of  the  theorem  of  Torricelli. — The  theorem 
of  Torricelli  may  be  demonstrated  by  means  of  the  apparatus  shown 
at  fig.  173. 

A  cylindrical  vase,  a  e,  enlarged  into  a  reservoir  at  the  top,  is  filled  with  water. 
In  the  side  of  the  vase  are  orifices,  k,  I,  m,  n,  o,  so  situated  that  m  is  at  the 


centre  of  a  e,  and  k  and  o  are  equidistant 
from  OT,  as  are  also  I  and  n.  Let  x  repre- 
sent the  borisontal  range  of  a  spouting 
jet,  and  y  the  height  of  the  orifice  above 
the  horixontal  line  a  6,  let  H  be  the 
height  of  the  water  above  the  orifice, 
and  a  the  angle  of  elevation  of  the  direc- 
tion of  the  jet  as  it  issues  ftrom  the  orifice : 
then  by  the  laws  of  falling  bodies  (71), 
combined  with  the  laws  of  projectiles 
(103)  we  shall  have 

«  =r  w  cos.  a,  and  y  =  i^<* — vt  sin.  a. 
Eliminating  t  from  these  equations,  we 
obtain 
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y  =  . 


— X  tang.  a. 


'  2i^  COS.*  a 
When  the  water  issues  horiion tally  fr^m 
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the  orifiee,  a  becomes  sero  and  jr  = 


«  =  "-^  rL 


and 


(2.) 


e  =  //l- 

\2y 


The  values  of  x  and  y  being  determined  by  observation  in  any  case,  the  value 
of  r,  or  the  velocity  with  which  the  jet  issues  from  the  orifice,  is  readily  calcu- 
lated by  formula  (2).  This  velocity  is  found  to  accord  very  nearly  with  the 
velocity  which  a  body  would  acquire  in  falling  freely  from  a  height  equal  to  the 
h«ad  of  the  fluid  above  the  orifice. 

Bossuet  found  by  using  mercury  that  the  variation  from  this  value  of  v  waa 
leas  than  one  hundredth  part  of  the  velocity. 

There  is  a  remarkable  consequence  of  this  law  which  may  easily  be 
Terified  by  experiment.  In  the  formula  for  the  value  of  z  replacing  v 
by  its  value  i/2gH  ^®  ^*^®  ^  ^^  4fly. 

(a).  The  value  of  z  is  the  greatest  possible  when  J7=  y  =  }ae,  as  is 
shown  in  the  figure,  where  the  jet  issuing  from  the  centre  of  the  cylinder 
has  a  greater  range  than  any  jet  either  above  or  below  the  centre. 

(6).  Since  y  =  <tc  —  H^  the  values  of  y  and  H  may  be  interchanged 
without  altering  the  value  of  x;  that  is,  two  jets  issuing  from  orifices  at 
equal  distanceit  above  and  below  m  meet  the  horizontal  line  (ib  at  the 
18 
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eame  point  as  is  shown  in  the  figure  where  the  jets  issuing  from  k  uid 
0  have  the  same  range,  and  also  the  jets  /  and  n. 

The  ralue  of  x  and  y  being  determined  by  observation,  the  raise  of  v,  or  the 
velocity  of  the  jet,  becomes  known  by  the  formula  (2). 

221.  The  inch  of  water  named  by  hydraulic  engineers  as  the  unit 
of  measurement  in  the  scale  of  water,  is  the  volume  of  water  which 
escapes  in  a  given  time,  say  one  minute,  through  an  orifice  of  one  inch 
diameter  whose  centre  is  one  and  one>twelfUi  inches  below  a  constant 
surface. 

Pbont  has  harmonised  this  nnit  with  the  French  metrical  system  by  employ- 
ing a  pipe  of  two  centimetres  internal  diameter  and  17  millimetres  long,  under  a 
head  of  two  centimetres.  He  preserves  the  term  inch  of  water,  restricting  it  to 
the  quantity  of  water  escaping  in  one  minute  from  such  an  opening,  equal  to 
13*333  litres,  or  11 '766  quarts.  In  24  hours  this  orifice  wUl  furnish  20  cnbio 
metres,  equal  to  4,402  gallons  English  measure.  • 

222.  ConaUtatlon  of  liquid  veins. — The  form  and  constitution 
of  li<{tiid  veins  have  been  studied  by  a  great  number  of  experimenters. 
The  results  of  F.  Savart,  and  more  lately  of  G.  Magnus  (Poggendorff 
Annalen,  cvi.,  p.  1),  are  those  here  given. 

It  is  determined,  1.  That  if  a  liquid  vein  issues  quite  calmly  and 
vertically  downwards,  from  a  circular  orifice  in  a  plane  and  thin  hori- 
Bontal  wall,  no  movement  of  rotation  existing  in  the  mass  of  the  liquid, 
such  a  stream  forms  a  continuous  perfectly  smooth  cylindrical  mass, 
the  diameter  of  which  diminishes  with  the  distance  from  the  orifice  to 
the  point  where  disintegration  commences.  From  this  point  the  vein 
assumes  a  turbid  appearance,  enlarges  in  diameter,  and  commences  to 
spirt  off  small  drops  laterally. 

2.  If  the  mass  of  liquid  is  in  rotation  in  the  vase,  or  any  cause  of 
vibration  exists,  as  from  the  sounding  of  a  musical  note,  then  the  vein 
is  separated  into  two  distinct  parts,  fig.  174.  The  portion  nearest  the 
orifice  is  calm  and  transparent,  like  a  rod  of  glass,  gradually  decreasing 
in  diameter.  The  second,  on  the  contrary,  is  constantly  agitated,  and 
takes  an  irregular  form,  in  which  are  distributed,  at  regular  distances, 
elongated  swellings,  called  ''ventral  segments,"  whose  maximum 
diameter  is  greater  than  that  of  the  orifice :  while  the  position  of  the 
first  swelling  is  always  much  nearer  the  orifice  than  the  point  whore 
the  jet  without  swellings  commences  to  become  turbid. 

Magnus  found  that  the  best  means  to  produce  these  "ventral  segments"  were 
a  large  tuning  fork  sounding  G  below  the  line— and  the  monotonous  hum  of  the 
magnetic  hammer  or  break-piece  used  in  eleetro-magnetie  ^paratns. 

3.  The  swellings  consist  of  separate  isolated  masses  of  water,  as 
shown  in  fig.  175.  However  regular  their  external  form  may  be,  thej 
are  stiU  formed  of  separate  masses,  as  may  be  readily  distinguished  hj 
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holding  a  piece  of  wire  in  the  hand  so  that  one  of  its  ends  penetrates 
a  little  way  into  the  jet.  •  A  uniform  pressure  is  felt  when  the  wire 
is  struck  by  the  smooth  part  of  the  stream,  but 
when  struck  by  a  swelling  a  strong  yibratory  and 
intermitting  motion  is  felt.  The  separate  masses 
of  water  forming  the  swelling,  clearly  communi- 
cate ibis  motion  to  the  air,  and  thus  disturb  the 
flame  of  a  gas  jet  brought  near  them,  which  the 
smooth  part  of  the  stream  does  not  do. 

Savart  found  that  the  swellings  are  formed  of 
disseminated  globules,  elongated  in  the  transyerse 
direction  of  the  vein,  and  that  the  contractions  or 
knots  are  formed  of  globules,  elongated  in  the 
longitudinal  way^  fig.  175:  also  that  the  limpid 
part  of  the  vein  is  formed  of  annular  swellings 
which  originate  very  near  the  orifice,  propagating 
themselves  at  unequal  intervals  to  the  troubled 
part,  where  they  separate,  of  the  same  form  at  the 
instant  of  their  separation,  but  changing  periodi- 
cally. 

4.  The  "ventral  segments"  are  produced  by 
the  vibration  of  the  orifice  through  which  the 
water  flows,  and  they  change  with  the  strength 
of  the  note  producing  the  vibration,  as  well  as 
with  the  diameter  of  the  orifice. 

The  vein  itself  occasions  a  tone,  partly  be- 
cause its  single  separate  masses  of  water  set  the 
sdjacent  air  in  motion,  but  especially  by  the 
impact  of  these  masses  upon  some  sonorous  or  elastic  substance.  Where 
the  orifice  is  made  of  caoutchouc,  and  this  is  carefully  insulated  by  woolen 
pads  from  the  bottom  of  the  vase,  not  even  the  loud  tone  of  a  heavy 
tuning  fork  on  a  sounding  box  (377)  sufficed  in  Magnus's  experiments  to 
cause  the  production  of  ventral  segments.  Without  such  precautions 
.  they  are  oflen  set  up  spontaneously  by  vibrations  communicated  from 
the  filling  stream  through  the  solid  parts  of  the  apparatus. 

To  obterre  the  eonstitntion  of  the  swellings,  Magnas  used  a  revolving  card 
perforated  by  a  narrow  radial  slit^  like  the  toy  known  as  the  anorthoscope^ 
Ulnminating  the  stream  by  a  lamp,  but  the  details  of  his  results  exceed  oar  space. 

5.  If  the  vein  flows  from  a  very  small  orifice  (less  than  a  millimetre), 
the  small  drops  into  which  the  stream  breaks  up  move  quite  irregularly. 
But  on  sounding  a  note  the  drops  arrange  themselves  in  groups  with 
great  regularity-— a  certain  number  always  follow  each  other  imme- 
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diately-— a  Bomewhat  greater  interral  succeeds,  and  then  the  former 
grouping  of  drops  occurs  agfun. 

So  in  a  stronger  stream,  under  the  power  of  a  harmonions  note,  the  swellingi 
and  knots  assume  more  regularity,  and  usurp  the  transparent  part,  which  almost 
entirely  disappears — the  flow  of  the  liquid  Arom  the  orifice  remaining  the  same 
as  at  first 

6.  The  constitution  of  veins  thrown  out  in  any  direction  is  essentially 
the  same ;  but  the  number  of  pulsations  is  diminbhed  in  proportion  as 
the  vein  is  projected  more  vertically  upwards. 

223.  Escape  of  liqnida  tlirongh  short  tnbea. — Short  tubes  (called 
adjtUagea)  are>  often  placed  in  an  orifice  to  increase  the  flow.  They  are 
either  cylindrical  or  conical.  If  the  vein  pass  through  the  tube  without 
adhering  to  it,  the  flow  is  not  modified ;  if  the  vein  adhere  (the  liquid 
wetting  the  interior  walls),  the  contracted  part  is  dilated,  and  the  flow 
increased.  In  the  last  case,  and  with  a  cylindrical  adjutage,  its  length 
not  being  more  than  four  times  its  diameter,  the  flow  is  augmented 
about  one-third. 

Conical  adjutages  converging  towards  the  exterior  of  the  reservoir, 
increase  the  flow  still  more  than  the  preceding,  the  flow  and  velocity  of 
the  vein  varying  with  the  angle  of  convergence.  Conical  adjutages 
diverging  towards  the  exterior,  give  the  greatest  flow.  They  may  give 
a  flow  2 — 4  times  as  great  as  that  which  an  orifice  of  the  same  diameter 
in  a  thin  wall  furnishes,  and  1*46  times  greater  than  the  theoretical 
flow. 

Practically,  the  flow  during  a  second  firom  cylindrical  adjutages  of  a  length 
three  and  a  quarter  times  the  diameter,  is  found  by  the  formula, 

F  =  0-82  »i/2^  =  3-62  •i/'h-,  «  being  the  area  of  the  tube  and  jy  the  head. 

224.  Escape  of  liquids  throagh  long  tabes. — ^When  a  liquid 
passes  through  a  long  straight  tube,  the  velocity  of  the  flow  soon  dimi- 
nishes greatly  owing  to  the  friction  between  the  liquid  particles  and 
the  walls.  Bends  or  curves  in  the  tube  increase  the  loss  in  velocity,  for 
the  same  reason.  The  discharge  thus  becomes  very  much  less  than  it 
would  be  from  an  orifice  in  a  thin  wall,  and  to  obviate  this  evjl  the  tube, 
is  generally  inclined ;  the  liquid  then  passes  down  an  inclined  plane,  or 
It  is  forced  through  by  pressure,  applied  at  the  opposite  end. 

Formalas. — The  discharge,  D,  per  second  through  straight  tubes  of  uniform 
diameter  entirely  open  at  the  end  may  be  determined  by  the  formula. 


1  =  20.8^^ 


fff^ 


in  which  H  is  the  height  of  the  water  above  the  orifice  of  discharge,  d  the 
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diameter,  and  /  the  length,  of  the  tube.  All  these  qnantities  are  to  be  taken  in 
metres.  The  formnla  gires  the  ralue  of  i>  in  onbio  metres,  which  may  be  rednoed 
to  "  inche*  of  voater'*  (221)  by  mnltiplying  the  result  by  75.  This  formnla  was 
deduced  from  the  experiments  of  Eytelwein.  When  the  tube  is  yery  long,  we 
may  neglect  bid  as  rery  small  in  comparison  with  /,  and  the  formula  to  deter- 
)  the  diameter  required  to  discharge  a  given  Tolnme  of  liquid  is, 


!  =  0-298^ 


The  Telocity  of  the  discharge  is  given  by  the  formula, 


bAd 

If  or  long  tubes  the  term  bid  may  be  neglected,  and  modifying  the  eoetfioient 
to  oorrespond  with  the  results  obtained  by  Prony  with  tubes  2280  metres  long. 


V  =  26-79 


225.  Jets- of  water.— As  the  velocity  of  a  liquid  escaping  from  an 
orifice  is  the  same  as  that  which  a  body  acquires  falling  from  a  height 
equal  to  the  distance  from  the  surface  of  the  liquid  to  the  orifice,  a  jet 
of  water  spouting  upwards,  should  rise  to  176 

the  level  of  the  liquid  in  the  reservoir.   But  ^9Sf 

this  never  quite  takes  place,  fig.  176,  be- 
cause of — 1st,  the  friction  in  the  conducting 
tabes  destroying  the  velocity — ^2d,  the  re- 
sistance of  the  air — 3d,  the  returning  water 
foiling  upon  that  which  is  rising.  The 
height  of  the  jet  is  increased  by  having  the 
orifices  very  small,  in  comparison  with  the 
conducting  tube ;  piercing  them  in  a  very 
thin  wall,  and  inclining  the  jet  a  little,  thus 
avoiding  the  effect  of  the  returning  water. 

It  has  been  determined  that  the  differences  between  the  height  of  vertical  jets 
and  that  of  the  reservoirs  are  approximately  as  the  squares  of  the  height  of  the 
jets.  Experiment  has  assigned  the  number  O'Ol  as  the  coefficient,  and  the  fq|^- 
mula  which  gives  the  height,  h,  of  a  jet  under  a  head  represented  by  H,  is 
H  —  &  iBs  0-OlA': — ^ihe  unit  of  measure  being  the  French  metre. 

If  air  is  mingled  in  the  water,  the  mixture  being  lighter  than  water,  the  jet 
can  b«  made  to  rise  higher  than  its  source. 

226.  Pressure  exerted  by  liquids  in  motion.— When  a  liquid  is 
in  motion,  either  in  a  conduit  tube  or  an  adjutage,  the  pressure  it  exerts 
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on  the  walls  is  not  the  same  as  it  is  in  equilibrium,  and  generally  it  is 
less,  as  the  velocity  of  flow  is  greater. 

If  the  effective  velocity  is  177 

equal  to  theory,  the  interior 
pressure  upon  the  walls  of 
the  adjutage  will  be  equi^  to 
the  statical  pressure  in  a 
state  of  equilibrium.  As  the 
effective  velocity  increases, 
the  interior  pressure  upon 
the  walls  of  the  adjutage 
becomes  less  than  the  pres- 
sure in  a  state  of  equilibrium,  and  it  may  even  become  less  than  the 
external  atmospheric  pressure,  but  it  can  never  become  null. 

This  principle  may  be  demonstrated  by  the  apparatus  shown  in  fig. 
177,  where  a  bent  tube,  m  n,  is  inserted  into  a  cylindrical  adjutage,  and 
when  the  lower  end  is  placed  in  a  vessel  of  water,  as  showi^  in  the 
figure,  the  fluid  will  mount  up  in  the  tube  to  a  certain  point  n. 

If  the  tube  mn  is  not  too  long,  the  water  will  mount  up  and  enter 
the  adjutage,  and  flow  out  with  the  jet.  But  the  fact  that  the  water 
will  not  mount  over  in  the  tube  m  n,  unless  it  is  very  short,  proves  that 
the  external  atmospheric  pressure  is  always  opposed  by  a  certain 
amount  of  internal  pressure.  It  may  also  be  shown  that  the  interior 
pressure  never  becomes  null,  but  that  there  is  merely  a  diminution  of 
pressure,  by  placing  the  apparatus  in  a  vacuum,  when  the  water  will 
flow  out  in  the  direction  m  n. 

227.  Velocity  of  rivers  and  atreamB. — The  velocity  of  streams 
varies  very  much.  The  slower  class  of  rivers  have  a  velocity  of  less 
than  three  feet  per  second,  and  the  more  rapid  as  much  as  six  feet  per 
second,  which  gives  respectively  about  two  and  four  miles  per  hour. 

The  velooities  vary  in  different  parts  178 
of    the  same   transverse    section   of   a 

stream,  for  the  air  upon  the  surface  of  <m^^^i^«\in^i''^ 

the  water,  as  well  also  as  the  solid  bottom  ^^^^^^^^^B^^^^r 

of  the  stream,  has  a  certain  effect  in  re-  '^'*'*l        _    ■!  ~^^ 

tarding  the    current     The   velocity  is  ^?^^ 

ftund  to  be  greatest  in  the  middle,  where  the  water  is  deepest,  fig.  178,  some- 
where in  m,  below  the  surface ;  then  it  decreases  with  the  depth,  towards  the 
sides,  being  least  at  a  and  6. 

Stream  meaanrera. — To  measure  the  velocity  of  streams,  various 
means  are  employed.  The  most  simple  is  a  glass  bottle  filled  with 
water,  sunk  just  below  the  level  of  the  current,  and  provided  at  the 
cork  with  a  small  flag,  that  stands  above  the  surface. 
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A  wheel  may  also  bo  used,  famished  with  float-hoards,  placed  in  the  stream 
and  immersed,  so  that  the  whole  surface  of  the  boards  is  covered  with  water. 
The  friction  in  this  case  is  very  small,  so  that  the  wheel  revolyes  with  very 
nearly  the  velocity  of  the  stream.  By  observing  the  number  of  revolutions  of 
the  wheel  in  a  given  time,  the  rapidity  of  the  current  is  measured. 

To  ascertain  the  velocity  at  different  depths,  the  simplest  instrument  is  Pictot's 
feabe.  It  consists  of  a  tube  bent  nearly  at  right  aneles,  terminated  by  a  funnel- 
shaped  mouth  :  the  upper  part  of  the  tube,  above  water,  is  of  glass.  To  observe 
with  this  instrument,  it  is  sunk  with  its  funnel  up  stream  at  the  depth  where  its 
velocity  is  required.  If  the  water  was  still,  the  height  of  the  column  within  and 
without  the  tube  would  be  equal ;  but  as  it  is  in  motion,  the  water  will  rise  in  the 
tube  to  counterbalance  the  force  with  which  the  water  is  impelled  (the  impulse 
of  the  stream),  the  column  of  water  in  the  tube  rising  higher  as  the  velocity  of 
the  stream  is  greater. 

II.    WATER-POWER  AND  WATER-WHSEL8. 

228.  Water-wheelB. — The  motiye  power  of  water  is  of  eztensiye 
practical  importance,  from  the  number  of  machines  driven  by  water- 
wheels. 

229.  JThe  overshot  wheel. — Fig.  179  is  used  when  the  supply  of 
water  is  moderate  and  yariable.  The  water  is  delivered  at  the  top  of 
the  wheel,  which  may  move  with   the  179 

hands  of  a  watch,  as  in  the  iBgure,  or  the 

reyerse.    It  is  furnished  with  buckets  of 

such  a  shape  as  to  retain  as  much  of  the 

water  as  possible,  until  they  reach  the 

lowest  practicable  point  on  the  wheel,  and 

none  after  that  point.    In  this  wheel  the 

effect  is  produced  both  by  impact,  and  by  _ 

the  weight  of  the  water.    The  water  is 

reoeiyed  as  near  the  summit  as  possible,  and  the  buckets  are  so  shaped 

as  to  retain  the  water  to  the  lowest  practicable  point  in  its  descent, 

corresponding  to  about  fiye  on  the 

face  of  the  watch. 

230.  The  nndershot  wheel. — 
Fig.  180  receives  its  impulse  at  the 
bottom;  it  is  furnished  with  float- 
boards  instead  of  buckets.    If  they 
are  placed  at  right  angles  to  the  rim ' 
of  the  wheel,  they  may  turn  either 
way.     When  the  wheel  is  required 
to  turn  only  in  one  direction,  the : 
float-boards   are   placed  as  in  the 
figure,  so  as  to  represent  an  acute  angle  towards  the  current :  the  water 
acts  then  partly  by  its  weight. 
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The  breaat-wheel. — ^Fig.  181  is  moved  both  bj  the  weight  and 
momentum  of  the  water.  It  is  furnished  with  buckets,  formed  to 
retain  the  water  as  long  as  possible.  The  breast-wheel  is  the  form 
most  generally  adopted,  as  it  allows  of  a  larger  diameter  for  a  giTen 
fall  than  the  overshot- wheel,  with  more  economy  of  power  than  the 
nndershot-whecl. 

A  more  distinct  idea  of  these  different  ^^ 

water>wheels  may,  perhaps,  be  gained 
by  illustration  from  the  face  of  a  watch. 
In  the  breast-wheel,  the  water  may  be 
received  (according  to  the  desired  mo--"/ 
tion  of  the  wheel)  between  eight  and 
eleven  o'clock,  or  between  one  and  four 
o'clock.  According  as  the  water  is  re- 
ceived above  half-past  nine  or  below 
half-past  three  on  the  watch,  the  wheel  g 
is  oalled  a  high  or  low  breast-wheel. 

231.  Boyden*a  Amerioan  Turbine. — The  turbine  is  a  horiiontal 
water-wheel,  revolving  entirely  submerged;  and  is,  of  all  foFms  of 
water-wheel,  the  most  energetic  and  economical  of  power.  This 
machine  was  first  constructed  in  an  efficient  form  by  M.  Foumeyron  in 
1827  as  the  result  of  experiments  commenced  in  1823 ;  but  the  honor 
of  perfecting  the  turbine  and  establishing  the  mathematical  principles 
by  which  it  may  be  adapted  to  every  variety  of  water-power,  whether 
with  high  or  low  fall  of  water,  in  both  small  and  large  streams,  is  due 
to  U.  A.  Boyden,  Esq.,  of  Massachusetts,  under  whose  direction  tur- 
bines have  been  extensively  introduced  in  the  cotton  manufactories  of 
Lowell  and  elsewhere.  Two  of  the  turbines  constructed  under  the 
superintendence  of  Mr.  Boyden  have  been  found  to  give  a  useful  effect 
to  eighty-eight  per  cent,  of  the  power  of  the  water  employed. 

The  water  enters  the  centre  of  the  wheel,  descending  in  its  vertical 
axis,  and  is  delivered  through  a  great  number  of  curved  guides  so 
arranged  that  the  water  enters  the  buckets  in  directions  nearly  tangent 
to  the  circumference  of  the  wheel.  The  vrater  is  received  by  the  curved 
buckets  in  the  direction  of  greatest  efficiency,  and  having  expended  its 
force,  it  escapes  from  the  wheel  in  a  direction  corresponding  very  nearly 
with  the  radii. 

The  upper  part  of  fig.  182  shows  a  horizontal  section  of  the  tnrbine,  and  a 
perpendicular  section  is  shown  in  the  lower  part  of  the  same  figure.  Fig.  183 
shows  a  iiiection  of  the  turbine  with  the  iron  sluice  and  other  attachments  as 
they  stand  in  the  wheel-pit.  The  letters  refer  to  the  same  parts  in  both  figure. 
E  K  is  a  stationary  disc  of  east  iron  supported  by  the  disc  tube  M  M  made  fast 
to  the  upper  curb  at  P.     The  curved  guides,  gggg^  made  of  plate  iron,  are 
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■eenred  to  the  disc  E,  and  to  the  rim  L  L  above,  lo  aach  a  manner  aa  to  giro 
the  least  possible  obstmction  to  the  water  as  it  flows  through  the  guides  into 
the  roToIring  wheel.  The  arrrows  show  the  course  of  the  water  throngh  the 
iron  slalce  B,  and  on  the  disc  through  the  guides  into  the  wheel.  The  wheel 
itself  consists  of  a  central  plate  of  cast  iron,  and  of  two  crowns  eeee,  of  the 
same  material,  between  which  are  the  cunred  buckets  bhhb.  The  lower  crown 
is  firmly  secured  to  the  central  plate.  The  buckets  are  let  into  curved  grooves 
in  the  crowns,  and  have  tenons,  passing  throngh  mortices  in  the  crowns,  riveted 
above  and  below. 

182 


The  vertical  shaft,  dd,  is  made  of  oast  iron,  and  is  accurately  turned  in  every 
part.  The  entire  weight  of  the  wheel  is  supported  by  a  series  of  collars  attached 
to  the  shaft  and  moving  in  the  suspension  box  «.  The  box  e  is  hung  upon  gim- 
bals at  h  (like  a  mariner's  compass),  supported  by  framework  resting  in  the 
masonry  of  the  wheel -pit  The  lower  end  of  the  shaft  is  steadied  by  a  pin  pass- 
ing into  the  step  t,  which  is  adjusted  by  a  screw.  HR  is  a  cylindrical  gate  which 
drops  down  between  the  guides  and  the  movable  part  of  the  wheel,  to  regulate 
the  flow  of  water  according  to  the  amount  of  power  required.  Attached  to  the 
gate  are  the  brackets  SSf  connected  with  the  raokwork  and  endless  screw  shown 
at  W,  by  which  the  gate  is  raised  or  lowered.  A  self-regulating  adjustment  of 
the  gate  is  secured  by  a  governor  not  sh  »wn  in  the  figure.     Ordinary  gearing, 
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attached  to  the  apper  part  of  the  shafts  commanicates  the  power  of  the  wheel  to 
the  machinery  to  be  driyen.  The  curved  iron  sluice  E  roBts  upon  beams  N', 
Mcnred  in  the  masonry  of  the  wheel>pit  and  by  sutncheons  NN. 

Turbines  maj  be  divided  into  high  and  low  pressure  machines.  High 
pressure  turbines  are  adapted  to  hilly  countries  and  deep  mines  where 
high  falls  of  water  may  be  commanded ;  in  these  cases  the  height  of 
the  column  of  mter  will  compensate  for  the  smallness  of  its  volume, 
reservoirs  being  provided  to  keep  up  a  constant  supply. 

The  low  pressure  turbines  produce  great  effect  with  a  head  of  water 
of  only  nine  inches,  and  are  suitable  for  situations  in  which  a  large 
volume  of  water  flows  with  a  small  fall. 

The  results  of  an  investigation  by  Arago,  Prony,  and  others,  who  were 
appointed  by  the  French  Academy  of  Sciences  to  report  upon  turbines, 
are  as  follows : — 

(1).  That  these  wheels  are  applicable  equally  to  great  and  small  falls 
of  water. 

(2).  That  they  transmit  a  useful  effect  equal  to  from  70  to  78  per 
cent,  of  die  total  moving  force  of  the  water  employed  (88  per  cent,  has 
been  secured  by  Boyden's  wheel). 

(3).  That  they  will  work  at  very  different  velocities  above  or  below 
that  corresponding  to  the  maximum  effect,  without  the  useful  effect 
rarying  materially  from  that  maximum. 

(4).  That  they  will  work  from  one  to  two  yards  deep  under  water, 
without  the  proportion  which  the  useful  effect  bears  to  the  total  force 
bong  sensibly  diminished. 

(5).  In  consequence  of  the  last-mentioned  property,  they  utilize  at  all 
tuoes  the  greatest  possible  proportion  of  power,  as  they  may  be  placed 
below  the  lowest  levels  to  which  the  water  surface  sinks. 

The  mathematical  formnlse  for  adapting  turbines  to  every  variety  of  water- 
powes>  and  much  other  valuable  information,  will  be  found  in  a  treatise  on  the 
Hydraulic  Experiments  at  Lowell,  by  Mr.  J.  B.  Francis,  from  whose  work  the 
above  condensed  description  has  been  principally  obtained. 

•MOLPCULAR  FORCES  ACTINQ  BETWEEN  PARTICLES  OF  UNLIK£ 

KINDS. 

I.    CAPILLARITY. 

232  Obserration. — ^Definition. — The  oompleto  discussion  of  the 
action  of  Molecular  Forces  between  particles  of  unlike  kinds  belongs 
sppropriately  to  Chemical  Physics.  We  have  already  noticed  some  of 
the  phenomena  of  adhesion  properly  referable  to  this  section  (147 
and  following).  It  now  remains  to  consider  briefly  those  special  cases 
of  this  general  subject  which  affect  the  laws  of  fluid  equilibrium.  Wo 
r«fo  espeoially  to  the  Phemmma  of  Capillarity  and  Endotmote, 
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The  laws  of  fluid  equilibrium  which  we  have  already  considered 
apply  only  to  vessels  of  considerable  diameter,  in  which  the  eflfects  uf 
adhesion  between  liquids  and  solids  (148)  may  be  safely  neglected. 

In  very  narrow  vessels,  and  particularly  in  tubes  of  small  bore,  the 
effects  of  this  kind  of  molecular  attraction  become  very  sensible.  Such 
tubes  are  called  capillary  tubea^  from  capillus  a  hair,  in  allusion  to  the 
hair-like  fineness  of  their  bore.  The  effects  of  such  tubes  on  liquids 
are  distinguished  by  the  general  term  capillarity, 

233.  General  facts  in  capillarity. — If  tubes  of  small  bore,  open 
at  both  ends,  are  placed  vertically  in  water,  the  liquid  is  seen  to  mount 
both  in  the  tubes  and  on  the  outside,  fig.  184,  rising  higher  within  as 
the  tubes  are  smaller.  If  the  bore  is  over  half  an  inch  in  diameter, 
this  effect  is  not  very  sensible.  The  experiment  becomes  more  satis- 
factory if  made  in  communicating  vessels  (202),  of  which  one  branch 
is  much  narrower  than  the  other,  as  in  fig.  185.  Two  slips  of  glass 
plunged  in  water,  and  brought  near  each  other,  also  exhibit  the  effect 
of  capillarity.  In  narrow  communicating  vessels,  then,  the  laws  of 
equality  of  level  do  not  hold  good. 

If  the  experiment  is  tried  with  mercury  (which  does  not  wet  the 
glass)  there  is  a  depression  of  the  surface  of  the  liquid  both  within 
and  without  the  tube,  fig.  186,  and  this  becomes  greater  as  the  tubes 
are  smaller,  as  seen  in  the  two  branches  of  the  communicating  vessels, 
fig.  187.     In  a  greased  tube  water  is  similarly  depressed. 

185  184  186  187 
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These  phenomena  are  independent  of  atmospheric  pressure— taking 
place  equally  in  a  vacuum  or  in  compressed  air.  They  are  also  inde- 
pendent of  the  thickness  of  the  walls  of  the  tube  (148),  but  they  vary 
with  the  material  of  the  tube,  and  with  the  nature  of  tiie  liquid. 

Thus,  in  tubes  of  the  same  internal  diameter,  placed  in  liquids 
capable  of  wetting  the  surface  of  the  glass,  the  elevation  is  different  for 
each  liquid.  In  tubes  of  0*0472  inch  diameter  of  bore,  water  rises  0*905 


OF   FLUIDS  189 

inches  (or  about  4  inches  in  tubes  of  j^^  inch  bore),  essente  of  turpen- 
tine 0*385,  pure  alcohol  0*278,  whale  oil  about  the  same,  while  ether 
rises  still  less.  In  some  liquids  the  elevatiou  is  scarcely  sensible,  while, 
M  we  baye  seen  in  mercury  and  other  liquids  not  wetting  the  surface 
of  the  tube,  there  is  a  depression. 

Form  of  tho  surface. — These  changes  of  leyel  are  accompanied  by 
a  change  of  form  in  the  surface  of  the  liquid  in  the  capillary  column. 
It  is  eaneave  if  there  is  eleysdon— plane  if  there  is  no  change  of  level, 
and  eoncex  if  there  is  depression.  The  first  case  is  called  the  concave 
meniseui,  and  the  last  the  convex  meniscus. 

The  cause  of  these  phenomena  is  to  be  sought  in  the  mutual  action 
of  molecular  forces  (146)  and  of  gravity. 

A  needle  covered  with  grease,  gently  placed  upon  the  water,  floats,  because, 
not  being  moistened  bj  the  liquid,  there  is  produced  a  depression  in  wbicli  it  is 
rapported.  Thus,  many  insects  walk  and  skim  on  the  surface  of  water  without 
plunging  in.  Oil  and  other  burning-fluids  in  lamps,  and  the  melted  tallow  and 
wax  of  candles,  are  supplied  to  their  flames  by  means  of  the  capillarity  of  their 
wicks ;  so  there  is  an  absorption  of  liquids  in  wood,  in  sponge,  in  cloth,  and  in 
all  Iftdies  that  possess  sensible  pores. 

234.  Canae  of  the  curve  of  liquid  aarfacea  by  the  contact 
of  Bolida. — The  form  of  the  surface  of  a  liquid  in  contact  with  a 
•olid,  depends  upon  the  relation  which  exists  between  the  attraction  of 
the  solid  for  the  liquid,  and  the  liquid  particles  for  each  other. 

Let  A  B,  fig.  188,  represent  a  fluid  surface,  and  D  E  the  surface  of  a  solid 
immersed  rertically  in  the  fluid.  Any  liquid  particle,  as  A,  is  submitted  to  the 
action  of  three  forces,  vis. :  1st.  Gravity,  which,  as  it 
acts  equally  upon  all  the  particles  of  the  fluid,  may  be 
omitted  from  the  present  discussion.  2d.  The  cohesive 
attraction  of  the  fluid  acting  through  the  quadrant 
B  A  E,  and  having  its  resultant  in  A  P.  3d.  The  adhe- 
sive attraction  of  the  solid  for  the  particle  A.  This 
latter  force  may  be  considered  as  divided  into  two 
parts;  the  attraction  of  that  part  of  the  solid  above 
the  surface  of  the  fluid,  whose  resultant  will  be  A  Q ; 
and  tiie  attraction  of  that  part  of  the  solid  below  the 
surface  of  the  fluid,  which  will  have  a  resultant  in  A  Q'.  Let  B  P  E  be  drawn  at 
the  limit  of  sensible  cohesive  attraction  of  the  fluid  for  the  particle  A,  and  let 
A  P,  or  P,  represent  the  intensity  of  the  resultant  of  all  the  cohesive  attraction 
»f  the  liquid  for  the  particle  A ;  also  let  mno  have  the  same  relation  to  the 
adhesive  attraction  of  the  solid>  and  Q  and  Q'  will  represent  the  intensity  of  this 
force  above  and  below  the  surface  of  the  liquid. 

Completing  the  parallelogram  AQCQ',  AG=2Q  cos.  45®  will  represent  the 
resultant  of  all  the  attraction  of  the  solid  for  the  particle  A.  On  A  C  and  A  P, 
construct  the  parallelogram  A  P  R  C,  and  A  R  will  be  the  resultant  of  A  P 
and  AC. 
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Th«  direction  of  the  rcsulUnt  A  R  will  Ve  determined  by  the  ralue  of 
2  Q  COS.  45®  —  P  COB.  45°,  or  2  Q  —  P.     There  will  evidently  be  three  caees  : 

2Q— P>0,     2Q—  P  =  0,     and2Q  —  P<0. 

In  the  first  case  the  resultant  Will  lie  in  the  angle  C  A  £,  and  the  fluid  will 
wet  the  solid.  In  the  second  case  the  resultant  will  lie  in  A  £,  in  the  plane 
wlich  separates  the  solid  and  the  fluid.  In  the  third  case  the  resultant  will  li« 
in  the  angle  B  A  E,  and  the  fluid  will  not  wet  the  solid.  In  this  case  there  ib 
no  necessity  to  svppose  any  repulsion  between  the  solid  and  the  flnidy  but  only 
that  the  cohesive  attraction  of  the  fluid  is  more  than  twice  as  great  as  the  attrac- 
tion of  the  solid  for  the  fluid. 

As  the  surface  of  a  liquid  is  always  perpendicular  to  the  direction  of  the  forcea 
which  solicit  its  molecules  (199)  in  the  first  case,  the  surface  of  the  fluid  at  A 
will  be  tangent  to  the  plane  M  N,  fig.  189,  which  is  perpendicular  to  the  general 
resultant  A  R.  At  A',  where  the  attraction  is  more  feeble,  the  resultant  A'  R' 
will  be  more  nearly  perpendicular,  and  at  a  point  A",  where  the  sensible  attrac- 
tion is  zero,  the  resultant  A"  R"  will  be  vertical,  and  the  curve  A  A'  A"  will 
become  tangent  to  a  horizontal  plane. 
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In  the  case  of  a  small  tube,  T,  the  concave  surface  of  the  fluid  will  be  sensi- 
bly spherical.  When  2  Q  —  P  .=  0,  the  resultant  A  R  lies  in  the  line  A  E,  and 
the  surface  of  the  liquid  in  contact  with  the  solid  is  horixontal,  because  the 
attractive  force  of  the  solid  and  fluid  combined  is  the  same  as  if  the  surface  of 
the  fluid  was  indefinitely  extended. 

When  2  Q  —  P  is  less  than  zero,  or  negative,  the  resultant  A  R  will  be  found 
in  the  angle  B  A  £,  and  the  surface  will  be  tangent  to  the  plane  M  N  at  the 
point  A ;  it  will  therefore  be  convex,  as  shown  at  A  A",  fig.  190.  In  a  capillarj 
tube,  U,  the  surface  will  be  convex  and  sensibly  spherical. 

235.  Ezperimental  illoBtrations. — Capillary  phenomena  are  easily 
explained,  when  we  know  that  under  the  double  influence  of  the  attrac- 
tion of  a  solid  and  a  liquid,  tho  surface  of  the  liquid  may  be  either 
concave,  plane,  or  convex,  as  the  relative  intensities  of  these  forces 
▼ary ;  we  can  also  see  that  the  ascent  or  depression  of  the  liquid  in 
capillarj  tubes  is  a  direct  consequence  of  the  terminal  form  of  the 
liquid.    This  explanation  is  easily  verified  by  experiment. 

a.  Tako  a  bent  tube,  similar  to  fig.  185,  but  let  the  capillary  branch  be 
shorter  than  the  other,  and  pour  water,  drop  by  drop,  into  the  larger  branch, 
the  liquid,  as  it  rises  to  the  top  of  the  tube,  in  the  short  capillary  branch  will 
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pwent  sacoeMiyelj  a  eoncare,  then  a  plane,  and  at  last  a  convex  surface.  As 
the  water  stands  in  a  convex  form  above  the  end  of  the  tube,  the  concave  sur- 
face in  the  larger  branch  will  rise  above  it,  showing  that  the  rise  of  the  liquid 
above  the  level  due  to  hydrostatic  pressure  depends  upon  the  form  of  the  surface. 

b.  Let  a  capillary  tube,  with  a  small  sphere  blown  in  it,  as  shown  in  fig.  191, 
be  soldered  into  the  bottom  of  a  small  glass  vessel  or  tube,  into  which  mercury 
IS  slowly  dropped.  As  the  mercury  rises  into  the  sphere, 
it  will  take,  at  A,  the  form  of  a  very  convex  button.  As 
it  rises  to  B  B  and  C  C,  the  convexity  of  the  surface  will 
gradually  diminish,  although  it  will  make  a  constant 
sngle  (about  45°)  with  the  walls  of  the  glass  sphere,  as 
shown  by  the  dotted  lines.  When  it  arrives  at  D  D, 
where  the  surface  of  the  sphere  is  inclined  45°,  the 
surface  of  the  mercury  will  be  horizontal,  and  still 
higher  it  will  be  concave.  These  successive  stages  of  ^f 
corvatnre  are  seen  in  filling  a  mercurial  thermometer. 

This  experiment,  depending  upon  the  constant  angle 
Diade  by  the  surface  of  the  mercury  with  the  walls  of  the 
tube,  enables  as  to  show  that  the  level  of  the  mercury  in 
the  capillary  tube  is  higher  or  lower  than  in  the  vessel 
with  whicb  it  communicates,  according  as  the  surface  is 
eoncave  or  convex. 

T%e  Uoel  ai  which  a  liquid  may  he  mainiaiiied  in  a  capillary  tube 
defends  on  the  diameter  of  the  canal  at  the  upper  level  of  the  liquid. 

e.  An  impressive  verification  of  this  fact  is  obtained  by  soldering  a  capillary 
tube  to  the  top  of  a  glass  vase  \>r  low  air-bell,  like  a  cupping-glass  or  beaker. 
If  the  diameter  of  the  capillary  tube  is  not  more  than  the  one-hundredth  of  an 
inch,  a  column  of  water  of  the  diameter  of  the  vase  will  be  sustained  by  the 
capillary  force  at  the  height  of  nearly  four  inches — the  height  of  the  column 
requisite  to  restore  equilibrium  being  independent  of  the  diameter  of  the  vase. 

The  same  apparatus  being  reversed  and  plunged  in  a  bath  of  mercury  will 
evince  a  corresponding  depression  of  the  level  of  the  mercury  in  the  capillary 
tube,  the  vase  remaining  void  of  mercury. 

It  is  evident  from  these  experiments  that  capillarity  is  a  very 
energetic  force,  and  when  we  remember  that  the  capillary  canak  in 
vegetable's  :ire  usually  smaller  than  the  one-hundredth  of  an  inch,  and 
those  in  the  animal  body  are  very  much  smaller,  it  is  easy  to  under- 
stand the  ascensional  force  of  sap  in  plants,  and  the  functions  of  the 
capillaries  in  animals. 

d  By  this  power  it  is  that  the  soil  in  dry  seasons  receives  moisture  from  below 
to  9«ipply  the  waste  of  evaporation, — and  conversely  that  the  benefits  of  rain 
descend  to  the  lower  strata.  Hence  in  dry  climates  the  surface  soil  is  covered 
with  saline  effloresences  left  by  the  evaporation  of  water  holding  salts  in  solution. 

e.  Bocks  are  split  by  the  swelling  of  wooden  plugs  driven  forcibly  in  the 
dry  state  into  holes  drilled  for  the  purpose,  and  afterwards  wet  with  water. 

236.  Inflaence  of  the  curve  on  capillary  phenomena. — The 
aaceni  or  depression  of  liquids  in  capillary  spaces,  is  owing  to  the 
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form  of  the  suxfaces.  Let  abed,  fig.  192,  represent  a  conca\-o 
meniscus,  the  particles  of  which  are  sustained  in  equilibrium  by  the 
forces  before  mentioned ;  these  particles  do  not  exercise  any  pressure 
on  those  below  them,  and  therefore  at  c  6  there  is  a  line  above  whick 
the  particles  of  fluid  are  sustained  by  upward  attraction,  and  below 
which  it  is  sustained  by  equal  external  pressure  of  the  column  op. 
192  193 


The  sensible  attraction  of  the  walls  of  the  tube  dues  not  extend  no 
far  as  the  perpendicular  height,  d  c,  of  the  curve.  It  is  onljTa  small 
portion  of  the  walUof  the  tube  just  above  the  extremity,  </,  of  the  carve 
that  supports  the  fluid.  The  action  of  every  part  below  d,  while  it 
tends  to  elevate  the  fluid  below,  also  tends  to  depress  the  portion  of 
fluid  above  it,  and  these  two  influences  neutralize  each  other.  The 
particles  of  fluid  about  d,  and  within  the  limit  of  sensible  attraction, 
are  drawn  upward  by  the  attraction  of  the  tube,  and  these  particles, 
by  their  cohesive  attraction,  support  those  below,  until  the  weight  of 
the  capillary  column  becomes  equal  to  the  adhesive  attraction  of  the 
solid  for  the  particles  within  the  limit  of  attraction  about  the  point  d. 

In  determining  the  height  of  liquids  in  capillary  tubes,  the  height  of 
the  column  supported  by  capillary  attraction  must  be  added  to  the 
elevation  produced  by  external  pressure. 

When,  as  in  fig.  193,  the  meniscus  is  convex,  the  equilibrium  still 
exists,  for  th^  liquid  molecules  being  attracted  obliquely  inwards  and 
downwards,  the  downward  pressure  is  greater  than  on  the  exterior  of 
the  tube,  and  therefore  the  surface  of  the  liquid  within  the  tube 
descends  until  the  pressure  on  the  base,  mn,  is  the  same  as  on  anv 
exterior  point,  g,  of  the  same  layer. 

237.  Law  of  the  elevation  and  depression  of  liquids  in  capU* 
lary  tubes. — It  has  been  demonstrated  by  Laplnce,  that  the  attraction 
of  the  meniscus  is  equal  to  a  constant  coefiicient,  d^ending  on  the 
nature  of  the  liquid  and  that  of  the  tube.  In  a  cylindrical  tnbe  with 
a  circular  base,  experienj^e  has  demonstrated,  that  the  concave  surface 
is  sensibly  a  hemisphere,  with  a  radius  equal  to  half  the  diameter  of 
tii6  tube.    The  attraction  of  the  meniscus  is,  therefore,  in  inverse  ratio 
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with  the  radias,  or  the  diameter  of  the  tube,  and  in  consequeDce,  the 
liquid  column  will  be  raised  by  this  force  to  a  height  which  varies 
according  to  its  intensity.  The  length  of  the  liquid  column  contained 
in  the  tube  is  a  little  less  than  calculation  would  indicate,  according 
to  the  above  rule,  because  of  the  weight  of  the  meniscus,  but  this  error 
IB  very  small,  less  as  the  capillarity  of  the  tube  is  less,  the  influence 
of  the  weight  of  the  meniscus  decreasing  rapidly  as  the  diameter  of  the 
bore  diminishes.  The  height  of  the  liquid  in  the  tube  is,  therefore, 
never  absolutely  in  inverse  ratio  to  the  diameter,  but  the  law  is  nearly 
exact  when  we  add  to  the  height  one-sixth  of  the  diameter  of  the  tube, 
which  is  the  correction  required  for  the  weight  of  the  meniscus. 

Corrections  for  this  error  being  thus  made,  the  law  would  be  correct, 
had  the  meniscus  an  accurately  spherical  surface,  but  this  obtains 
only  when  the  diameter  is  very  small  (2  or  3  m.  m.,  *07874,  or 
'11811  inches)  the  surface  in  general  ceases  to  be  truly  spherical,  and 
the  ascent  or  depression  depends  on  the  curve  of  the  surface,  which 
varies  much  more  rapidly  than  the  diameter  of  the  tube. 

238.  DepreBsion  of  mercury  in  capillary  tubes. — The  rapidity 
with  which  capillarity  diminishes,  in  tubes  of  great  diameter,  is  seen  in 
the  following  table :— 

TABLE  OF  DEPRESSIONS  OF  MERCURY  IN  CAPILLARY  TUBES. 
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0-038 

0-031 

0-031 

16- 

it 

0-137 

0111 

0-118 

0131 

!•• 

tt 

0-446 

0-402 

0-406 

0-406 

8- 

it 

0-712 

0-669 

0-673 

0-820 

6- 

tt 

1171 

1139 

1-134 

1-377 

6- 

tt 

1-534 

1-510 

1-513 

1-735 

4- 

M 

2-068 

2063 

2-066 

2-187 

3- 

tt 

2-018 

2-986 

2-988 

3-054 

2-6 

tt 

3-566          1 

2' 

tt 

4-454 

4-887 

4-888 

4-472 

The  numbers  contained  in  the  first  column  have  been  calculated  by 
M.  Bouvard,  according  to  the  formula  of  Laplace ;  those  of  the  last 
two  columns  have  been  obtained  directly  by  experiment. 

239.  Ascent  of  liquids  in  capillary  tubes. — For  all  liquids,  the 
ascent  or  depression  in  capillary  tubes,  decreases  acoording  to  analo- 
gooB  laws.  If  the  tubes  are  very  small,  the,  heights  augmented  with 
ooe-dxth  of  their  diameter,  are  inversely  as  the  diameters.  If  the 
tabea  are  very  large,  we  may  ascertain  very  accurately  the  heights  to 
!»♦ 
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which  liquids  would  rise  by  very  complicated  calculations,  or  we  mnj 
obtain,  approximately,  their  capillary  effects,  in  supposing  them  pro- 
portional to  the  depression  mercury  undergoes  in  tubes  of  the  same 
diameter.  For  the  same  tube,  and  for  the  same  liquid,  the  capillarity 
depends  much  on  the  temperature,  decreasing  more  rapidly  than  the 
density. 

According  to  Gay  Lussac,  the  eIe?ation  of  water  in  a  capillary 
tube  of  I  m.  m.,  (03937  in.)  is  30  m.  m.,  (11811  in.)  and  different 
liquids  elevate  themselves,  in  the  same  tubes,  to  heights,  which  are  in 
the  following  relation : — 

Water 100- 

Saturated  solution  of  chloride  of  ammonium,  102*7 

**  **  sulphate  of  potash,     .        .      95*7 

**  **  "  copper,     .        .      84* 

Nitric  acid 75* 

Hydrochloric  acid, 70*  1 

Alcohol 40*8 

Oil  of  lavender, 37*5 

240.  Laws  of  the  eqailibriam  of  UqaidB  between  parallel  or 
inclined  laminae. — Phenomena  analogous  to  those  presented  in  capil- 
lary tubes,  may  be  observed  when  two  laminae,  plunge^  in  a  liquid, 
are  brought  near  to  each  other.  If  the  laminae  are  made  wet,  the 
liquid  elevated  between  them,  is  terminated  by  a  cylindrical  surface  ; 
if  not  moistened,  the  liquid  is  depressed,  and  is  terminated  by  a  convex 
surface ;  and  it  is  observed  that : — 

Ist.  A  liquid  is  regularly  devoted  or  depressed  between  two  lamina^ 
inversely  as  the  interval  which  separates  them. 

2d.  That  the  height  of  the  194 

ascension  or  depression  for  a 
given  interval,  is  half  that 
which  would  take  place  in  a 
tube  having  a  diameter  equal 
to  that  of  the  interval. 

When  we  plunge  two  in- 
clined   laminsd  (with    their 

line  of  contact  in  a  vertical^ 

position)  in   a  liquid  which  ^BH 

wets  them,  a  concave  surface 

may  be  observed  between  them,  fig.  194,  the  liquid  rising  toward  the 

upper  point  of  their  line  of  contact.    The  surface  of  the  liquid  takes 

the  form  of  the  curve  known  in  geometry,  under  the  name  of  the 

eqftUateral  hyperbola ;  this  curve  is  produced  by  capillarity. 
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241.  Movement  of  drops  of  liquid  in  conical  tubes  or  between 
laminas. — ^When  a  drop  of  liquid  is  coDtained  in  a  conical  tube,  or 
between  two  laminae  having  their  lines  of  contact  horizontal,  the  liquid, 
if  it  wets  the  tube  or  laminse,  is  terminated  by 
two  concaTe  surfaces,  and  the  liquid  is  drawn 
towards  the  smaller  end  of  the  tube,  or  towards 
the  angle  of  the  laminse,  t.  e.  in  the  direction 
from  m  to  m^  fig.  195,  because  the  liquid  being 
terminated  by  concave  surfaces,  the  pressure  from  without  inwards 
decreases  as  the  radius  of  the  concave  surface  diminishes,  so  that  the 
resultant  pressure  is  directed  from  m  towards  196 

«•''.    If  the  liquid  is  mercury,  or  any  fluid  that 

does  not  wet  the  surrounding  body,  the  two  ^  i 

surfaces  will  be  convex,  and  the  pressure  from 

without  inwards  will  be  greater  in  proportion  as 

the  radius  of  curvature  becomes  less,  hence  the  resultant  pressure  will 

be  from  m  towards  m'^,  fig.  196,  and  the  drop  will  be  driven  towards  the 

larger  end  of  the  tube,  or  towards  the  more  open  parts  of  the  laminao. 

242.  Attraction  and  repulsion  of  light  floating  bodies. — ^The 
attraction  and  repulsion  which  we  observe  between  light  bodies  floating 
on  the  surface  of  liquids,  is  due  to  capillarity.  Two  floating  bodies  are 
drawn  near  \a  each  other  either  when  both  are,  or  both  are  not  moistened, 
and  repelled  if  the  liquid  wets  only  one  of  them. 

Let  a  »nd  6,  fig.  197,  be  two  floating  bodies  197 

wboae  sarfacea  are  wet  by  the  liquid.   Between  ^l^^jn 

the  bodies  a  small  mass  of  fluid  is  elevated  by 
eapiUary  attraotion,  of  which  the  point  m  is 
higher  than  the  level  of  a  b,  the  highest  points 
of  the  exterior  eurres. 

The  weight  of  the  column  m  tends  to  draw 
the  two  bodies  together,  acting  like  a  loaded 
eord  suspended  between  the  two  bodies.  The 
mataal  cohesion  of  the  molecnles  of  the  liquid 
snrfaee,  n,  causes  it  to  serve  as  a  cord,  and 
the  adhesion  of  the  liquid  to  the  floating  bodies 
ml  the  highest  points,  serves  as  the  attachments 
of  the  extremities.  When  the  two  bodies  are 
not  wet  by  the  liquid,  the  liquid  is  depressed 
between  the  bodies,  and  the  external  pressure 
apon  the  two  bodies  drives  them  together,  as 
shows  in  the  middle  section  of  the  figure. 

When  one  body  is  wet  by  the  liquid,  and  the  other  is  not,  the  result  of  capil- 
lary attraction  is  to  cause  the  two  bodies' mutually  to  repel  each  other. 

If  the  body  which  is  wet  is  removed  beyond  the  influence  of  the  other  body, 
the  eoncave  meniscus  will  rise  on  both  sides  of  the  body  to  the  dotted  line  o,  in 
the  lower  part  of  the  figure.  In  the  same  manner,  if  the  body  not  wet  were 
aloaa,  the  meniscus  of  depression  would  extend  on  both  sides  to  the  dotted  line,  r. 
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motic  effects  in  a  more  or  less  notable  degree.  Of  inorganic  materials, 
those  which  contain  most  silicic  acid  are  less  permeable.  A  chemical 
action  on  the  materials  of  the  septum,  invariably  takes  place  (except- 
ing with  alcohol  and  cane-sugar  solutions),  whether  it  is  formed  of 
bladder  or  of  earthenware.  Where  the  partition  is  not  susceptible  of 
being  acted  upon,  the  endosmotic  action  is  very  slight. 

247.  Direction  of  the  omTent. — The  endosmotic  current  is  in 
general  directed  towards  the  more  dense  liquid,  but  alcohol  and  ether 
are  exceptions ;  they  acting  as  denser  liquids,  although  lighter  than 
water ;  so  also  as  acids  are  more  or  less  diluted,  there  is  endosmo«e 
towards  the  acid  or  towards  the  water.  The  excess  in  the  quantity  of 
the  liquid  which  passes  into  the  endosmometer,  is  proportional  to  the  sur- 
face of  the  membrane,  and  to  the  different  heights  to  which  the  liquids 
mount  in  capillary  spaces,  the  elevation  taking  place  from  thai  side  of 
the  liquid  which  has  least  capillary  action. 

248.  Organic  solutiona. — Neutral  organic  substances,  such  as 
gum-arabic,  urea,  and  gelatine,  produce  but  little  endosmotic  action. 
Of  all  vegetable  substances,  sugar  solution;  and  albumen  among 
animal  bodies;  are  those  which,  with  equal  density,  possess  the 
greatest  power  of  endosmose.  The  figures  attached  to  the  following 
substances,  indicate  the  proportional  height  to  which  the  liquids  rose 
when  the  endosmometer,  being  filled  successively  with  solutions  of 
them,  of  the  same  density,  was  plaeed  in  pure  water :  gelatine  3,  guui 
5,  sugar  U,  albumen  12. 

249.  Inorganic  solutions. — Neutral  salts  do  not  possess  any  pecu- 
liar power  of  endosmose,  but  diffuse  themselves  with  nearly  the  same 
rapidity  as  if  no  porous  partition  was  used.  Alkaline  solutions  greatly 
accelerate  endosmose.  This  may  be  observed,  even  in  solutions  which 
contain  but  1  part  of  the  alkaline  salt  in  1000  of  water.  In  mode- 
rately dilute  solutions  (containing  not  more  than  2  per  cent,  of  the  salt) 
the  action  is  most  rapid. 

The  soluble  salts  in  the  soil  are  taken  up  by  the  rootlets  of  plants  by 
the  combined  action  of  capillarity  and  endosmose ;  the  salts  entering 
the  plant  more  rapidly  than  the  water  which  holds  them  in  solution. 

250.  Endosmose  of  gases. — There  is  endosmose  between  gases,  as 
between  liquids ;  if  we  connect  two  vessels  containing  different  gases, 
having  a  dry  membrane  between  them,  the  gases  will  gradually  mix, 
equal  currents  being  established  in  both ;  but  if  the  membrane  is  moist, 
unequal  currents  (that  is,  endoomose)  are  formed.  Thus,  a  soap  bubble 
placed  in  a  jar  of  carbonic  acid,  will,  in  a  little  time,  burst*  owing  to 
the  increase  of  volume  caused  by  endosmose. 

251.  Theories  of  endosmose.— Many  theories  have  been  proposed  to 
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■ccount  for  these  phenomena :  snch  as  that  endoBmose  was  dne  to  an  unequal 
riseosity  of  the  two  liquids ;  to  currents  of  eleotrioity  passing  in  the  direction 
of  the  endosmose ;  to  the  nneqnal  permeability  of  the  membrane  for  the  two 
liquids,  or,  that  the  phenomenon  was  due  to  capillary  action,  joined  to  the  affi- 
nity of  the  two  liquids.  Very  probably  endosmose  depends  on  the  same  fiircen 
that  produce  capillarity,  but  obviously  they  are  not  the  only  forces  which  exert 
influence,  for  we  find  that  heat,  which  always  diminishes  capillarity,  augments 
the  strength  of  the  endosmose. 


Problems  on  Hydrodynamics. 
ZUastlcity  of  Liquids. 


03.  A  cnbie  foot  of  water  at  the  freezing  point  is  submitted  to  a  pressure  of  20 
atmospheres.  How  great  is  the  condensation  ?  and  what  is  the  specific  gravity 
of  the  condensed  liquid  ? 

94.  What  is  the  specific  gravity  of  sea  water  at  the  depth  of  three  miles, 
reckoning  the  specific  gravity  at  the  surface  1*026,  and  the  compressibility 
0-0000436,  and  allowing  a  column  of  fresh  water  33  feet  high  to  equal  the 
pressure  of  one  atmosphere  ? 

96.  How  much  would  the  volume  of  a  cubic  foot  of  alcohol,  at  45^  Fahrenheit, 
be  diminished  by  a  pressure  of  four  atmospheres  ? 

Hydrostatic  Pressure. 

96.  In  the  hydrostatic  press,  given  the  diameters  of  the  two  cylinders  A  and 
B,  and  Uie  force  applied  to  the  pump  P :  determine  the  pressure  produced. 

97.  In  the  hydrostatic  press,  supposd^he  diameter  of  the  smaller  cylinder  to 
be  1  inch,  and  the  diameter  of  the  larger  cylinder  to  be  15  inches,  the  length  of 
the  pump-handle  to  be  3  feet  from  the  fulcrum,  and  the  distance  of  the  piston  2 
inches  from  the  fulcrum,  the  lever  being  one  of  the  second  order :  what  is  the 
relation  of  the  pressure  exerted  to  the  power  employed  ? 

98.  A  cubical  vessel  is  filled  with  fluid :  compare  the  pressures  upon  the  sides 
«od  bottom. 

99.  A  slender  rod  is  immersed  vertically  in  a  fluid :  divide  it  into  three  por- 
tions which  shall  be  equally  pressed. 

100.  Compare  the  pressures  on  two  equal  isosceles  triangles  just  immersed  in 
Uie  same  fluid,  one  with  its  base  upwards,  the  other  with  the  base  downwards. 

101.  A  cylindrical  vessel  is  filled  with  a  heavy  fluid :  what  proportion  does 
the  pressure  on  the  cylindrical  surface  bear  to  the  entire  weight  of  the  fluid  ? 

102.  If  the  tube,  T,  of  the  water-bellows,  fig.  144,  is  10  feet  high,  and  the 
■nrface  of  the  bellows,  6  C,  is  18  inches  in  diameter,  what  weight  will  be  sus- 
tained when  the  tube  is  filled  with  water  ?  and  what  when  the  tube  is  filled  with 
menmry? 

103.  The  sides  of  a  hollow  pyramid  are  isosceles  triangles,  the  base  is  a 
rectangle  having  sides  a  and  6,  and  the  height  of  the  pyramid  is  e.  If  the 
pyramid  be  placed  with  its  base  on  a  horizontal  plane,  and  filled  with  water, 
how  does  the  whole  amount  of  pressure  on  the  four  sides  compare  with  the 
pressure  upon  the  bottom  ? 

104.  A  hemispherical  vessel,  6  inches  in  diameter,  without  a  bottom,  stands 
on  a  horizontal  plane.  When  just  filled  with  water,  the  liquid  begins  to  run  out 
St  the  bottom.     Determine  the  weight  of  the  vessel. 
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106.  What  height  must  a  column  of  mereary  hare  to  balanee  a  eolttnm  ot 
water  25  feet  high  in  a  commanicating  Teasel  t 

106.  If  a  ▼eisel  of  water  communicates  with  a  vessel  of  ether,  standing  at  a 
height  of  20  inches,  at  what  citation  will  the  water  stand  ? 

Buoyancy  of  Iiiqaids. 

107.  A  man  exerting  all  his  force  can  raise  a  weight  of  300  lbs. :  what  would 
be  the  weight  of  a  stone  {Sp.  Or,  =  2*5)  which  he  could  just  raise  under  water  ? 

108.  If  a  giveta  piece  of  silver  be  balanced  by  i'^  weight  of  iron  in  air,  what 
addition  must  be  made  to  the  iron  so  that  the  iron  and  silver  may  be  in  equili- 
brium when  immersed  in  water  ? 

109.  How  much  will  12  ounces  of  gold  weigh  when  immersed  in  alcohol  {Sp, 
tfr.  =  0-798)? 

110.  If  an  alloy  of  gold  and  silver,  weighing  22  ounces  in  air,  loses  1^  onnoea 
when  weighed  in  water,  how  much  of  the  alloy  is  gold,  and  how  much  silver  ? 

111.  To  avoid  imposition  in  the  purchase  of  lead  (due  to  the  fraudulent  intro- 
duction of  pigs  of  iron  encased  in  lead),  the  Russian  government  are  in  the 
habit  of  weighing  the  lead  offered  for  sale  with  weights  of  lead,  on  a  balanee  so 
arranged  that  both  pans  can  be  immersed  in  water  after  they  are  brought  to 
equilibrium.  If  the  equilibrium  remains  undisturbed,  the  lead  is  pure.  Other* 
wise  its  degree  of  adulteration  can  be  calculated.  Suppose,  by  the  above  test, 
that  1500  lbs.  of  commercial  lead  is  found  to  be  adulterated  to  such  a  degree  as 
to  require  the  addition  of  10  lbs.  of  lead  weights  under  water  to  produce  equi- 
librium, what  is  the  amount  of  iron  encsiMd  in  the  commercial  lead  {Sp*  Or,  of 
lead  =  ll-i5  j  of  cast  iron  =  7-W)  ? 

Floating  Bodies. 

112.  Supposing  the  specific  gravity  of  a  man,  of  water,  and  of  cork,  to  be 
1*12,  1,  and  0-24  respectively,  what  quantity  of  cork  must  be  attached  to  a  man 
weighing  150  lbs.,  that  he  may  just  float  in  water  ? 

113.  A  cylinder,  whose  length  is  greater  than  its  diameter,  having  a  specifio 
gravity  of  0*63,  floats  in  water,  what  portion  of  the  diameter  of  the  cylinder  ia 
immersed  ? 

114.  What  is  the  bulk  of  a  hollow  vessel  of  copper,  weighing  5  lbs.,  whieb 
just  floats  in  water  ? 

115.  How  much  bulk  must  a  hollow  vessel  of  iron  occupy,  weighing  vne  ton, 
that  it  may  float  with  only  one- half  its  bulk  immersed  in  water  ? 

116.  A  ship  entering  a  river  from  the  ocean  sinks  2  inches,  and  after  dis- 
charging 12,000  lbs.  of  cargo  rises  one  inch ;  what  is  the  weight  of  the  ship  and 
cargo,  reckoning  the  specific  gravity  of  sea  water  1*026  ? 

117.  A  life-boat  contains  100  cubic  yards  of  wood  (Sp.  Gr.  =  0-8),  and  50 
cubic  yards  of  air  (%  Or.  =  0-0012).  When  filled  with  fresh  water,  what 
weight  of  iron  ballast  {Sp.  Or,  =  7*645)  must  be  thrown  into  it  before  it  will 
fink? 

118.  A  parallelepiped  of  ice  whose  dimensions  are  15*75  yards,  20*45  yardsy 
and  10-5  yards,  is  floating  in  sea  water  on  its  broadest  face ;  the  specific  gravity 
of  sea  water  is  1*026,  and  that  of  ice  0*93.  Required  the  height  of  the  ice  aboTa 
the  surface  of  the  water. 

119.  When  two  persons,  A  and  B,  descend  together  to  the  bottom  of  a  lake  ii. 
a  cylindrical  diving-bell,  it  is  observed  that  the  water  stands  1  inch  lower  wiUun 
the  bell  than  when  A  descends  alone ;  the  pressure  of  the  atmosphere  is  eqoAl 
to  a  column  of  water  33  feet  high,  the  diameter  of  the  bell  is  4  feet,  and  the  sor- 
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ft  ^  of  the  water  wiOkin  it»  at  the  bottom  of  the  lake,  is  30  feet  below  the  rarfiue 
01  the  lake ;  find  the  volume  of  B. 

220.  A  piece  of  flint  glaas  weighs  in  air  4320  grains,  and  in  water  it  weighs 
S?  85  grains :  what  is  its  specific  gravity  ? 
131.  Determine  the  specific  gravity  of  granulated  tin  from  the  following  data : 
Weight  of  bottle  filled  with  water  at  60<>  F.,  .    44-378  grammes. 

"        "  tin, 9-431        «' 

"        "  bottle  tin  and  water,      ....    52-515        " 

122.  The  same  specific  gravity  bottle  used  in  the  last  example  is  supplied  with 
7*432  grammes  of  powdered  glass.  The  weight  of  bottle  water  and  powdered 
glass  is  49*859  grammes,  what  is  the  specific  gravity  of  the  powdered  glass  ? 

123.  A  body  weighs  14  lbs.  in  air,  and  9  lbs.  in  water ;  another  body  weighs 
81  lbs.  in  air,  and  7  lbs.  in  water :  what  are  their  respective  specific  gravities, 
and  how  do  they  compare  with  each  other  ? 

124.  The  counterpoise  of  a  Nicholson's  hydrometer  requisite  to  sink  it  to 
sero  weighs  25  grammes ;  with  a  piece  of  brass  on  the  upper  pan  it  requires 
8-171  grammes  to  siuk  it  to  zero,  and  10-241  grammes  when  the  same  piece  of 
brass  is  on  the  lower  pan :  what  is  the  specific  gravity  of  the  brass  ? 

125.  A  Fahrenheit's  hydrometer  weighs  700  grains — to  sink  it  in  water  300 
grains  are  requisite  (volume  of  water  =  to  volume  of  hydrometer  =  1000 
grains),  placed  in  alcohol  132  grains  are  required  to  bring  it  to  sero  (832  grains 
=  volume  of  alcohol  =  volume  of  hydrometer).  What  is  the  specific  gravity 
of  the  alcohol  ? 

Motion  of  Liquids. 

128.  What  volume  of  water  will  fiow  from  an  orifice  2|  inches  in  diameter,  in 
7  seconds,  if  the  centre  of  the  orifice  is  10  feet  below  the  surface  of  the  fluid  ? 

127.  A  vessel  20  feet  deep  is  raised  5  feet  above  a  plane :  how  far  will  a  jet 
reach  issuing  6  feet  from  the  bottom  ? 

128.  A  Jet  of  water  issuing  from  a  vessel,  3  feet  below  the  surface,  and  an 
equal  distance  above  the  horisontal  plane  on  which  it  falls,  is  seen  to  have  a 
horizontal  range  of  2*3  feet;  how  does  the  velocity  of  discharge  compare  with 
the  theoretical  velocity  ? 

129.  A  jet  of  water  issues  from  a  cylindrical  adjutage  2  inches  in  diameter, 
H  inches  long,  with  a  head  of  10  feet.  What  amount  of  water  is  discharged 
per  hour  ? 

130.  What  quantity  of  water  will  be  discharged  per  day  through  a  tube  one 
inch  in  diameter  and  19  feet  long,  under  the  pressure  of  21  feet  head  ? 

131.  If  a  fire-engine  discharges  16-8  cubic  feet  of  water  through  a  }  inch 
pipe  in  one  minute,  how  high  will  the  water  be  projected,  the  pipe  being  directed 
rertically  ? 

Capillarity. 

132.  What  will  be  the  difference  of  level  in  a  glass  tube  ^  inch  diameter, 
bent  in  the  form  of  the  letter  U,  when  one  branch  is  filled  with  mercury  and  the 
ether  branch  with  alcohol  ? 

133.  A  block  of  marble  10  feet  long  and  2  feet  thick  (the  tenacity  of  marble 
being  9000  lbs.  to  the  square  inch),  is  burst  asunder  by  the  capillary  attraction 
of  a  series  of  wooden  plugs.  The  series  of  plugs  being  8  inches  apart,  1  inch 
in  diameter,  and  5  inches  long,  the  plugs  are  driven  dry,  and  afterwards 
allowed  to  ab«orb  water  by  capillarity.  What  height  would  be  required  for  a 
peries  of  columns  of  water,  acting  upon  the  orifices  where  the  plugs  are  inserted^ 
to  prodnoe  a  similar  rupture  of  the  marble  ? 
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CHAPTER  IV. 

OF  ELASTIC  FLUIDS,  OR  GASES. 
Fneomatios. 

I.    DISTHTGUISHIMQ   PROFBRTIKS   OF   GASES. 

252.  Definitions. — Pneumatics  —  Oases,  vapozs, — tension. — 

Pneumatics  (from  lIvtdpLa,  a  spirit  or  breath,)  is  a  subdiTision  of  the 
general  subject  of  Hydrodynamics  (186),  and  is  devoted  to  the  consid- 
eration of  the  properties  of  datdic  fluids. 

Oasts  are  elastic  fluids,  ai$riform,  transparent,  and  usually  colorless 
and  invisible.  The  blue  color  of  the  air  is  due  to  watery  vapor  in  the 
atmosphere.  In  gases,  the  molecular  force  of  repulsion  (146)  prevails 
over  the  force  of  attraction — and  in  the  permanent  gases  this  force  has 
never  been  overcome. 

Vapors  differ  from  gases  chiefly  in  that  they  are  produced  by  the 
action  of  heat  upon  liquids— as  steam  is  produced  from  vrater ;  and  by 
their  returning  again  to  the  liquid  state  at  ordinary  temperatures  by 
the  loss  of  heat. 

Tension  is  an  expression  for  the  tendency  of  a  gas  to  expand ;  the 
degree  of  expansive  force  in  each  gas  being  specific  and  varied  by  tem- 
perature, and  mechanical  means. 

Qa»e»f  nmpU  or  compound, — Of  the  thirty-four  gaseous  bodies  known  in 
chemistry,  four  only  are  simple  or  elementary,  vis. :  oxygen,  nitrogen,  hydrogen, 
and  chlorine.  The  three  first  named  of  these  gases,  together  with  the  compound 
gases,  oxyd  of  carbon  {0  0)  and  the  binoxyd  of  nitrogen  {N  0^),  are  the  only 
aeriform  bodies  which  have  thus  far  resisted  the  united  effects  of  cold  and  pres- 
sure, and  permanently  retained  their  gaseous  state.  Henoe  they  are  called 
permanent  or  incoercible  gams. 

All  other  gases,  whether  simple  or  oomponnd,  have,  by  the  means  named, 
been  coerced  into  the  liquid  or  solid  state,  and  are  henoe  called  non-permanent 
or  coercible  gases. 

253.  Expansion  of  gases.— Expansion  is  the  most  characteristic 
property  of  gases.  This  molecular  force,  for  all  that  appears,  vronld 
separate  the  particles  of  a  gas  indefinitely  through  all  space,  vrere  there 
no  counteracting  causes. 

Under  normal  conditions,  the  atmosphere  is  in  a  state  of  equilibrium 
between  the  earth's  nttraction  and  its  own  expansive  force.     If  we 
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disturb  this  condition  of  equilibrium,  we  see  evidence  of  the  exercise 
of  the  power  of  expansion.    In  fig.  199 

199,  n  moist  bladder,  partly  filled  with 
air,  is  subjected  to  a  partial  vacuum 
under  the  air-bell.  As  the  pressure 
in  the  bell  is  diminished  by  working 
the  air-pump,  the  portion  of  confined 
air  expands,  and  distends  the  flaccid 
bladder  until  it  fills  the  jar.  As  soon 
as  the  equilibrium  of  pressure  is  re- 
stored by  opening  a  communication 
with  the  external  air,  it  contracts 
again  to  its  original  dimensions. 

It  appears,  therefore,  that  gases,  like 
liquids,  are  in  a  state  of  equilibrium, 
the  only  difference  in  the  conditions 
of  equilibrium  being  that,  in  liquids, 
this  state  results  from  the  opposite 
effects  of  the  two  molecular  forces ;  while  in  gases,  the  repulsive  force 
is  held  in  control  by  gravity,  or  some  extraneous  force. 

254.  Mechanical  condition  of  gases. — Perfect  freedom  of  motion 
among  their  particles,  as  a  consequence  of  equilibrium,  brings  gases 
under  the  general  definition  of  fluids.  Being  also  elastic,  ponderable, 
and  impenetrable  (14),  it  follows  that  all  the  characteristic  properties 
of  liquids  already  discussed,  apply  also  to  gases.  Atmospheric  air  is 
the  type  of  permanent  gases.  For  its  chemical  constitution,  reference 
is  made  to  chemistry. 

II.    PROPERTIES   COMMON   TO   BOTH    LIQUIDS   AND  GASES. 

255.  Oases  transmit  pressure  equally  in  all  directions. — The 
theorem  of  Pascal,  already  demonstrated  with  respect  to  liquids  (189), 
is  also  true  of  gases. 

Suppose  the  vessel,  fig.  200,  to  be  filled  with  200 

air  in  the  usual  state  of  tension.  By  its  elas- 
ticity it  exerts  an  equal  pressure  in  all  direc- 
tions; and  by  the  reasoning  in  {  189,  the 
pressure  it  exerts  on  the  pistons  a,  6,  c,  (f,  is 
in  proportion  to  their  areas.  The  same  is 
true  of  any  part  of  the  inner  surface  of  the 
Tessel,  or  of  any  section  of  its  interior. 

If  the  air  within  and  without  the  vessel  has  the  same  tension,  then 
the  pistons  have  no  tendency  to  move,  the  inner  and  outer  pressures 
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ezootly  balancing  each  other.  Any  pressure  applied  apon  either  of 
the  pistons  develops  nn  increase  of  elastic  force  in  the  gaseous  contents 
of  the  vessel,  proportioned  to  the  amount  of  compression.  This  pres- 
sure reacts  on  every  portion  of  the  inner  surface  of  the  vessel,  and  moves 
each  of  the  other  pistons  outwards  with  a  force  proportioned  to  its  area. 

The  chief  difference  between  the  transmission  of  pressure  in  gases  and  liquids 
in,  that  in  gases,  owing  to  their  elasticitj,  the  effects  of  pressure  are  not  felt  at 
long  distances,  so  instantaneously  as  in  liquids. 

The  distribution  of  illuminating  gas  in  cities  through  many  miles  of  pipes, 
illustrates  both  the  law  and  the  exception. 

The  reaction  due  to  elasticity  preyents,  as  is  well  known,  the  driving  of  a 
blast  of  air  in  an  effective  manner  through  small  and  tortuous  passages. 

The  laws  and  illustrations  regarding  the  pressure  and  equilibrium  of  liquids, 
contained  in  gj  191,  102,  193,  and  199,  are  also  true  of  ^es ;  and  it  is  there- 
fore needless  to  repeat  them  in  this  connection. 

256.  The  atmoaphere. — lis  general  phenomena. — A  vast  aerial 
ocean  rests  upjn  the  surface  of  the  earth,  penetrates  even  its  solid 
crust,  and  is  dissolved,  to  a  certain  extent,  in  its  waters.  It  is  composed 
of  the  two  incoercible  gases,  nitrogen  and  oxygen,  in  the  proportion  of 
nearly  four  parts  of  the  first,  to  one  part  of  the  second,  by  measure. 
It  is  held  in  its  place  by  the  force  of  gravitation,  which,  counteracting 
the  molecular  force  of  repulsion,  brings  it  to  equilibrium  at  about  forty- 
five  miles  above  the  earth.  This  height  of  the  atmosphere  has  been 
determined  chiefly  from  the  phenomena  of  refraction,^  as  observed  in 
its  effect  on  the  rising  and  setting  of  the  heavenly  bodies. 

It  is  the  opinion  of  Bunsen  and  others  that  the  atmosphere  extends  to  a  dis> 
tanee  of  about  200  miles,  although  its  density,  above  45  miles,  is  too  small  to 
refract  light  to  such  a  degree  as  to  enable  us  to  observe  it  Many  pneumatic 
experiments  are  thought  also  to  indicate  an  altitude  of  the  atmosphere  exceeding 
45  miles. 

The  atmosphere  partakes  of  the  motion  of  the  earth,  but  its  state  of 
rest,  with  respect  to  bodies  on  the  earth's  surface,  is  disturbed  by  winds 
and  currents,  caused  by  agencies  to  be  considered  hereafter. 

Like  the  ocean,  the  upper  surface  of  the  atmosphere  must,  theoretically, 
have  a  definite  surface,  since  each  particle  is  influenced  by  gravity  in 
^  similai  manner,  and  the  resultant  direction  of  these  actions  at  any 
point  must  be  a  radius  of  the  earth  (199). 

It  follows  from  {  191,  that  each  molecule  of  air  exerts,  at  a  given 
level,  the  pressure  due  to  the  weight  of  a  continuous  line  of  molecules, 
extending  vertically  from  the  point  chosen  to  the  outer  limits  of  the 
atmosphere.  Therefore  its  upward  pressure  (192),  its  pressure  oh  the 
sides  of  any  vessel  (193),  and  its  buoyancy  (205),  are  the  same,  and 
governed  by  the  same  laws  as  those  already  enunciated  for  liquids; 
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provided  always  that  there  is  a  oommniiication,  however  small,  between 
the  outer  air  and  the  interior  of  any  given  vessel. 

257.  Atmospherlo  presaare. — ^The  great  weight,  and  consequent 
pressure  of  the  atmosphere  upon  bodies  near  the  surface  of  the  earth, 
was  unsuspected  by  nmnkind  in  general,  until  Torricelli,  in  1643,  first 
announced  it. 

As  it  is  exerted,  in  obedience  to  the  laws  of  fluid  equilibrium  (199), 
alike  above,  below,  and  on  the  sides  of  all  bodies,  a  man  of  usual  sise 
moves  about  unconscious  that  he  sustains  a  constant  load  of  over  30,000 
pounds,  or  more  than  fifteen  tons.  If  this  pressure  is  partially  re- 
moved from  one  surface  of  a  body,  its  existence  then  becomes  very 
manifest. 
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In  llg.,  201,  the  upper  end  of  an  air-jar  is  hermetically  sealed  by  a  bladder 
■kin  tied  on  when  wet  and  dried.  Its  lower  edge  rests  upon  the  well-ground 
plate  of  an  air-pump.  As  the  air  in  the  jar  is  gradually  exhausted  by  working 
the  pump,  the  surface  of  the  bladder  becomes  more  and  more  depressed,  until, 
finally,  the  membrane  bursts,  with  a  sharp  report,  owing  to  the  pressure  of  the 
atmosphere  resting  upon  it. 

This  experiment  demonslratei  the  downward  pressure  of  the  atmosphere  only. 

lis  upward  pressure  is  illustrated  by  the  apparatus  seen  in  fig.  202. 

A  glass  jar  having  an  open  bottom,  and  sustained  on  a  tripod,  is  covered  by 
an  impervious  eaoutohonc  bag.  When  a  partial  vacuum  is  produced  in  the  jar 
through  the  upper  opening,  the  yielding  bag  rises  and  carries  with  it  the 
weight  which  is  hung  below.  This  heavy  mass  is  sustained  in  mid  air  as  on  an 
•la«tic  spring  by  the  upward  pressure. 

The  upward  pressure  of  the  air  may  also  be  illustrated  by  a  familiar  experi- 
ment with  a  tumbles  Fill  a  tumbler  with  water,  and  lay  over  it  a  piece  of 
paper, — hold  the  paper  In  its  place  by  laying  upon  it  a  board  or  the  palm  of  the 
band, — turn  the  tumbler  bottom  upwards,  and  remove  the  hand  or  board,  the 
20* 
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upward  pressure  of  the  atmosphere  will  then  retain  the  paper  in  its  plaoe,  elosing 
the  tumbler,  and  preventing  the  discharge  of  the  water. 

The  pressure  of  the  air  from  all  sides  is  shown  by  the  well-known 
Magdeburg  hemispheres.  203    ^ 

This  apparatus  is  composed  of  two  hollow  hemi- 
spheres of  brass,  fig.  203,  whose  accurately  fitting 
edges  are  well  greased.  One  of  the  hemispheres  is 
furnished  with  a  stop-cock,  by  which  connection 
is  made  with  an  air-pump.  Placing  this  apparatus 
upon  the  air-pump,  and  exhausting  the  air,  it  will 
be  found  that  the  hemispheres  can  no  longer  be 
separated,  no  matter  in  what  position  they  may  be 
held ;  proving  that  the  atmospheric  pressure  which 
alone  keeps  the  hemispheres  together,  is  exerted  in 
all  directions.  Rings  adapted  to  each  hemisphere, 
enable  two  persons  to  test  their  strength  against 
the  atmospheric  pressure.  Otto  V.  Guerick,  who 
invented  them,  employed  a  pair  which  held  all  the 
power  of  a  strong  team  of  horses. 

These  illustrations,  easily  multiplied  by  the  ingenuity  of  the  teacher,  gire  eri- 
denee  of  the  fact  of  atmospheric  pressure  in  all  directions,  but  do  not  indicate  its 
amount. 

258.  Baoyanoy  of  air. — Bodies  weighed 
in  air  are  sustained  or  buoyed  up  by  a  force 
equal  to  the  weight  of  tfie  volume  of  air  di9' 
placed^  in  accordance  with  the  Archimedean 
principle  (205). 

This  law  is  well  illustrated  by  the  appa- 
ratus seen  in  fig.  204.  A  hollow  globe  of 
brass  is  counterpoised  on  one  arm  of  a  balance 
by  a  brass  weight  at  the  other  end.  Placed 
on  the  plate  of  an  air-pump,  and  covered  by 
a  liell-glass,  the  air  may  bo  removed  from 
contact  with  the  two  masses  previously  in 
equilibrium ;  and,  in  proportion  as  the  vacuum 
is  produced,  the  globe  begins  to  preponderate  by  a  force  as  much 
greater  than  the  action  of  gravity  upon  the  counterpoise  as  the  weight 
of  its  own  volume  of  air  is  greater  than  that  of  the  counterpoise. 

The  brass  and  platinum  weights  used  in  delicate  determinations  of 
weight  are  standards  only  when  in  vacuum.  Let  us  then  represent  the 
various  values  as  follows  : — 

W  =  weight  of  the  body  in  air  as  estimated  by  standard  weights,  and  also 
the  weight  of  the  standard  weights  themselves  in  a  vacuum. 
7*  =  volume  of  the  standard  weights  in  cubic  inches. 
V  --=■  volume  of  the  body  in  cubic  inches. 

HI  =.  weight  of  one  cubic  inch'Of  air  at  the  time  of  the  weighing. 
W  ==  weight  of  the  body  in  a  vacuum — which  we  wish  to  find. 
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We  can  now  easily  deduce  the  following  values:^ 

Pic  =  baojaDCj  of  air  on  the  weights. 

Vw  =  buoyancy  of  air  on  the  body. 

W —  Vw  =z  actual  weight  of  standard  weights  in  air. 

W—  Vw  =  actual  weight  of  body  in  air. 

Since  these  weights  just  balance  each  other,  we  have, 

W—Vw=zW^rw,    or  W^W -^  to  (V—r). 

The  correction  to  (  V — V),  which  must  be  made  to  the  weight  determined  by 
the  balance  in  air  in  order  to  obtain  the  weight  in  a  vacuum,  is  evidently  addi- 
tive when  the  volume  of  the  body  is  greater  than  the  weights,  and  subtractive 
when  these  conditions  are  reversed.  When  the  volumes  are  equal,  the  correction 
becomes  xero,  and  the  balance  yields  the  same  results  in  air  as  in  a  vacuum.* 

If  a  vessel,  whose  capacity  is  100  cubic  inches,  is  exhausted  of  air 
and  weighed,  fig.  205,  and  after  filling  it  with  dry  air  at  the  ordinary 
temperature  and  pressure,  it  is  weighed  again,  it  will  205 

be  found  that  its  weight  is  31*074  grains  mure  than  at. 
first;   that  is,  100  cubic  inches  of  air  weigh  31*074^ 
grains.     Air  is  the  standard  of  comparison  in  density 
for  all  gases  and  vapors. 

259.  Impeuetrability  of  air. — Air  is  impenetrable. 
This  may  be  shown  by  inverting  a  hollow  vessel,  as  a 
tumbler,  upon  the  surface  of  water;  when  pressed 
downward  the  water  will  not  rise  and  fill  the  tumbler, 
because  of  the  impenetrability  of  the  air.  The  diving-^ 
beU  depends  on  this  quality  of  air :  it  consists  of  a  large  j 
bell-ehaped  vessel,  sunk  by  means  of  weights  into  the 
sea,  with  its  mouth  downwards.  Notwithstanding  the  open  month, 
and  enormous  pressure  of  the  sea,  the  water  is  excluded  from  the  bell, 
because  of  the  air  contained  within. 

260.  Inertia  of  air. — ^Wind  is  only  air  in  motion.  If  the  air  Jiad 
no  inertia,  it  would  require  no  force  to  impart  motion  to  it,  nor  could 
it  acquire  momentum.  We  know  that  the  force  encountered  by  a  body 
moving  through  the  air  (that  is,  displacing  the  air),  is  in  proportion  to 
the  surface  exposed,  and  the  velocity  with  which  it  is  moving  (143). 

The  sailing  of  ships,  the  direction  of  balloons,  the  wind-mill,  and  the 
frightful  ravages  of  the  tornado,  are  all  familiar  examples  of  the  power 
of  moving  air,  and  consequently  proofs  of  its  inertia. 

III.    BAROmBTXItS  AND  BALLOONS. 

261.  Torricellian  vacuom. — Meaaore  of  atmoapherio  prea- 
aore. — The  amount  of  pressure  exerted  by  the  atmosphere  was  first 
determined  by  Torricelli,  a  disciple  of  Galileo,  in  1643. 

*  Cooke's  Chem.  Physics,  p.  269. 
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If  a  glass  tube,  aB,  fig.  206,  about  32  inches  in  length,  is  filled  with 
mercury,  and  then  inverted  in  a  vessel  of  the  same  fluid,  the  liquid 
column  will  fall  some  distance,  and  after  several  oscillations  will  come 
to  rest  at  n,  a  height  at  the  level  of  the  sea,  of  about  thirty  inches 
above  the  level,  a  c,  of  the  mercury  in  the  vessel.  206 

The  space  »  B,  above  the  mercury,  is  the  most 
complete  vacuum  attainable  by  mechanical  means, 
and  is  called  the  Torricellian  vacuum.  If,  after 
having  closed  the  mouth  of  the  tube,  we  lift  it  out 
of  the  dish,  we  shall  find  that  the  weight  of  the 
column  of  mercury  pressing  against  the  finger  is 
very  considerable.  When  we  place  the  tube  in  the 
vessel  of  mercury,  we  have  this  same  force  exerted, 
the  column  of  mercury  tending  to  flow  out  of  the 
tube,  and  another  force,  the  weight  and  pressure 
of  the  atmosphere,  tending  to  push  the  mercury  up 
in  the  tube.  The  length  of  the  mercurial  column, 
it  is  evident,  is  in  proportion  to  the  atmospheric 
pressure,  which  under  ordinary  circumstances,  is 
equivalent  to  a  column  of  mercury  thirty  inches  in 
height. 

We  may  now  easily  estimate  the  pressure  on  any  given 
nurface,  as,  for  example,  a  square  inoh.  If  we  should 
take  a  tube  whose  base  is  a  square  inch,  and  repeat  the 
above  experiment,  the  column  a  n  would,  as  before,  be 
sustained  at  a  height  of  thirty  inches ;  but  the  weight 
of  a  column  of  mercury  thirty  inches  in  height  and  one 
inoh  square,  is  very  nearly  fifteen  lbs. ;  therefore  the 
atmospheric  pressure  on  a  square  inoh  is  fifteen  lbs. 
(accurately  14*7225  lbs). 

If  the  tube  were  filled  with  a  liquid  lighter  than  mercury,  a  proportionally 
longer  column  would  be  sustained  by  the  pressure  of  the  atmosphere :  the  length 
of  the  column  being  inversely  as  the  densities  of  the  two  fluids.  If  water,  which 
is  about  13*5  times  lighter  Uian  mercury,  was  used,  the  column  of  water  sustained 
would  be  13*5  times  as  long  as  the  mercurial  column,  or  about  thirty-four  feet. 

262.  Pafloal*s  experiments. — The  experiment  of  Torricelli  excited 
the  greatest  sensation  throughout  the  scientific  world,  and  the  explana- 
tion he  gave  of  it  was  generally  rejected. 

Pascal,  who  flourished  at  that  time,  perceived  its  truth,  and  proposed  to  sub> 
ject  the  experiment  to  a  test  which  must  put  an  end  to  all  fiirther  dispute.  "  If," 
said  Pascal,  *'  it  be  really  the  weight  of  the  atmosphere  under  which  we  live, 
that  supports  the  column  of  mercury  in  Torricelli's  tube,  we  shall  find  by  trans- 
porting  this  tube  to  a  lofUer  point  in  the  atmosphere,  that  in  proportion  as  we 
leave  below  more  and  more  of  the  air,  there  will  be  a  less  column  of  merenry 
sustained  in  the  tube."  Pascal  therefore  carried  a  Torricellian  tube  to  the  top  of 
a  lolly  mountain,  called  the  Pny-de-Dome,  in  Auvergne  (central  France).     It 
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was  found  that  the  oolnmn  gradnallj  diminiahed  in  height  aa  the  eleration  to 
frhich  the  instrument  was  carried  increased.  He  repeated  this  experiment  at 
Uouen  (France),  in  1646,  with  a  tube  of  water,  and  found  that  the  column  was 
sustained  at  a  height  of  about  thirty-four  feet,  or  13*59  times  greater  than  the 
height  of  the  column  of  mercury. 

263.  Constnxotion  of  barometers. — Barometer  is  the  name  given 
to  Torricelli's  tube.  This  instrument  has  different  forms,  according  to 
the  Qse  for  which  it  is  designed.  There  are,  however,  certain  conditions  to 
be  fulfilled  in  the  construction  of  barometers,  whatever  may  be  their  form. 

Ist.  It  is  necessary  that  the  mercury  be  perfectly  pure  and  free  from 
oxyd,  otherwise  it  adheres  to  the  glass;  again,  by  impurities,  its 
density  is  changed,  and  the  height  of  the  column  in  the  barometer  is 
greater  or  less  than  it  should  be. 

2d.  It  is  necessary  that  there  be  a  perfect  vacuum  above  the  surface 
of  the  mercury  in  the  tube ;  for  if  there  be  a  little  air,  or  vapor,  as  of 
water,  the  elasticity  of  these  will  continually  depress  the  mercurial 
column,  preventing  its  rising  to  the  true  height. 

To  obtain  a  perfect  vacuum,  a  small  portion  of  pure  mercury  is  boiled  in  th» 
barometer  tabe,  aqd  when  cooled,  another  portion  207 

of  mercury  is  added,  and  again  boiled,  and  so  on, 
nntil  the  tube  is  full ;  by  this  means  the  air  and 
moisture  which  adhered  to  the  walls  of  the  tube  are 
driTen  out  completely.  The  boiling  must  not  be  too 
long  continued,  otherwise  a  portion  of  oxyd  will 
be  formed,  which  will  dissolve  in  the  mercury  and 
alter  its  density.  The  tube  being  filled,  we  invert 
it  in  a  vessel  of  pure  mercury.  In  order  to  determine 
wheUicr  there  is  not  some  air  or  moisture  in  the 
tube,  we  incline  the  tube  quickly ;  if  the  mercury 
gives  a  dry  metallic  sound  when  striking  the  sum- 
mit of  the  tube,  it  is  a  proof  of  their  absence,  while, 
if  they  be  present,  the  sound  is  deadened. 


264.  Apparatus  illustrating  the  princi- 
ple of  the  barometer. — By  means  of  the  air-     ,, 
pump,  and  the  apparatus  fig.  207,  the  princi- 
ple of  the  barometer  is  beautifully  shown. 

The  apparatus  consists  of  a  large  bell-glass,  B, 
with  two  syphon  barometer  tubes  attached.  One  of 
them,  B,  has  its  cistern  within  the  bell.  The  other 
barometer,  whose  cistern  is  without  the  bell,  com-  «^ 
mnnicates  with  its  interior  by  the  curved  tube  I  <'. 
When  this  apparatus  is  placed  on  the  air-pump,  and 
exhausted  of  air,  the  mercury  in  B  falls  in  proportion  to  the  vacuum  produced, 
and  rises  in  the  tube  C  /,  in  the  same  proportion.  In  B  we  see  the  effect  of  dimin- 
ished pressure,  as  on  a  mountain  or  in  a  balloon ;  in  C  the  pressure  of  the  external 
air  causes  the  mercury  in  it  to  rise,  forming  a  gauge  of  the  exhaustion.  When 
the  air  is  allowed  to  enter,  the  mercury  in  the  tubes  resumes  its  former  position. 
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265   Height  of  the  barometilo  colnmn  at  different  elevations. 

—The  following  table  gives  a  comparative  view  of  the  height  of  mer- 
cury iu  the  barometer  at  different  elevations  above  the  sea. 

At  the  level  of  the  sea,  the  mercury  stands  at        30         inches. 
5,000  feet  above    "  "  "  24-'773      " 

10,000    "     [height  of  Mt.  ^tna,] 

15,000    "     [height  of  Mt.  Blanc,] 
3  miles 

6    "     [above  the  top  of  the  loftiest  mountain,]   8-923 

g    i(  4*866 

15    "  1-448 

266.  Cistern  barometer.— The  cistern  barometer  is 
the  most  simple  form  of  this  useful  instrument.     It  con-  ' 
sists  of  a  Torricelli's  tube  of  glass,  filled  with  mercury 
and  plunged  into  a  vessel  containing  the  same  metal; 
this  vessel  or  cistern  is  of  various  forms. 

That  it  may  be  transported  easily,  the  cistern  ia  divided  into 
two  compartments,  m,  n,  fig.  208 ;  the  upper  division  is  cemented 
to  the  tube,  communicating  with  the  atmosphere  by  the  small 
hole  a.  The  two  compartments  are  united  by  the  narrow  neck 
into  which  the  lower  part  of  the  barometer  tube  enters,  fitting 
closely,  although  not  touching  the  walls ;  leaving  only  so  small 
a  space,  that  capillarity  will  not  allow  the  mercury  to  escape 
from  the  lower  compartment  when  we  incline  the  barometer.  So 
that  in  whatever  position  we  place  it,  no  air  can  enter  the  lower 
end  of  the  tube. 

This  barometer  is  always  fixed  on  a  wooden  support,  at  the 
upper  part  of  which  is  a  graduated  scale,  whose  zero  is  the  level 
of  the  mercury  in  the  cistern.     The  sliding  soUe  •  indicates  the 
level  of  the  mercury  in  the  tube.  There  is  attached 
t(f  barometers  also  a  slider,  moving  by  the  hand 
upon  which  is  a  vtmier,  by  moans  of  which  we 
can  distinguish  rery  small  rariations.     But  the 
level  of  the  mercury  in  the  cistern  varies  as  the 
column  of  mercury  in  the  tube  ascends  or  de- 
scends, for  then  a  certain  quantity  of  mercury 
passes  from  the  cistern  into  the  tube,  or  the  re- 
verse, so  that  the  cero  (the  level)  changing  the 
graduation  on  the  scale,  does  not  indicate  the 
true  height  of  the  barometer. 

Fortin's  barometer. — This  error  is 
avoided  in  the  barometer  of  Fortin,  fig. 
211,  by  means  of  a  cistern  of  peculiar  con- 
struction, shown  in  fig.  209. 

The  lower  part  is  of  deer-skin,  and  is  elevated  or  depressed  by  means  of  the 
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lerew,  C,  pressiDg  the  plate  D  B.  At  the  upper  wall  of  the  cistern  is  fixed  a 
small  irory  needle.  A,  whose  point  corresponds  exactly  to  the  zero  of  the  scale, 
graduated  on  the  case.  At  each  observation  with  this  instrument^  cart  is  taken 
to  make  the  level  of  the  mercury  in  the  cistern, >oorrespond  with  aio 

this  point,  which  is  accomplished  by  turning  the  screw  up  or 
down. 

Vernier. — To  secure  great  accuracy  in  measuring 
the  height  of  the  mercurial  columui  Uie  barometer  is 
famished  with  a  vernier,  B  G,  fig.  210.   Ten  divisions 
on  the  vernier  correspond  with  nine  divisions  of  the 
graduated    scale.     The  vernier    is 
moved  by  a  rack  and  pinion  until  its 
lower  extremity  corresponds   very 
aecorately  with  the  surface  of  the 
mercury  in  the  barometer  tube.    In 
the  figure  the  mercurial  column  is 
seen  to  stand  a  little  above  the  divi- 
sion marked  760.   Counting  upward 
we  see  that  the  seventh  division  of 
the  vernier  is  exactly  opposite  one 
of  the  divisions  on  the  graduated 
•ealow    This  gives  the  small  portion 
of  the  column  above  760  equal  to 
seven-tenths  of  a  division  of  the 
Male,  and  the  height  of  the  column 
ic  read  760*7. 

This  form  of  barometer  has  been 
adopted  by  the  Smithsonian  Insti- 
tution, and  is  made  by  Mr.  Green, 
of  N.  Y. 

267.  The  syphon  baro 
meter,  invented  by  Gay  Lus- 
sac,  consists  of  two  tubes,  fig. 
212,  of  the  same  internal  dimen- 
sions, united  by  a  very  capil- 
lary neck,  both  closed  at  their 
apper  extremities,  the  air  enter- 
ing the  cistern  through  a  small 
hole  at  0.  The  large  tubes  being 
of  the  same  interior  diameter, 
the  capillary  action  is  mutually  destroyed.  The  capillary  tube  is  made 
small,  so  that  when  we  turn  the  instrument  over,  it  remains  full, 
because  of  its  capillarity.  For  measuring  the  height  of  the  mercury, 
there  are  two  scales,  E  and  D,  graduated  in  different  directions,  having 
their  common  sero  at  0,  on  a  line  intermediate  be'tween  the  two  mer- 
eorial  surfaces ;  so  that  by  adding  the  indications  of  these  two  scales, 
we  haye  the  difference  in  the  level  of  the  mercury  in  the  two  tubes. 
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Bat  a  quick  movement,  transportation  in  a  carriage  or  on  honeback,  mmj 
divide  the  mercurial  column  in  the  capillary  tube,  and  thus  allow  the  air  to  pass 
into  the  long  arm,  whereby  the  accuracy  of  the  inatrument  would  he  deetroyed. 

In  order  to  obriate  this  inconvenience,  M.  Bunten  215 

has  modified  the  instrument  as  represented  in  fig.  213. 
The  long  arm  A  drawn  out  to  a  point,  enters  into  and 
is  soldered  to  a  larger  tube,  K,  which  is  attached  to 
the  capillary  tube.     With  this  arrangement,  should 
bubbles  of  air  even  pass  through  the  capillary  tube, 
they  cannot  enter  the  long  arm,  but  are 
retained  in  the  top  of  K.     These  bubbles 
of  air  have  no  influence  on  the  observa- 
tions, and  may  be  driven  out  by  simply 
heating  the  tube. 

268.  "Wheel  barometer.— The 
wheel  barometer  is  an  instrument 
of  DO  scientific  value,  but  has  a  cer- 
tain popular  interest  as  it  purports 
to  declare  the  state  of  the  weather. 
The  apparatus  consists,  figs.  214  and 
215,  of  a  dial  plate  attached  217 
to  a  syphon  barometer  hav- 
ing a  small  cylindrical  cis* 
tern,  upon  whose  surface 
rests  a  float;  this  is  at- 
tached to  a  silk  string,  h  p. 
which  winds  around  a  pul- 
ley, 0,  and  is  terminated 
by  the  counterpoise  P ;  the  ^| 
axis  of  the  pulley  carries 
a  needle,  which  rests  upon 
the  face  of  the  dial  plate. 
When  the  pressure  of  the  atmosphere  changes,  the  column  rises  or  falls 
in  the  tube  accordingly,  and  carries  along  with  it  the  float.  The  pulley 
turns  and  moves  the  needle  to  the  words  rain — fair — changeable,  ^., 
which  are  designed  to  correspond  to  certain  heights  of  the  mercurial 
column. 

269.  Causes  of  error. — In  order  to  obtain  the  true  height  of  the 
mercury  in  a  barometer,  we  must,  after  making  the  observation,  deter- 
mine by  calculation  the  error  caused  by  eapiUariiy,  and  by  the  yariationa 
of  density,  caused  by  changes  of  iempercUure. 

Correction  for*capillarity. — When  the  barometer  tube  is  of  capil- 
lary diameter,  the  surface  of  the  mercury  in  it  becomes  convex  (233) 
and  the  depression  is  greater  by  as  much  as  the  tube  is  more  capillary. 
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Vor  correcting  this  error,  it  is  necessary  to  know  the  diameter  of  the 
taWs  and  then  by  means  of  the  table  (238),  ascertain  the  depression, 
whici  must  always  be  added  to  the  obseryod  height. 

Corraotion  for  temperature. — ^In  all  mercurial  barometers,  we 
most  have  regard  to  the  temperature,  for  as  heat  expands  mercury,  it 
diminishes  its  density,  and  in  conseqnence,  under  the  same  atmospheric 
pressure  the  mercury  would  rise  as  much  higher  as  the  temperature  was 
more  elevated.  Consequently  barometric  observations  cannot  be  com- 
pared, unless  they  were  taken  at  the  same  temperature,  or  are  brought 
by  calculation  to  the  same  standard. 

As  it  is  entirely  arbitrary  what  temperature  shall  be  chosen ;  that  of  melting 
ice  has  geuerallj  been  taken.  A  table  showing  the  expansion  and  oontraction 
of  meronry  at  different  temperatures  may  be  found  in  the  chapter  upon  heat 
The  metalllo  and  aneroid  barometers  have  already  been  described  (163,  164). 

270.  VariationB  of  the  barometric  height. — ^When  we  observe  a 
barometer  during  many  days,  we  notice  that  not  only  does  its  height 
vary  from  day  to  day,  bnt  also  in  the  same  day.  The  amount  of  these 
variations  increases  from  the  equator  towards  the  poles.  The  greatest 
variations  (excepting  extraordinary  cases)  are  6  m.  m.  ('2362  in.)  at 
the  equator;  30  m.  m.  (1*181  in.)  at  the  tropic  of  cancer;  40  m.  m. 
(1-5748  in.)  in  France,  and  60  m.  m.  (2*3622  in.)  25°  from  the  polen. 
The  greatest  variations  take  place  in  winter. 

T%€  m>ean  diurnal  height  is  the  average  of  twenty-four  successive  observations 
taken  from  hour  to  hour.  M.  Ramond  has  found  the  height  of  the  barometer  at 
noon  to  be  the  mean  of  the  day.     The  216 

sMttA  momihly  height  is  the  average  of  the 
thirty  mean  daily  heights  of  a  month. 
The  mea»  annnal  height  is  the  average  of 
the  three  hundred  and  sijcty-five  mean 
daily  heights  of  a  year. 

At  the  equator  the  mean  annual  height 
ifl  768  m.  m.  (29*8i2  in.)  It  moreases, 
passing  from  the  equator,  and  attains  its 
maximum  of  763  m.  m.  (.30*04  in.)  between 
the  latitudes  of  ZQ^  and  40^ ;  it  decreases 
in  more  elevated  latitudes.  The  mean 
monthly  height  is  greater  in  winter  than  in 
snmmer,  because  of  the  cooling,  and  conse- 
qnent  inereased  density  of  the  atmosphere. 

The  soale,  fig.  216,  shows  the  barometric 
variations  of  the  different  months.  Equal 
distances,  taken  on  the  lower  horizontal  J,  /.  m.  a.  m,/.  J,  a.  ».  o.  n.  dL 
line,/— cf,  represent  the  duration  of  the  different  months,  and  the  curved  lines  at 
th«  commencement  of  each  interval,  the  mean  barometric  heights  corresponding 
to  the  successive  months.  We  have  then  curves,  whose  inflexions  make  known 
the  Tariations  of  the  mean  from  one  month  to  another.  The  four  curves  repre- 
21 
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■ont  the  monthly  means  as  observed  at  Galcatta»  C,  at  Harana,  H ;  Paris,  P, 
and  at  St.  Petersburg,  S.  P.  The  differences  of  the  carves  represent,  with 
great  distinctness,  the  differences  of  the  mean  barometric  heights.  Galea tta 
and  Havana,  on  the  same  latitude,  have,  it  will  be  seen,  very  different  monthly 
means. 

VariationB  observed  in  Barometen  are  of  two  kinds. 

Ist.  Accidental  variations,  which  do  not  offer  any  regularity  in  their 
movements,  and  which  depend  on  seasons,  the  direction  of  the  wind, 
and  geographical  position. 

2d.  Diurnal  variations, — It  was  about  the  year  1722,  that  the  hourly 
variations  of  the  barometer  were  proved  to  take  place  in  a  regular 
manner.  From  that  time,  many  observers  have  labored  to  determine 
the  extent  and  the  periods  for  the  different  parts  of  the  earth.  Alex. 
Yon  Humboldt,  with  others,  has  demonstrated  bj  a  long  series  of  very 
accurate  observations  at  the  equator,  that  the  maximum  of  height  cor> 
responds  to  9  o'clock  in  the  morning ;  the  barometer  then  falls  to  its 
minimum  at  four,  or  half  past  fou|  o'clock  in  the  afternoon ;  it  then 
rises,  attaining  a  second  maximum  about  ten  o'clock  at  night.  These 
movements  are  so  regular,  they  almost  serve  to  mark  the  hours  like  a 
clock,  but  they  are  very  small.  M.  Humboldt  found  that  the  distance 
between  the  highest  point  in  the  morning,  and  the  lowest  point  in  the 
afternoon,  was  but  two  m.  m.  In  the  temperate  zones,  these  diurnal 
variations  also  take  place,  but  are  very  difficult  to  ascertain,  because 
of  the  accidental  variations,  so  that  it  requires  extended  and  very  accu- 
rate observations  in  order  to  determine  them.  The  hours  of  the  maxi- 
mum and  minimum  of  the  diurnal  variations,  appear  to  be  nearly  the 
same  in  all  climates,  varying  a  little  with  the  season.  Thus,  in  winter 
(in  France),  the  maximum  is  at  nine  o'clock  in  the  morning,  the  mini- 
mum at  three  o'clock  in  the  afternoon,  and  the  second  maximum  at 
nine  o'clock  in  the  evening.  In  summer,  the  maximum  takes  place 
before  eight  o'clock  in  the  morning,  the  minimum  at  four  o'clock  in 
the  afternoon,  and  the  second  maximum  at  eight  o'clock  at  night.  In 
spring  and  in  autumn,  the  critical  hours  are  intermediate. 

271.  Relation  between  barometrio  changes  and  the  iireather. 

— Those  variations  of  the  barometer  which  are  not  periodic,  are  gene- 
rally supposed  to  be  indications  of  changes  in  the  weather.  For  it  haa 
been  noticed  that  those  days  in  which  the  column  of  mercury  was 
29*72  inches  in  height,  there  was  very  changeable  weather ;  that  in  a 
majority  of  those  days  when  the  mercury  rose  above  this  point,  there 
was  fine  weather  ;  when  it  fell  below  this  point,  stormy  weather,  snow, 
or  rain,  prevailed.  It  is  from  these  coincidences  between  the  height 
of  the  barometer  and  the  state  of  the  weather,  that  there  is  marked  on 
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Uie  scale  or  dial  plate  of  barometers,  at  certain  heights,  the  wordii 
stirmy,  rain  or  snow,  variable,  fine  weather,  &c.,  and  it  is  supposed 
Ihat  when  the  mercury  stands  at  the  height  indicated  respectively  by 
these  words,  we  should  have  corresponding  weather.  Now,  although 
this  may  be  true  to  a  certain  extent,  yet  a  little  reflection  will  show  the 
fallacy  of  such  indications.  The  height  of  the  mercurial  column  varies 
with  the  position  of  the  barometer,  and  consequently  two  barometers, 
in  different  places,  not  upon  the  same  level,  would  indicate  different 
coming  changes.  The  changes  of  weather  are  indicated  in  the  barome- 
ter, not  by  the  actual  height  of  the  mercurial  column,  but  by  its 
changes  of  height 

Rnlea  by  iirhich  coining  changes  are  indicated. — ^The  follow- 
ing rules  may,  to  some  extent,  be  relied  upon  but,  for  reasons  already 
stated,  must  }ye  taken  with  a  considerable  degree  of  allowance. 

1.  The  sudden  fall  of  the  mercury  is  usually  followed  by  high  winds 
and  storms.  ^ 

2.  The  rising  of  the  mercury  indicates  generally  the  approach  of 
fiiir  weather ;  the  falling  of  it  shows  the  approach  of  foul  weather. 

3.  In  sultry  weather,  the  falling  of  the  mercury  indicates  coming 
thunder.  In  winter,  the  rise  of  the  mercury  indicates  frost.  In  frosty 
weather,  its  fall  indicates  thaw,  and  its  rise  indicates  snow. 

4.  Whatever  change  of  weather  follows  a  sudden  change  in  the 
barometer,  may  be  expected  to  last  but  a  short  time. 

5.  When  the  barometer  alters  slowly,  a  long  continuation  of  foul 
weather  will  succeed  if  the  column  falls,  or  of  fair  weather  if  the 
column  rises. 

6.  A  fluctuating  and  unsettled  state  in  the  mercurial  column,  indi- 
cates changeable  weather. 

272.  MeaBore  of  heights  by  the  barometer. — Since  the  level  of 
the  mercury  in  the  barometer  falls,  as  we  ascend  above  the  earth,  we 
see  that  it  is  possible  to  determine  by  barometric  observations,  the  ele- 
vation of  a  mountain,  or  of  any  other  place  above  or  below  the  level 
of  the  sea.  If  the  atmosphere  had  a  uniform  density,  we  could  ascer- 
tain, by  a  very  simple  calculation,  the  height  to  which  the  barometer 
was  raised,  from  the  amount  of  the  fall  of  the  mercurial  column ;  for, 
mercury  being  10,466  times  heavier  than  air,  a  fall  of  one  m.  m. 
(*03937  in.)  of  the  barometric  column,  would  indicate  that  the  column 
of  air  had  diminished  10,466  m.  m.  (412*054  in.),  and  therefore  the 
height  measured  would  be  10,466  m.  m.  But  as  the  atmospheric 
pressure  diminishes  very  rapidly  as  we  ascend,  such  calculations  are 
of  no  value  esscept  for  small  elevations,  and  it  is  necessary  to  deter- 
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mine  the  rate  of  diminution  in  density  of  the  air,  in  proportion  ms  it  in 
further  removed  from  the  earth.  Tables  have  also  been  constructed  by 
which  we  can  easily  calculate  the  level  between  any  two  places,  when 
we  know  the  height  of  the  barometer,  and  the  temperature  of  the 
atmosphere.* 

The  altitude  of  any  place  above  the  level  of  the  sea  may  also  be  cal- 
culated by  the  following  formula,  given  by  Prof.  Guyot,  in  the  tables 
referred  to  below : — 

If  we  caU 

A  =a  the  observed  height  of  the  barometer,  | 

T  =  the  temperatare  of  the  barometer,         V  at  the  lower  station. 

t  =  the  temperatare  of  the  air,  j 

h'  £=  the  observed  height  of  the  barometer,  I 

V  =  the  temperatare  of  the  barometer,       V  at  the  vpper  station. 

I'  =  the  temperatare  of  the  air,  ] 

If  we  make,  further, 

Z  s=z  the  difference  of  level  between  the  two  barometers ; 

L  S3  the  mean  latitude  between  the  two  stations ; 

H  =3  the  height  of  the  barometer  at  (he  upper  station  reduced  to  the  tempera- 
tare of  the  barometer  at  the  lower  station ;  or, 

iy  =  A'  ^1-1-  o-oooo8»6r  (t—  r)}  -, 

The  expansion  of  the  mercurial  column,  measured  by  a  brass  scale,  for  1^ 
Fahrenheit  =»  0-00008067 ; 

The  increase  of  gravity  from  the  equator  to  the  poles  =  0*00520048,  or 
0*00260  to  the  46th  degree  of  latitude ; 

The  earth's  mean  radius  =  20-886,860  English  feet; 

Then  Laplace's  formula,  rednoed  to  English  measures,  reads  as  follows  : — 


A 
Z  =  log.  -  X  <(0168*6  Sng.  feet, 
H 


(■ 
( 


1  -f  0.00260  COS.  2  L 
X  -f  52262 


20886860      '    10443430  i 


s,  in  this  formula,  is  the  approximate  value  of  Z,  as  given  by  that  part  of  the 
formula  preceding  the  parenthesis  in  which  z  is  introduced. 

Heights  may  be  calculated  by  the  above  formula,  but  the  calculation  is  mneh 
facilitated  by  the  use  of  the  Smithsonian  Tables. 

273.  Balloons. —Bodies  in  air  (like  solids  plunged  in  liquids)  lose 
a  part  of  their  weight,  equal  to  the  weight  of  the  air  displaced.  From 
this  it  follows,  that  if  a  body  weighs  less  than  an  equal  volume  of  air 
it  will  rise  in  the  atmosphere  until  it  meets  with  air  of  its  own  density: 
hence,  heated  air,  smoke,  &o.,  rise,  because  they  are  less  dense  thaa 
cold  air. 

Dr.  Black,  of  Edinburgh,  announced  in  1767,  that  a  light  vessel  filled  with 

*  Guyot's  Meteorological  and  Physical  Tables,  Smithsonian  Collections. 
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hydrogen  gas,  would  rise  in  the  air;  and  Cavallo,  in  1782,  oommunioaied  to  the 
Rojal  Society  in  London  the  fact,  that  soap-bubbles,  filled  with  hydrogen,  would 
•aoend  in  the  atmosphere.  The  brothers  Montgolfier,  in  1782,  first  constructed 
balloons.  These  consisted  of  globes  of  cloth,  lined  with  paper.  The  one  that 
they  first  exhibited  publicly,  was  a  globe  about  thirty  feet  in  diameter,  open  at 
Uie  lower  part,  below  which  was  placed  a  fire.  This,  expanding  the  air  within 
Uie  globe,  diminished  its  density,  and  the  balloon  rose  to  a  height  of  nearly  a 
mile.  Hot-air  boUoOna  are,  therefore  (in  allusion  to  their  inyentors),  usually 
called  Montgolfiers.  Balloons  filled  with  hydrogen  were  first  introduced  by  Mr. 
Charles,  professor  of  physics  in  Paris,  in  1782 ;  and  in  November  of  the  same 
year,  Pilatre  de  Hosier  made  the  first  aerial  voyage,  in  a  balloon  filled  with  hot 
air.  The  ascension  took  place  from  Boulogne.  Soon  after,  Messrs.  Charles  and 
Eobcrt,  in  the  garden  of  the  Tuilleries,  repeated  the  same  experiment  in  a  bal- 
loon filled  with  hydrogen  gas.  At  this  epoch,  aerial  voyages  multiplied.  In 
January,  1784,  seven  persons  rose  from  Lyons,  three  from  Milan,  4&c. ;  and  soon, 
so  familiarized  were  the  public  with  this  method  of  navigating,  that  it  was  not 
ttaeommon  for  people  to  ascend  in  a  balloon  which  was  restrained  from  going 
too  far  by  means  of  a  oord  ,*  when  the  adventurers  bad  attained  a  certain  height, 
the  balloon  was  drawn  down  by  means  of  the  cord,  and  other  voyagers  took 
their  place. 

Oay  Lttssac,  September  16,  1804,  made  an  ascent  remarkable  for  the  facts 
with  which  it  enriched  science,  and  for  the  height  which  was  attained,  namely 
7016  metres,  or  about  23,019  feet.  In  those  elevated  regions,  Qay  Lussac  found 
respiration  and  the  circulation  of  the  blood  much  accelerated,  because  of  the 
rarefaction  of  the  atmosphere;  his  heart  making  120  pulsations  in  a  minute, 
while  66  was  its  normal  rate.  He  also  collected  there  specimens  of  air  fur 
ehemical  analysis,  and  determined  "the  cold  of  space. 

ConBtmotion   and    fill-  217 

ing  of  balloonf. — Generally 
the  balloon  is  pear-shaped. 
It  is  made  of  a  material  imper- 
Tious  to  hydrogen  gas,  often 
of  strips  of  taffeta  sewed  to- 
gether, and  covered  with  a 
Tarnish,  composed  of  linseed 
ml  and  caoatchoac,  dissolved 
in  essence  of  tarpentine,  or 
of  a  tissve  formed  of  a  layer 
of  caontchoac  interposed  be- 
tween two  layers  of  taffeta, 
and  called  mackinioih. 

To  fill  the  balloon,  A,  fig.  217, 
an  aperture  at  its  lower  end  is  placed  in  communication,  by  means  of  a  tube, 
T,  with  vessels,  I  f,  generating  hydrogen  (from  the  action  of  dilute  sulphuric 
acid  on  iron).  When  the  balloon  is  suflSciently  filled,  the  aperture  is  closed. 
Suspended  by  means  of  a  net-work  of  ropes  covering  the  whole  apparatus,  is  a 
boat  fonned  of  wicker-work,  for  the  reception  of  the  aeronauts,  fig.  218.  At  the 
upper  part  of  the  balloon  is  a  valve,  which  the  manager  may  open  or  shut  at 
21* 
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pl«ft>8ure  hy  means  of  a  cord.    As  iUaminating  gas  can  Qsually  be  procured  more 
easily  than  hydrogen,  it  is  frequently  used  by  aeronauts ;  but  being  at  least  seres 
times  more  dense  than  pure  hydrogen,  the  balloon  require  to  be  of  a  correspond- 
ingly larger  sixe,  in  order  to  obtain  the  same  aacensional  force. 
218  219 


The  balloon  must  not  be  completely  filled,  for  the  atmospheric  pres- 
sure diminishing  upwards,  the  gas  in  the  interior  will  expand  in  a  like 
ratio,  and  tend  to  burst  the  balloon.  A  number  of  fatakacoidents  have 
taken  place  from  this  cause. 

When  the  aeronaut  wishes  to  descend,  he  pulls  the  cord  which  opens 
the  valve  in  the  upper  part  of  the  balloon,  and  thus  the  hydrogen 
escapes,  and  the  balloon  comes  down.  If  he  wishes  to  ascend,  he 
throws  out  bags  of  sand  which  he  has  taken  up  with  him,  and  the  bal- 
loon, becoming  thus  lighter,  rises  to  a  correspondingly  greater  height 

Paraohnte. — Aeronauts  often  abandon  their  balloons,  and  descend 
in  a  parachute.  This  apparatus  is  composed  of  strong  cloth,  and  when 
extended,  has  the  appearance  of  an  umbrella,  fig.  219,  with  this  differ- 
ence, that  the  whale-bones  are  replaced  by  cords,  sustaining  a  small 
boat,  in  which  the  aeronaut  places  himself.  There  is  a  small  chimney, 
or  hole,  in  the  top  of  the  parachute,  in  order  to  allow  the  air,  which 
would  accumulate,  to  escape  regularly,  otherwise  it  would  escape  fitfully 
by  the  sides,  throwing  the  apparatus  violently  around,  to  the  imminent 
peril  of  its  occupants. 

IV.    COMPRESSIBILITY  OF  OASES. 

274.  Mariotte*8  law. — Boyle  and  Mariotte  discovered  the  law  of 
the  compression  of  ^^ases,  which  is  as  follows : — 
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Ai  the  same  temperature,  the  volume  occupied  by  the  same  bulk  of  air, 
u  in  inverse  ratio  to  the  pressure  which  it  supports.  From  which  it 
follows,  that  the  density  and  tension  of  a  gas  are  proportional  to  the 
pressure. 

Let  V  and  P  represent  the  volume  of  a  gas  at  different  pressures 
Pand  F^,  and  D  and  IX  the  different  densities.    Then 

F:P^  =  P':P,    whence  7^=  r^  and  P'  =  P^. 

Diiy^PiP",    whence  Zy  =  2>^  and  P  =  F^. 

Xbqperimental  ▼erification  of  Mariotte*8  Law. 
In  order  to  verify  this  law,  the  apparatus  called  Mariotte's  tube  is 
employed.  To  an  upright  support  of  wood  is  attached  a  bent  tube,  fig. 
220,  whose  two  vertical  branches  are  unequal  in 
length.  The  longer  limb  is  open  at  the  top,  and  fur- 
nished with  a  scale  which  indi- 
cates heights ;  the  shorter  is  closed 
at  the  top,  and  is  divided  into 
parts  of  equal  capacity.  Mercury 
is  poured  into  the  tube  so  that  the 
level  of  the  liquid  in  the  two 
branches  is  found  on  the  same 
horiiontal  line,  la.  The  air  in 
the  shorter  limb  then  occupies  a 
definite  volume,  indicated  by  the 
graduation.  If  more  mercury  is 
^ded,  until  the  measured  volume 
of  air  is  reduced  one-half,  as  from 
ten  to  five,  occupying  only  the 
space  above  V,  and  we  now  mea- 
sure the  difference  of  level  between 
the  two  surfaces  of  mercury,  vis. : 
a'  h,  we  shall  find  that  it  is  the 
same  as  the  height  of  the  baro- 
metric column.  That  is,  the  pres- 
sure of  the  column  of  mercury  in 
the  Mariotte's  tube  is  equivalent 
to  one  atmosphere ;  adding  this 
pressure  to  that  which  the  atmo- 
sphere exerts  on  the  mercury,  we 
have  the  air  subjected  to  double  of  its  usual  pressure,  and  it  is,  oonse- 
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quentlj,  reduced  in  volume  one-half.  If  we  subject  it  to  a  pressure  ot 
three  atmospheres  it  will  be  reduced  to  one-third ;  of  four  atmospheres, 
to  one-fourth  of  its  original  bulk,  &o.  By  this  law,  at  a  pressure  of  814 
atmospheres  air  would  become  as  dense  as  water. 

The  law  of  Mariotte  mmy  also  be  verified  for  pressures  less  than  one  atmo- 
sphere, by  asing  a  barometer  tube,  aboat  two-thirds  filled  with  mercury,  aod 
inverted  in  the  deep  cistern,  fig.  221,  filled  with  mercury.  Sinking  the  tobe  to 
such  a  depth  that  the  level  of  the  meronry  within  and  without  is  the  same ;  the 
contained  air  is  under  the  pressure  of  one  atmosphere,  and  oocupies  a  known 
volume.  If  the  tube  is  now  raised  until  by  a  diminution  of  pressure  the  given 
volume  of  air  is  doubled,  it  will  be  found  that  the  length  of  the  mercurial  column 
in  the  tube  is  half  that  in  the  barometer :  that  is,  the  air  under  a  pressure  of  one- 
half  an  atmosphere  has  doubled  its  volume.  The  volume  here,  as  in  the  other 
case,  is  in  inverse  ratio  to  the  pressure. 

275.  Experiments  of  Despretm. — Mariotte's  law  was  generally 
received  as  correct,  until  Desprets,  not  doubting  its  correctness,  so  iir 
as  air  was  concerned,  undertook  to  test  this  law  in  its  application  to 
other  gases.     For  this  purpose  he  filled  several  tubes  of  the     223 
same  height  with  different  gases,  and  inverted  them  in  a  vessel 
of  mercury,  placing  behind  them  a  graduated  scale,  as  shown 
in  fig.  222.    This  apparatus  was  then  introduced  into  a  glass 
cylinder  filled  with  water,  and  subjected  to  pressure  by  means 
of  a  forcing-pump. 

As  the  pressure  increased,  the  height  of  the  mercury  in  the 
different  tubes  varied,  as  shown  in  the  figure,  and  this  variation 
increased  with  the  pressure.  Carbonic  acid,  sulphuretted  hy- 
drogen, ammonia,  and  cyanogen  were  compressed  more,  and 
hydrogen  less,  than  common  air.  These  experiments,  in  which 
the  probability  of  error  is  extremely  small,  show  that  each  gas 
has  a  special  law  of  compressibility,  differing  more  or  less  from  the  law 
announced  by  Mariotte. 

A  series  of  very  accurate  experiments,  subsequently  conducted  by  Povillet, 
by  a  difierent  method,  confirmed  the  results  of  Desprets,  who  had  aanoancad 
the  unequal  compressibility  of  different  gases. 

276.  Bzperimenta  of  Regnanlt.* — Mariotte's  law  has  been  subgeeied 
to  the  test  of  very  careful  and  repeated  experiments  by  Bnlong,  Arago,  and 
others.  But  the  most  complete  and  reliable  experiments  are  those  conducted  by 
Regnault 

Regnault  kept  the  column  of  gas  upon  which  he  was  experimenting  at  a  uni- 
form temperature  by  a  stream  of  cold  water  flowing  through  a  cylinder  which  sur- 
rounded the  tube  of  condensed  air  or  other  gas.  The  utmost  precaution  was  taken 
to  remove  every  trace  of  moisture  from  the  gases  employed.  The  temperature 
and  atmospheric  pressure  were  carefully  noted  at  every  experiment,  and  due 


*  M^moires  de  TAoad^mie  des  Sciences,  Tom.  XXL,  p.  329. 
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allowanoe  made  for  their  changes.  The  temperataie  of  the  column  of  mercury 
employed  to  measare  the  pressure  was  note^y  and  the  height  of  the  column  cor- 
noted  accordingly.  Finally  the  condensation  of  the  mercurial  column  due  to 
its  own  weight  was  also  considered,  and  erery  possible  precaution  was  observed 
to  secure  the  utmost  accuracy  in  the  experiments. 

Results  obtained  by  Regnanlt. 

The  following  table  gires  some  of  the  principal  results  obtained  by  Regnanlt. 

Let  P  represent  the  pressure,  when  any  gas  occupies  a  Tolume  F,  and  f*'  the 

pressure  when  the  volume  of  the  same  gas  is  V.   If  Mariotte's  law  were  strictly 

PV 
correct,  we  should  have  PF  equal  to  P'F,  or  — -  ought  to  be  equal  to  unity. 


Air. 

Nitrogen. 

Ckrhonic  Aoid. 

P 

PV 
P'V* 

P 

PV 

P'Y' 

P 

PV 

OLIIL 

738-72 
4209-48 
8177  48 
9336-41 

1-001414 
1-002765 
1003253 
1006366 

m.  m. 

753-46 
4953-92 
8628-54 
10981-42 

1-000088 
1-002952 
1-004768 
1-006456 

m.m. 

764-03 
3186-13 
9351-72 
9619-97 

1-007597 
1-028698 
1-045626 
1-155865 

Hydrogen. 


PV 

fV 


i 


221118 
284518 
9176-50 


0-9d8684  j 
0-996121  I 
0-992933  I 


PV 
We  here  see  that  in  the  four  gases  examined,  the  ratio  -— -  was  found  very 

nearly  equal  to  unity,  showing  that  though  Mariotte's  law  is  not  absolutely  true, 
it  is  saiBeiently  aoenrate  for  most  purposes. 

In  the  ease  of  air,  nitrogen,  and  carbonic  acid,  the  compressibility  augments 
more  rapidly  than  the  increase  of  pressure,  while  in  the  case  of  hydrogen  the 
compressibility  diminishes.  It  has  also  been  ascertained  that  the  rate  of  com- 
pressibility for  any  gas  varies  with  the  temperature.  Por  example,  oarbonio 
•cid  at  212**  F.  agrees  almost  exactly  with  Mariotte's  law. 

277.  Qeneral  oonolusions  on  the  oompressibility  of  gases. — 
From  a  careful  consideration  of  all  the  experiments  upon  the  conden- 
sation  of  gases,  it  seems  reasonable  to  conclude  that : — 

Ist  There  is  some  temperature,  differing  for  different  gases,  at  which 
the  compressibility  of  gases  corresponds  with  Mariotte's  law.  That  at 
higher  temperatnres  the  compressibility  diminishes,  and  at  lower  tem- 
peratures the  compressibility  increases. 

2d.  Almost  all  gases,  by  a  certain  amount  of  pressure,  are  liquefied, 
and  it  is  found  that  their  compressibility  increases  very  rapidly  near  the 
point  of  liquefaction.    * 

Although  these  conclusions  are  based  upon  the  analogies  of  Boienoe, 
and  apparently  indicated  by  experiments,  yet  further  observations  are 
required  for  their  confirmation. 
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y.    INSTRUMENTS  DBPSNDING  ON  THE  PROPERTIES  OF  OASES. 

278.  Manometers. — MaDometers  are  instrumeats  deaigned  to  mea* 
Bure  the  tension  of  gases  or  vapors  above  the  atmospheric 
pressure.  The  unit  of  measurement  which  has  been  chosen 
for  these  instruments  is  the  pressure  of  the  atmosphere, 
which,  at  the  level  of  the  sea,  is  (261)  equal  to  about  15  Ibe. 
to  the  square  inch,  and  therefore  a  pressure  of  two  or  of  three 
atmospheres  signifies  a  pressure  of  30  lbs.  or  of  45  lbs. 
Manometers  are  of  very  various  construction,  two  of  which 
will  be  mentioned,  namelj : — 

279.  1st.  Manometer  with  free  air.— This  consists  of 
a  glass  tube,  B  D,  fig.  223,  open  at  both  ends,  placed  in  a 
cistern  of  mercury,  to  which  it  is  cemented.  The  cistern  is 
oonneoted  with  an  iron  tube  A  C.  By  this  tube  the  pressure 
of  the  fluid  is  transmitted  to  the  mercury.  The  gases  whose 
tension  we  wish  to  find,  being  often  of  a  temperature  suffi- 
ciently high  to  melt  the  cement  attached  to  the  apparatus, 
the  tube  A  G  is  filled  with  water,  which  receives  the  pres- 
sure, direct,  and  transmits  it  to  the  mercury. 

In  order  to  gradaate  this  instniment,  A  being 
open  to  the  atmosphere,  that  point  where  the 
mercury  rests  in  the  tnbe  is  marked  1  (one  atmo- 
sphere). At  distances  of  thirty  inches,  the  num- 
bers 2,  3,  Ac,  are  marked,  which  indicate  the 
number  of  atmospheres,  for  it  will  be  remembered, 
that  a  column  of  mercury  thirty  Inches  in  height 
represents  the  atmospheric  pressure.  The  appa- 
ratus being  placed  in  connection  with  a  steam- 
boiler,  we  ascertain  the  pressure  to  which  it  is 
subjected  by  the  height  to  which  the  mercury 
rises  in  B  D ;  if  to  2*5,  the  pressure  is  2*5  atmo- 
spheres, or  37i  lbs.  to  the  square  inch. 

280.  2d.  Manometer  with  com- 
preBsed  air. — This  form  of  the  instrument 
consists  of  a  glass  tube  filled  with  dry  air, 
placed  in  a  cistern  of  mercury,  to  which  it 
is  cemented.  This  by  a  lateral  tube,  A,  fig 
224,  communicates  with  the  vessel  contai 
ing  the  elastic  fluid  to  be  gauged. 


m 


In  order  to  graduate  the  manometer,  such  a 
quantity  of  air  is  placed  in  the  tube,  that  when  A 
communicates  with  the  atmosphere,  the  lerel  of  the  mercury  is  the  same  in  the 
tube  as  in  the  cistern.  At  this  point,  therefore,  1  is  marked  upon  the  scale, 
Following  Mariotte's  law,  it  might  be  supposed  that  we  should  mark  for  two 
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Atmospheres,  si  a  point  in  the  middle  of  the  tube,  but  when  the  column  of  air  is 
reduced  half,  the  tension  of  two  atmospheres  is  increased  bj  the  weight  of  the 
column  of  mercury  raised  in  the  tube,  and  therefore  the  middle  point  of  the  tube 
would  represent  a  pressure  greater  than  two  atmospheres.  The  true  position  for 
the  second  mark  is  at  a  point  a  little  below  the  middle  of  the  tube,  where  the 
elastic  force  of  the  compressed  air,  added  to  the  weight  of  the  column  of  mer- 
cury, is  equal  to  two  atmospheres. 

The  true  position  of  the  points,  indicating  3, 4,  Ac,  atmospheres,  is  determined 
on  the  scale  of  the  manometer  by  calculation.  This  is  not  a  very  desirable  form 
of  manometer,  because  the  volume  of  air  growing  smaller,  the  divisious  must 
continually  diminish  in  size,  and  therefore,  eren  considerable  rariations  o{  pres^ 
sure  are  not  easily  obserred  in  the  upper  portion. 

Bourdon's  metallic  barometer,  described  in  {  163,  is  muoh  used  as  a 
manometer  or  gauge  fur  steam-boilers.  It  is  sometimes  called  Asb- 
crofi's  gauge,  and  is  the  best  instrument  in  use  for  the  purpose. 

[For  the  diffusion,  effusion,  and  transmission  of  gases,  the  mixture 
of  gases  and  liquids,  and  the  absorption  of  gases,  see  the  Author's 
**  Chemittry."] 

281.  Bellows. — The  most  oommon  instrument  for  producing  a  cur- 
rent of  air  18  the  ordinary  bel-  •  126 
loiwa,  fig.  225,  consisting  of  two 
leaves  of  wood  united  by  leather, 
aod  terminating  in  a  metallic 
tube  t,  A  valve  s  is  placed  in 
the  lower  leaf,  opening  up- 
wards. 

When  the  leaves  are  pressed  together,  the  valve  •  closes,  and  the  contained 
air  etoapea  through  (.     But  when  the  226 

leaves  are  separated,  air  rushes  in 
through  the  valve  and  also  through 
the  tube,  through  which  last  it  is  again 
ejected  upon  pressing  the  leaves  to- 
gether. 

Bellows  with  a  continaoim 
blast. — ^In  the  ordinary  bellows, 
the  blast  of  air  is  intermittent. 
Where  a  continuous  jet  is  wanted, 
ii!«  at  a  smith's  forge,  a  double 
blast  bellows  is  used,  fig.  226. 

This  consists  of  three  pieces  of  wood, 
of  which  one,  D,  is  immovable,  the 
others  are  connected  with  this  by 
means  of  lesther.  The  apparatus  is 
divided  into  two  compartments,  U  V.  The  blast-pipe  communicates  with  tho  one 
above;  in  the  lower  one,  air  is  introduced  through  the  lower  valve,  S.     When 
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the  lerer  ia  drawn  down,  as  shown  by  the  arrow,  the  valve  S  closes,  and  th« 
air  being  compressed,  passes  into  U  throagh  the  valves  r  r,  raising  C  B,  and  par- 
tially escaping  through  the  tube.  With  the  reverse  motion  (accelerated  by  the 
weight  P),  the  valves  r  r  close,  and  the  exterior  air  enters  V  by  the  valve  6. 
During  this  time,  the  upper  weight,  P^  causes  C  B  to  descend,  and  thus  there  is 
continually  an  escape  of  air  by  the  blast-pipe.  The  weight  may  be  replaced  by 
a  spring. 

282.  Furnace  blowezs. — In  blast,  or  high  furnaces,  blowing  ma- 
chioes  are  employed,  by  means  of  which  a  large  volume  of  ur  is  forced 
into  the  fire ;  these  machines  are  of  very  various  construction. 

Fig.  227  represents  one  of  them ;  it  consists  of  a  cast  iron  cylinder,  contaioing 
a  piston,  p,  of  which  the  rod,  t,  passes,  air  tight,  through  a  packing-box.  d; 
there  are  four  valves,  two  of  which  227 

a  a'  opening  inwards,  draw  in  air ; 
the  air  passes  out  through  the 
valves  b  h'  which  open  outwards. 
The  piston  is  set  in  motion  by 
a  steam-engine  or  water-wheel; 
during  its  dfeent  the  valves  a  and 
h'  only  are  opened;  through  the 
first,  air  is  drawn  in,  throi^h  the 
second,  it  is  expelled ;  during  the 
atetnt  of  the  piston,  the  other 
valves  a'  and  h,  act  in  the  same 
manner.  The  expired  and  com- 
pressed air  is  received  into  the 
tube  g  A,  through  which  it  is  con- 
veyed to  the  furnace.  In  the  great 
blowing  machines  at  Scran  ton.  Pa. 
the  blast  is  used  under  a  pressure 
of  five  pounds  to  the  square  inch, 
driven  by  two  engines  of  1200 
horse  power  each. 

283.  ZSsoape  of  compressed  gases.— -When  a  compressed  gas 
escapes  from  an  opeqing  in  a  thin  wall,  the  velocity  of  its  escape 
depends  on  the  difference  of  the  interior  and  exterior  pressures,  and 
on  the  density  of  the  gas  passing  out.     It  has  been  proved, 

1.  That  with  the  same  gas  at  the  same  temperaturej  the  velocity  of  flow 
into  a  vacuum  is  the  same  at  any  pressure. 

That  is,  if  we  had  a  vessel  filled  with  air,  compressed  at  1,  2, 3,  or  1000  atmo> 
spheres,  and  allowed  it  to  escape  by  a  small  orifice,  the  velocity  of  its  flow  would 
be  the  same  during  the  whole  time  of  its  discharge.  But  the  quantity  of  the 
gas  that  could  escape  in  the  same  time  would  vary,  being  evidently  proportional 
to  the  density  of  the  gas,  that  is,  to  the  pressure.  If  the  escape  took  place  in  a 
gas,  as  air,  instead  of  in  a  vacuum,  the  velocity  is  then  proportional  to  the  dif- 
ference between  the  elastic  force  of  the  interior  and  exterior  air. 

2.  Tfie  velocity  of  the  escape  of  gases  into  a  vacuum  is  in  inverse  ratio 
to  thf.  square  foot  of  their  densities. 
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Where  the  gas  escapes  through  long  tubes  instead  of  through  orifices  in 
&  thin  wall,  the  velocity  is  very  much  diminished,  because  of  the  friction, 
and  is  less  in  proportion  as  the  tube  is  longer  and  its  diameter  smaller. 

284.  Pnenmatic  ink-bottle. — In  the  pneumatic  ink-bottle,  fig. 
228,  the  ink  in  the  tube  c  is  kept  constantly  at  nearly  the  same  level. 
By  inclining  the  bottle  it  may  be  filled  as 
seen  in  A.  The  ink  in  A  tends  to  force  itself 
in  the  tube  C,  but  is  opposed  by  the  atmo- 
spheric pressure,  which  is  much  greater  than 
the  pressure  of  the  column  of  ink  in  A.  As 
the  ink  in  C  is  consumed,  its  surface,  falling, 
will  allow  a  small  bubble  of  air  to  enter  A, 
where  it  will  exert  an  elastic  pressure,  and  cause  the  ink  in  C  to  rise  a 
tittle  higher.  This  effect  will  be  continually  repeated  until  the  bottle 
is  emptied  of  ink.  Bird-cage  fountains  are  constructed  on  a  similar 
principle. 

285.  The  syphon. — The  syphon  used  for  decanting  liquids,  depends 
for  its  operation  on  the  principle  of  atmospheric  pressure.  It  consists 
of  a  bent  tube,  b  I/,  fig.  229,  having  one  of  its  arms  longer  than  the  other. 
It  may  be  filled  by  turning  it  over,  and  pour- 
ing the  liquid  in,  or  by  immersing  the  shorter 
arm  in  a  vesssel  of  water,  and  applying  the 
mouth  at  y;  upon  exhausting  the  air,  the 
water  will  be  forced  up  by  atmospheric  pres- 
sure, to  supply  the  place  of  the  air  withdrawn, 
and  there  will  then  be  a  continual  discharge 
until  the  vessel  is  emptied. 
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The  two  branohes  being  filled  with  liquid,  the 
pret8are«  exerted  at  the  points  b  and  n  will  be 
eqnal,  for  they  are  on  the  same  level ;  bnt  the  pres- 
rare  exerted  at  b'  will  be  greater,  because  of  the 
column  n  h',  and  the  liquid  will  escape  from  this  ^^ 

long  branch  because  of  this  excess  of  pressure,  and  will  draw  after  it  the  liquid 
m  the  shorter  branch ;  if  the  end  of  this  be  immersed,  there  will  be  a  continual 
discharge  as  long  as  6  is  below  the  surface  of  the  liquid,  for  the  atmospheric 
pressure  will  cause  the  liquid  to  ascend,  to  supply  the  plaoe  of  that  which  is 
passing  out ;  otherwise  there  would  be  a  vacuum  produced. 

It  is  evident  that  water  could  not  be  raised  by  means  of  a  syphon 
more  than  thirty-four  feet :  for  a  column  of  water  of  that  height  is  in 
eqailibriam  with  the  pressure  of  the  atmosphere  (261).  The  velocity 
of  the  flow  from  a  syphon  will  be  the  same  as  if  the  liquid  fell  freely 
from  a  height  equal  to  the  distance  between  the  level  of  the  liquid  in 
the  vessel  and  the  end  of  the  long  arm.  To  avoid  the  necessity  of  filling 
22 
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a  syphun  by  pouring,  the  form  represented  in  fig.  230  is  employed.  To 
use  this  instrument,  the  open  end,  6^,  of  the  longer  limb  is  closed  by  the 
finger,  while  a  partial  vacuum,  created  by  sucking  at  the  small  ascending 
tube,  i  a,  occasions  the  liquid  to  pass  over  as  in  the  ordinary  syphon. 

Intermittent  syphon.  Tantalos'  vase. — ¥ig.  231  consists  of  a 
vessel,  A,  containiDg  a  sjphon,  of  which  one  of  the  branches  opens  below  the 
bottom  of  the  vessel ;  the  other  is  curved.  When  water  is  poured  into  the  vessel 
A,  it  will  rise  to  the  same  height  in  the  interior  231  232 

of  the  tube  as  it  attains  ontside.  The  tube  will 
not  act  as  a  syphon  until  the  vessel  is  filled  to 
the  height  n,  but  when  it  reaches  that  point,  i 
the  water  will  flow  through  a  into  the  long 
branch,  filling  it  completely,  and  the  syphon 
being  now  supplied,  will  discharge  water  until 
the  vessel  is  emptied.  The  syphon  may  be 
concealed  in  a  little  image,  fig.  232,  B,  repre- 
senting TantAlus,  so  that  just  before  the  water 
touches  bis  lips  the  syphon  is  filled,  and  the 
vessel  is  emptied. 

286.  Intermittent  springs. — There  exist  in  nature  intermittent 
springs,  the  water  flowing  regularly  for  a  time,  and  then  suddenly 
ceasing.  In  these  springs  the  opening, 
as  at  a,  fig.  233,  communicates  with  a 
subterranean  cavity,  C,  by  means  of  a 
channel,  anb,  which  has  the  form  of  a 
syphon.  This  cavity  is  gradually  filled, 
until  at  last  the  water  attains  the  level 
11  n,  when  the  syphon  is  filled,  and 
the  water  escapes.  If  the  syphon  dis- 
233 
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charges  the  water  faster  than  it  flows  into  C,  after  a  time  its  level  wuuld 
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be  lowered  to  6 ;  air  would  then  rush  in  by  the  syphon,  the  flow  of  water 
wuuld  cease,  and  would  not  recommence  until  it  had  again  attained  the 
level «  n. 

Intermittent  fountain. — The  intermittent  fountain  consists  of  a 
reMei  of  glass,  C,  fig.  234,  whose  aperture  for  the  admission  of  water 
is  hermetically  sealed  by  an  accurately-ground  stopper. 

A  glftM  tube  A,  passes  through  the  vessel  C,  its  upper  end  terminating  above 
the  surface  of  the  liquid ;  its  lower  end  rests  in  a  copper  cistern,  B,  which  has  a 
small  aperture  for  the  escape  of  water.  The  globe  being  partially  filled,  the 
water  eeeapea  through  the  capillary  orifices  of  the  tube  at  J>,  in  consequence  of 
the  atmospheric  pressure  transmitted  through  the  lower  end  of  the  tube  A. 
When  the  end  of  this  tube  becomes  covered  with  water,  which  after  a  time  hap- 
pens (because  the  orifice  in  the  cistern  B  does  not  allow  so  great  a  flow  of  water 
as  can  escape  from  the  tubes  at  D),  the  exterior  air  cannot  enter  the  globe,  and 
in  consequence  the  flow  ceases.  The  water  continuing  to  escape  from  J),  in  a 
iitUe  time  the  surface  is  so  much  lowered,  that  the  end  of  the  tube.  A,  is  out  of 
water;  the  air  then  entering  the  globe,  the  escape  recommences,  and  so  continues 
at  intervals  until  G  is  emptied  of  water. 

28Z.  Air-pomp. — The  air-pump,  designed  to  produce  a  vacuum  in 
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■ity  oonilned  space,  was  invented  by  Otto  v.  Gnericke,  burgomaster  of 
Magdeburg,  in  1650.    Fig.  235  ezhibito  a  very  excellent  form  of  the 
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air-pump,  manufactured  by  Ritchie  of  Boston,  usually  called  the  L«m» 
form  of  air-pump.  The  essential  part  of  the  air-pump  is  the  cylinder 
shown  in  section  in  fig.  236.  This  cylinder  communicates  with  the  bell 
glass,  by  means  of  a  tube,  shown  in  fig.  235,  and  with  the  external  air  by 
means  of  the  tube  g  h  (fig.  236).  There  are  three 
valves,  a,  6,  and  e,  all  opening  upward.  The 
piston-rod  passes  through  a  packing-box,  d,  in 
which  it  moves  air-tight,  and  the  power  is  ap- 
plied by  means  of  a  lever,  as  shown  in  fig.  235. 
Suppose  the  piston  to  be  standing  at  the  bot- 
tom of  the  cylinder,  when  we  depress  the  lever, 
the  air  from  the  receiver  expands,  rushing 
through  the  valve,  a,  into  the  empty  space 
formed  in  the  bottom  of  the  cylinder,  while  the 
ur  above  the  piston  is  forced  out  through  the 
valve  c  and  the  tube  g  h.  With  the  reverse 
moUon  the  valves  a  and  c  close,  excluding  the 
external  air  from  the  cylinder,  and  preventing 
the  return  of  air  from  the  cylinder  to  the  receiver. 
At  the  same  time  the  piston-valve,  6,  opens  and 
allows  the  air  below  the  piston  to  pass  through  into  the  upper  part  of 
the  cylinder.  When  the  piston  rises  again,  this  new  volume  of  air 
which  has  passed  above  the  piston  is  forced  out  through  the  valve  e,  into 
the  external  atmosphere,  while  another  portion  of  rarefied  air  from  the 
receiver  expands  into  the  cylinder  below  the  piston,  to  pass  upward  and 
be  forced  out  through  the  valve  c  at  the  next  stroke  of  the  piston ;  and 
so  on  continuously,  as  long  as  the  rarefied  air  in  the  receiver  and  cylinder 
has  sufficient  tension  to  open  the  valves.  At  each  stroke  of  th ;  piston 
the  air  undergoes  renewed  rarefaction  until  the  amount  remaining  in  a 
good  instrument  is  about  one-thousandth  of  the  original  quantity,  and 
the  space  within  the  receiver  may  be  regarded  as  a  vacuum.  The 
pump  here  figured  is  furnished  with  a  barometric  manometer,  seen  in 
the  left  of  fig.  235,  by  which  the  degree  of  exhaustion  is  directly  indi- 
cated. The  efficiency  of  the  air-pump  depends  in  a  great  measure  upon 
the  valves,  which  are  best  made  of  oiled  silk. 

The  congtmotion  of  the  upper  valve,  e,  as  made  by  Ritchie,  ia  sbowii  in  fig. 
237.  The  disk  of  oiled  silk,  t,  is  kept  in  place  hj  the  pin 
e,  and  the  whole  is  protected  by  the  dome-shaped  covering 
e.  The  tube  g  A  (fig.  236)  discharges  the  air,  and  the  oil 
which  escapes  with  it  is  collected  in  a  reservoir  plaoed 
below  the  pamp. 

An  air-pump  with  two  cylinders  is  commonly  used  in  France,  the 
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pistons  of  which  are  alternately  raised  and  depressed  by  a  rack  and 
pinion  motion. 

Degree  of  ISzhaastiQn. — It  is  plain,  on  a  moment's  reflection,  that  by 
mechanical  means  alone,  it  is  impossible  to  produce  a  perfect  vacuum.  There 
mast  always  remain  a  certain  volume  of  air,  inferior  in  tension  to  the  gravity 
and  friction  of  the  pump  valves.  By  employing  an  atmosphere  of  dry  hydrogen 
to  rinse  out  the  residue  of  common  air  from  an  exhaasted  receiver,  an  approach 
to  a  perfect  vacuum  is  made,  inversely  as  the  density  of  the  two  gases.  Also 
by  using  carbonic  acid  for  the  same  end,  and  absorbing  the  residue  of  this  gas 
by  dry  quick-lime  previously  placed  on  the  pump  plate,  a  perfect  vacuum  may 
be  produced ;  but  by  chemical  and  not  by  mechanical  means. 

288.  CompresBing  machine. — This  machine  is  used  to  compress 
the  air  or  any  other  gas;  it 
is  constructed  like  the  air- 
pomp,  the  only  difference 
being  that  its  valves  open  in 
a  .contrary  direction,  viz. : 
downwards. 

Fig.  238  shows  a  very  neat 
form  of  the  condensing  pump 
as  constructed  by  Ritchie,  to 
illustrate  the  Mariottian  law 
(275)  and  to  liquefy  gases. 

289.  Water  -  pumps. — 
Pumps  are  machines  de- 
signed to  elevate  liquids  above  their  former  level.  They  are  of  two 
classes:  1st,  those  acting  by  atmospheric  pressure;  2d,  those  which 
act  independent  of  such  pressure.  They  are  commonly  called  either 
suction,  or  forcing  pumps,  or  both  united. 

290.  Suotion-pumps. — The  suction-pump,  fig.  239,  is  composed  of 
a  tube,  A,  whose  lower  end  is  immersed  in  the  water  to  be  elevated 
This  is  attached  to  the  body  of  the  pump,  C,  which  contains  a  piston 
furnished  with  a  valve,  r,  opening  upward.  The  upper  extremity  of 
the  tabe  A,  also  contains  a  valve,  o,  opening  in  the  same  direction. 

When  the  piston  is  elevated  from  the  lower  part  of  the  pump  by  working  the 
handle,  L,  the  valve  r  closes,  and  a  partial  vacuum  is  produced,  but  the  elastic 
force  of  the  air  in  A  causes  the  valve  o  to  open,  and  part  of  the  air  thus 
passes  into  C.  The  air  in  the  tube  is  thus  rarefied,  and  the  water  rushes  up 
to  snob  a  height,  that  the  weight  of  the  column  of  water  raised,  added  to  the 
elaadoity  of  the  interior  air,  keep  it  in  equilibrium  with  the  atmospheric  pres- 
sure. When  the  piston  descends,  the  valve  o  closes  by  its  weight,  and  pre- 
vents the  return  cf  the  air  from  the  body  of  the  pump,  C,  into  the  tube  A. 
The  eompressed  air  opens  thd  valve  r,  and  thus  escapes  into  the  atmosphere 
through  B.  After  a  number  of  strokes  of  the  piston,  fewer  as  the  capacity  of 
the  tabe  a  is  less,  the  water  will  be  elevated  above  the  lower  valve ;  now  when 
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the  piston  is  lowered,  the  valve  r  will  open  and  the  water  paw  above  it.    Upon 

elevating  the  piaton,  r  closes,  and  the  water  is  239 

raised  in  B,  and  escapes  through  the  spoat  S. 

As  in  this  and  the  following  pump, 
the  water  is  elevated  to  the  top  of  the 
tube  by  means  of  atmospheric  pressure, 
it  is  evident,  that  even  in  the  must  per^ 
fectly  constructed  pumps,  the  distance 
from  the  level  of  the  water  to  the  top 
of  the  pump  must  not  exceed  thirty- 
four  feet  (261),  but  those  of  ordinary 
construction  contain  defects,  so  that 
generally  we  do  not  gain  a  greater 
height  than  twenty-six  or  twenty-eight 
feet.  But  after  the  water  has  passed 
above  the  piston,  the  height  to  which  we 
may  elevate  it,  is  limited  only  by  the 
power  applied  at  the  piston  ;  for  it  is 
the  ascensional  force  of  this  which  ele- 
vates the  water. 

291.  Saction  and  lifting  pamp. — 
Sometimes  the  water  raised  above  the 
piston,  instead  of  passing  upwards   in 
the  tube  in  which  the  piston  works,  rises  by  a  lateral  ascensional 
tube,  S,  furnished  with  a  valve  which  prevents  241 

the  return  of  the  water,  as  is  shown  in  a,  r,  S, 
fig.  239. 

That  the  rising  of  the  water 
in  the  tube  is  due  to  the  at- 
mospheric pressure,  may  be 
demonstrated  by  the  appara- 
tus, fig.  240.  After  forming 
a  vacuum  in  the  reservoir 
which  contains  the  vessel  of 
water,  the  liquid  will  not  rise 
in  the  tube  when  the  piston 
in  the  pump,  P,  is  raised,  but 
upon  admitting  the  air  it  is 
rapidly  elevated,  as  usual. 

292.  Forolng-pump. — In 
the  forcing-pnrap,  the  piston 
has  no  valve.     The  lower  part  of  the  cylinder  in  which  it  works  is 
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plftced  in  the  water  to  be  elevated,  so  that  the  valve  r,  fig.  241,  which 
opens  upward,  is  always  immersed.  The  ascending  tube  a  h  contains 
a  valve,  S,  also  opening  upwards,  and  an  air  chamber,  711  n. 

When  the  piston  is  raised,  S  is  closed,  and  water  is  introduced  by  the  open 
valve  r ;  upon  the  descent  of  the  piston,  r  closes,  and  the  water  is  forced  into 
the  ascendin^r  tube,  a  h.  The  reservoir,  m  n,  filled  with  air,  is  designed  to  ren- 
der the  jet  of  water  continuous.  When  the  water  is  forced  by  the  piston  into 
the  tube,  the  air  is  compressed  in  m  n  /  reacting  afterwards  by  its  elasticity,  it 
continues  to  drive  the  water  into  the  upper  part  of  the  tube,  after  S  is  dosed, 
aod  while  the  piston  is  rising. 

It  is  found  necessary  to  have  the  air-chamber  twenty-three  times  the 
capacity  of  the  body  of  the  pump,  in  order  to  render  the  jet  continuous. 

293.  Rotazy  pump. — The  rotary  pump  is  a  mechanical  contrivance 
for  raising  water  by  a  continucas  rotary  movement.  Fig.  242  repre^ 
sents  one  of  the  most  successful  of  these  pumps  (Gary's).  Within  a  fixed 
cylinder  is  included  a  mova-  242 

ble  drum,  B,  attached  to  the  y^f^^^^w. 

axis.  A,  and  moving  with  it.  .^.^mm^^^  i!^  -  -^=*^  ^\ 

The  heart-shaped  cam  sur-  .:^?*'^^^^^^S!^^Jwif        V'-A 

rounding  A,  is  immovable.        ^   '^^^^'^'''^'^SBJII^^^Si,         ^-"^ 

The  revolution  of  B  causes  g    ^  .^*J^P^     >ikl 

the  plates  or  pistons  C  C  Ui  If    ^r^^^k    V     U^  1 

move  in  and  out,  in  obedi-  i     I     i^C^  X      l^^l^ 

ence  to  the  form  of  the  cam.  \t,\    ^^n^^^     Xl^JF^  " 

The  water  enters  and  is  re-  »J^j^^^^^  ^    J^^^^^m 
moved    from    the    chamber     ^MS3K^  ^^j^^^'-^r 

through  the  ports  or  valves,  I^^TB^^^**^^,^^^^ 

L  aod  M ;  the  directions  are  I  p*^  rr^P*'^^'^***^ 

mdicated  by  the  arrows.  j         I 

The  «**"»  is  so  placed  that  each  valve  is  in  succession  forced  baek  into  its 
■eat  when  opposite  E,  while  at  the  same  time  the  other  valve  is  driven  fully 
into  the  eavity  of  the  ohamber ;  thus  forcing  before  it  the  water  already  there, 
into  the  exit  pipe  H,  and  drawing  after  it,  through  the  suction  pipe  F,  the 
Bteeam  of  supply.  When  the  pump  is  set  in  action,  the  suction-pipe  is  gradually 
ezhaatted  of  ^r,  in  which,  consequently,  the  water  ascends,  and  being  thrown 
into  the  cylinder,  it  is  there  carried  around  by  the  plates  C  (7,  in  the  manner  just 
deeorilwd. 

This  is  a  form  of  pump  often  employed  in  the  steam  fire-engines  now 
coming  into  general  use. 

294.  Fire-engine. — In  order  to  obtain  a  continuous  and  powerful 
jet  of  water  from  fire-engines,  they  are  usually  constructed  with  two 
forcing-pumps,  which  are  alternately  discharging  water  into  a  common 
ur-chamber.  The  pistons  are  moved  by  brakes,  having  an  oscillating 
motion.    The  water  from  both  pumps,  forced  into  the  air-chamber, 
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Mcapes  through  a  long  leathern  hose,  terminated  by  a  metal  tohe, 
which  BerreB  to  direct  die  jet. 

295.  Hiero*8  foantain. — In  this  apparatus  we  also  obtain  a  jet  of 
water  by  means  of  air,  compressed  in  this  case  by  a  column  of  wttor. 
A  common  form  of  this  apparatus  is  repre-  24S 

sented  by  fig.  243. 

It  oonBiflta  of  a  metallic  cistern  aod  two  globea 
of  glass.  The  cistern,  D,  oommnnicates  with  the 
lower  part  of  the  glohe  N,  bj  the  tabe  B ;  a  second 
tabe.  A,  joins  the  globes,  ending  in  the  upper  part 
of  both;  M  is  partially  filled  with  water;  and 
lastly,  a  third  tube  passes  through  the  cistern,  and 
terminates  at  the  bottom  of  M.  The  upper  eztremitj 
of  this  tube  has  a  small  orifice,  from  which  the  jet 
of  water  issues. 

Upon  pouring  water  into  the  cistern  D,  the 
liquid  descends  to  N,  by  the  tube  B,  conse- 
quently the  water  in  the  lower  globe,  N,  sup- 
ports, besides  the  atmospheric  pressure,  the 
pressure  of  the  column  of  water  in  the  tube. 
This  pressure  is  transmitted  to  the  air  in  the 
globe,  M,  which,  reacting  on  the  water,  forces 
it  out  through  the  jet,  as  seen  in  the  figure. 
If  there  was  no  friction,  and  no  resistance 
from  the  air,  the  water  would  spout  to  a 
height  equal  to  the  difference  in  level  of  the 
water  in  the  two  globes. 

296.  Bydranlio  nun. — In  the  hydraulic 
ram,  the  momentum  of  a  part  of  the  fluid  in 
motion,  is  effective  in  raising  another  portion. 
A  simple  form  of  this  apparatus  is  seen  in 
fig.  244.   The  water  descends  from  the  spring 
or  brook.  A,  through  the  pipe  B,  near  the  end  of  which  is  an  aifHihaiB 
her,  D,  and  rising  main, 
F.    The  orifice  at  the  ex- 
treme end  of  B,  is  opened 
and  closed  by  a  valve,  $, 
opening  downwards. 

When  the  valve  E  is  open, 
the  water  flows  through  B, 
until  the  current  becomes 
sufllciently  rapid  to  rMse  the 
valve  E,  and  thus  to  dose 
(ho  orifice.     The  water  in  B  having  its  motion  thus  suddenly  cheeked,  ezwti  • 
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frest  pressare,  and  harinj^  raised  the  valre  C,  will  rush  into  the  air-reisel  D, 
vhere  it  compresses  the  air.  The  compressed  air  in  D,  heoanse  of  its  elasticitj, 
eaa^es  the  water  to  rise  in  the  pipe  F,  antil  the  wator  in  A  B  is  brought  to  rest. 
When  this  takes  place,  the  pressure  is  again  insufficient  to  sustain  the  weight 
of  the  ralre  E,  which  opens  (descends),  the  245 

water  in  B  is  again  put  in  motion,  and  the 
ume  series  of  effects  ensue  as  have  already  been 
described. 

The  hydraulic  ram,  when  well  con- 
structed, is  capable  of  utilising  alK)ut  60 
per  cent  of  the  moying  power. 

297.  Chain-pump. — The  chain-pump 
acts  independent  of  atmospheric  pressure. 
It  consists  of  a  cylinder,  fig.  245,  whose 
lower  end  is  immersed  in  the  water  of  the 
reservoir  B,  and  whose  upper  part  enters 
into  the  bottom  of  a  cistern,  C,  into  which 
the  water  is  to  be  raised.  An  endless 
chaiu  is  carried  around  the  wheels  above 
and  below,  and  is  furnished,  at  equal  dis- 
tances, with  circular  plates,  which  fit  < 
closely  into  the  cylinder.  As  the  wheel 
is  revoWed  by  means  of  power  applied 
osaally  by  a  winch,  the  circular  plates 
saccessively  enter  the  cylinder  and  carry 
the  water  up  before  them  into  the  cistern, 
from  which  it  passes  out  by  a  spout. 

298.  Archimedes*  screw. — ^This  machine  is  said  to  have  been  in 
Tented  by  Archimedes  in  Egypt,  to  S46 

aid  the  inhabitants  in  clearing  the 
land  from  the  periodical  overflowings  *£. 
of  the  Nile.  The  instrument  varies 
in  its  form,  according  to  the  manner 
and  purposes  of  its  application.  To 
render  the  principle  upon  which  it 
works  intelligible,  let  us  suppose  a 
tube  bent  in  the  form  of  a  cork- 
screw, and  inclined  in  the  manner 
shown  in  fig.  246.  If  a  ball  be 
placed  in  A,  it  will  fall  to  B,  and 
there  remain  at  rest;  if  the  screw 
be  DOW  turned  so  that  the  mouth  A  is  placed  in  its  lowest  position, 
tbe  point  B,  during  such  a  motion,  will  ascend,  and  will  assume  the 
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highest  position  it  can  have.  The  ball  will  then  fall  to  C ;  by  oonttnn- 
ing  the  revolution  of  the  screw,  the  ball  will  ascend  in  the  tube,  and 
finally  will  be  discharged  from  the  upper  mouth.  The  same  would 
happen  with  a  portion  of  liquid.  If  the  lower  extremity  of  the  screw 
was  immersed  in  a  reservoir  of  liquid,  it  would  gradually  be  carried 

ur 


along  the  spiral  as  the  screw  was  turned,  to  any  height  to  which  tho 
screw  might  extend.  In  practice,  the  screw  is  more  commonly  formed 
of  a  cylinder,  to  the  walls  of  which  is  attached  a  spiral  thread,  as 
shown  in  fig.  247.  Besides  liquids,  these  machines  are  used  for  ele- 
Tating  ores  in  mines,  or  grain  in  breweries,  &c.  They  are  commonly 
used  at  an  inclination  of  about  45°,  but  may  be  used  at  60° ;  revolving 
100  to  200  times  a  minute. 


Problems  on  Fneamatics. 
Atmospheric  Pressure. 

134.  What  weight  could  be  lifted  by  the  apparatus  shown  in  fig.  202,  if  the 
mouth  of  the  jar  is  5  inches  in  diameter,  and  the  air  within  the  jar  is  ezhauatod, 
80  as  to  leave  it  but  one  hundredth  part  its  normal  density  ? 

135.  What  force  would  be  required  to  separate  two  Magdeburg  bemispheree, 
having  an  internal  diameter  of  ten  inches,  if  a  perfect  vacuum  were  formed 
within  ? 

136.  A  mass  of  metal,  whose  specific  gravity  is  11*35,  weighs  in  a  vacuum 
735  grains :  how  much  will  its  weight  be  diminished  if  weighed  in  the  open  air?^ 

*  In  these  problems  the  barometer  is  supposed  to  stand  at  80  inches,  and  the 
\hermometer  at  the  freezing  point. 
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137.  A  mM8  of  iron  (Sp.  Qr.  7*8)  weighed  in  air  with  brass  weighU  (Sp.  Or. 
8*3)  460  grains,  what  would  it  weigh  in  a  vacnum  ? 

138.  A  glass  globe,  trom,  which  the  air  has  been  exhausted,  weighs  264*735 
grammes ;  when  full  of  air,  it  weighs  5422*737  grammes  ,•  when  full  of  another 
gas,  651*175  grammes ;  what  is  the  capacity  of  the  globe,  and  what  is  the  specific 
grari^  of  the  gas  ? 

Barometer  and  Balloons. 

139.  To  what  height  will  sea  water  (Sp.  Gr.  =  1*026)  rise  in  a  Torricellian 
tnbe,  when  the  barometer  stands  at  28*76  inches  ? 

140.  When  the  mercury  barometer  stands  at  30  inches,  what  must  be  tha 
length  of  a  water  barometer  inolined  to  the  horizon  at  an  angle  of  30°  f 

141.  What  would  be  the  height  of  a  sulphuric  acid  barometer  (Sp.  Gr.  sul- 
phuric acid,  1-86)  when  the  mercurial  barometer  stands  29*35  inches? 

142.  Measurement  of  the  height  of  the  highest  peak  of  the  Smoky  Mountain, 
(Lai  S6<»  N.)  in  North  'Carolina^  September  8,  1859,  by  Prof.  A.  Gnyot  By 
obMrTation  at  8^  a.  m. 

Barometor.    Temperature  Temperature 
Sng.iDchee.  of  Barometer.        of  air. 
Lower  station,  K.  Collins'  hoiue,  4  ft.  abore 

ground,      .    : A  =  27862,  T  =  66**4,  «  =  OS®*!. 

Upper  Station,  Smoky  Dome,  4  feet  below 

summit, A'  =  23  963,T'=51o*8,  «'  =  51<»*4. 

Mr.  Collins'  house  being  2500*2  feet  above  the  ocean. 

Calculate  from  these  data  the  height  of  Smoky  Dome  above  the  ocean. 

Altitude  calculated  by  Prof.  Guyot,  6655  85  feet 

143.  What  is  the  ascensional  force  of  a  spherical  balloon,  30  feet  in  diameter, 
illed  with  common  illuminating  gas  (Sp.  Gr.  *485),  the  weight  of  the  balloon  and 
ew  attached  being  200  lbs.  7  What  if  it  were  two-thirds  filled  with  hydrogen 
(Sp.  Gr.  of  hydrogen,  0*069)? 

144.  A  balloon  entirely  filled  with  illuminating  gas  (Sp.  Gr.  '500),  is  so  bal- 
lasted that  it  rises  to  an  oloTation  where  the  mercury  stands  at  15  inches.  Suppose 
one-half  the  gas  is  now  liberated,  will  the  balloon  rise  or  fall  ?  and  what  amount 
of  ballast  should  be  put  in,  or  thrown  out,  to  cause  the  balloon  to  remain  8ta« 
tionary,  at  the  same  elevation  as  before  any  gas  was  liberated  ? 

BCariotte*8  Iaw.    {JUgarded  aa  invariable,) 

145.  What  proportion  of  a  tube,  34  feet  high, >  can  be  filled  with  water,  the 
eontained  air  being  assumed  to  be  compressed  at  the  bottom  of  the  tube  ? 

146.  A  faulty  barometer  (containing  air)  indicated  29*2  and  80  inches,  when 
the  indications  of  a  correct  instrument  were  29*4  and  30*3  inches  respectively; 
find  the  length  of  tube  which  the  ek-  in  the  column  would  fill  under  the  pressnie 
of  SO  inches  ? 

147.  A  glass  globe,  10  c.  m.  in  diameter,  hermetically  sealed,  weighs  46*120 
gram,  when  the  barometer  stands  at  74*5  o.  m.  What  would  it  weigh  if  the 
barometer  stood  at  76  e.  m.  ? 

148.  A  glass  globe  hermeticaUy  sealed,  30  e.  m.  in  diameter,  suspended  to  one 
arm  of  the  balance,  is  poised  by  320*422  gram,  in  brass  weights,  when  the  baro- 
meter standi  at  76*21  o.  m.  After  a  time,  it  is  found  to  have  lost  in  weight 
0-023  gram.  What  is  now  th«  height  of  the  barometer,  supposing  the  tempera- 
leie  not  to  have  changed  ?  - 
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CHAPTER  V, 

OF  UNDULATIONS. 
{  1.  Theory  of  XTndalations. 

299.  Origin  of  undulations. — ^By  the  operation  of  certain  forces, 
the  different  parts  of  all  bodies  are,  ordinarily,  held  in  a  state  of  equi 
libriam  or  rest.  If  the  molecules  of  a  body  are  disturbed  by  any 
extraneous  force,  they  will,  after  a  certain  interral,  return  to  the  state 
of  repose.  This  return  is  effected  by  the  particles  approaching  the 
posiUon  of  equilibrium,  and  receding  from  it,  alternately,  until  at 
length  the  body,  by  the  resistance  of  the  medium  in  which  it  is  placed, 
and  by  other  causes,  is  gradually  brought  to  rest.  The  alternate 
movements  thus  produced,  are  variously  expressed  by  the  terms  vibra- 
tions, oscillations,  waves,  or  undulations,  according  to  the  state  or  form 
of  the  body  in  which  such  movements  occur,  and  the  character  of  the 
motions  which  are  produced. 

300.  Progreaslva  undolations. — Undulatory  movements  are  of 
two  kinds,  progressive  and  stationary.  In  progressive  undulations,  the 
particles  which  have  been  immediately  excited  by  the  disturbing  cause, 
communicate  their  motion  to  the  particles  next  them,  and  as  this  move- 
ment of  the  particles  is  successive,  the  position  they  assume  at  any 
particular  moment  during  their  motion,  appears  to  advance  from  one 
place  to  another. 

This  kind  of  undulation  is  observed  in  a  cord  made  fast  at  one  end,  while 
the  other  is  smartly  shaken  up  and  fi  248 

down ;  the  portion  of  the  cord  nearest 
the  hand  will  assume  the  position  in 
fig.  248,  I,  m  (<  E  0.     Such  a  wave 
does  not  continue  stationary;  the    II«»« 
moment  it  is  formed,  it  advances 
toward  the  other  eztremitj  of  the 
cord,  II,  on  reaching  which.  III,  "I**" 
an-  inverted  curve  is  produced,  IV, 
and  the  wave  returns,  V,  to  the  jy    . 
position  fVom  which  it  started,  the 
relative  position  of  the  elevation 
and  depression  being  reversed.  This 
alternate  movement  may  be  repeated  a  number  of  times  befon  the  oord  oomia 
to  rest    These  are  sometimes  called  waves  of  translation. 
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301.  Mechanical  lUaBtration  of  undulations. — In  fig.  249  is 
shown  PowelTs  apparatus  for  illustrating^  progressive  undulations.  A 
series  of  balls  are  so  mounted 
upon  metallic  rods  that  they 
have  freedom  of  motion  only  in 
a  Terticai  direction.  On  a  shaft 
turned  by  a  crank,  shown  in  the 
lower  part  of  the  figure,  are 
placed  a  series  of  eccentric 
wheels  (one  under  each  rod)  so 
arranged  as  to  raise  the  rods  one 
after  the  other.  When  one  rod 
is  rising  another  is  falling,  and 
the  wave  appears  to  travel  from 
one  end  of  the  series  to  the  other. 
As  soon  as  one  wave  disappears 
another  is  formed,  and  these 
waves  succeed  each  other  like 
the  undulations  of  a  cord. 

302.  Stationary  undulationa. — Undulations  are  termed  stationary 
when  oil  parts  of  the  body  assume  and  complete  their  motion  at  the 
same  time. 

Thus,  wh«ii  a  oord  stretched  between  A  B,  fig.  250,  is  drawn  at  the  middle 
firom  its  rectilinear  position,  it  ultimately  recovers  its  original  position,  after 
performing  a  series  of  vibrations,  in  which  all  parts  of  the  cord  participate. 

303.  iBOChronouB  vibrations. — ^Those  vibrations  that  perform  their 
journey  on  either  side  of  their  normal  position  in  equal  times,  are 
termed  isochronous  (from  ttro^,  equal,  and  ^povo^^  time). 

The  movements  of  a  pendulam  furnish  a  perfect  illustration  of  such  vibra- 
tions (78). 

304.  Phases  of  undulations. — In  every  complete  oscillation,  or 
perfect  wave,  the  following  parts  may  be   recognised.    The  curve 
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261 
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atf  dde,  fig.  251,  is  called  a  wave.  The  part  ae6,  which  rises  above 
the  position  of  equilibrium,  is  called  the  phase  of  elevation  of  the  wave. 
e  being  the  point  of  greatest  elevation ;  the  curve  bdc  \s  called  the 
phase  of  depression  of  the  wave,  the  point  d  being  that  of  greatest 
28 
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depression.  The  distance  ef^  of  the  highest  point  above  the  positioD 
of  equilibrium,  is  called  the  height  of  the  wave,  and  in  like  manner  the 
distance  g  d,  of  the  lowest  point  below  the  position  of  equilibrium,  is 
called  the  depth  of  the  wave.  The  distance  a  c,  between  the  beginning 
of  the  elevation  and  end  of  the  depression,  is  called  the  length  of  th; 
wave,  the  distance  a  b  the  length  of  the  elevation,  and  b  e  that  of 
depression. 

305.  Nodal  points. — ^When  a  body,  as  a  string,  is  made  to  assume 
a  series  of  stationary  vibrations,  the  points  where  the  phases  of  eleva- 
tion and  depression  intersect,  are  always  at  rest. 

Let  the  cord  stretched  between  A  B,  fig.  252,  be  temporarily  fixed  at  the  pointi 
C  and  D,  and  the  three  parts  be  drawn  at  the  same  moment  equally  in  oontrary 
directions,   so   that  the  cord   will  252 

assume  the  undulating  form  repre-  ^ — .^  q  ^. ^  jj 

sented  in   the  figure;  if  now  the  ^  ^        ^v/* ^^___^Vji 

fixed  points  at  C  and  D  be  removed,  V  Txl^II^^^^I      ^ 

no  change  will   take  place  in  the  ' 

vibratory  motion  of  the  cord;  but  as  it  continues  to  vibrato,  the  points  C  and 
D,  although  free,  will  be  in  a  state  of  rest 

Pieces  of  paper  resting  upon  these  points  will  be  undisturbed,  while, 
if  placed  on  the  intermediate  positions,  they  would  be  thrown  off  imme- 
diately.   These  are  called  nodal  points  (Latin,  nodus,  a  knot). 

i  2.  XTndulatioiis  of  Solids. 

306.  Solid  bodies. — ^AIl  solid  bodies  exhibit  the  phenomena  of 
vibration  in  various  forms  and  degrees,  varying  in  an  infinite  variety 
of  ways,  according  to  the  form  of  the  body,  and  the  manner         253 

in  which  the  force  producing  the  vibration  is  applied. 

307.  Forms  of  vibration. — Bodies  of  a  linear  form, 
as  tense  strings,  fine  wire,  &c.,  are  susceptible  of  three 
kinds  of  vibration,  which  are  called  (1st)  the  transverse, 
(2d)  the  longitudinal,  and  (Sd)  the  torsional  vibrations. 
A  simple  apparatus  to  exhibit  these  effects  experimentally, 
contrived  by  Prof.  August,  is  represented  in  fig.  253.  It 
consists  of  a  spirally  twisted  wire,  stretched  from  a  frame 
by  a  weight.  If  the  weight  be  raised  to  A,  and  then  let 
fall,  it  will  advance  and  recede  from  its  normal  position, 
the  wire  performing  a  series  of  longitudinal  vibratioru. 

Transverse  vibrations  are  produced  by  confining  the  lower  end  of  the 
wire  by  a  clamp.  The  wire  is  then  drawn  from  its  position  of  equili- 
brium and  suddenly  let  go.  The  vibrations  which  it  then  makes,  shown 
by  the  dotted  lines,  are  transverse  to  the  axis  of  the  wire.  Torsional 
vibrations  are  produced  by  turning  the  weight  around  its  vertical  axis; 
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vpon  letting  it  go,  tho  tursioD,  or  twist  of  the  wire,  causes  it  to  turn  back, 
its  inertia  carrying  it  beyond  its  position  of  equilibrium,  until  arrested 
by  the  resistance  of  the  wire,  and  these  alternate  twistings  will  continue 
with  a  constantly  decreasing  energy,  until  gravity,  and  the  molecular 
forces  of  the  solid,  restore  the  equilibrium. 

308.  Vibration  of  cords. — Cords  and  wires,  as  is  rainiliarly  8een 
in  stringed  instruments,  have  their  elasticity  devcloiKnl  by  tension. 
The  transverse  vibrations  of  a  body  are  well  illustrated  by  the  simple 
apparatus  annexed. 

Thiu  if  th«  eord  a/ A,  fig.  254,  be  drawn  out  in  the  middle  to  a  c  6,  upon  being 
let  go,  ita  elasticity  causes  it  to  return  254 

to  its  former  position.     This   movement 
is  effected  with   an  accelerated  velocity,  ^^^ 
and  is  at  its  maximam  when  the  oord  has 
reached  the  lino  of  equilibrium  a/b,  con- 
sequently it  passes  with  a  constantly  decreasing  velocity  to  a  d  b,  where  its 
motion  is  nothing ;  it  then  returns  to  a/b,  and  so  continues. 

One  complete  movement,  (as  from  acb  to  adb,)  is  termed  an  oscU- 
lafeion  or  vibration,  and  the  time  occupied  in  performing  it  is  called  the 
time  of  oscillation.     The  vibrations  of  tense  strings  are  isochronous. 

309.  Iia'ws  of  the  vibration  of  cords. — Calculation  and  experi- 
ment have  demonfttrated,  that  the  vibration  of  cords  is  in  accordance 
with  the  four  following  laws. 

1.  The  tension  being  the  tame,  the  nutnber  ofvibraiiona  of  a  cord  is  in 
iuverse  ratio  to  its  length. 

That  is,  if  an  extended  cord,  as  of  a  violin,  makes  in  a  certain  time  a  number 
of  ribrations,  represented  by  1,  then,  in  order  to  make  a  number  of  vibration8, 
rv-preeented  respectively  by  2,  3,  4,  the  cord  must  be  h,hk^  loQj?- 

2.  The  tension  being  the  same,  the  number  of  mbralions  in  cords  of 
the  same  material,  is  in  the  inverse  raiio  of  their  thickness  or  diameter, 

Thatns,  if  we  t4ike  two  cords  or  wires  of  the  same  length,  of  copper  or  steel, 
M  those  of  a  piano,  one  of  which  is  twice  the  diameter  of  the  other,  and  which 
vibrate  equal  lengths,  the  small  one  will  make,  in  the  same  time,  twice  as  many 
vibrations  aa  the  larger. 

3.  The  number  of  vibrations  of  a  oord  is  proportional  to  the  square 
root  of  the  stretching  weight. 

That  is,  if  we  represent  by  I  the  number  of  vibrations  made  by  a  cord, 
extended  by  a  weight  of  1,  then  the  number  of  vibrations  made  by  a  similar  cord 
of  thj  same  length,  in  the  same  time,  becomes  respectively  2,  3,  4,  Ac,  when  the 
weight  is  increased  to  4,  9,  16,  Ac.  Thus,  if  we  would  cause  a  given  oord,  as 
of  a  violin,  to  vibrate  with  a  four-fold  velocity,  it  is  necessary  to  strain  it  to 
sixteen-fold  Uie  original  tension. 

4.  All  other  things  being  equal,  the  number  of  vibrations  of  a  cord  is 
vwerseXy  proportional  to  the  square  root  of  its  density. 
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ThuMf  if  we  take  a  cord  of  copper  whieh  haa  a  denntj  of  9,  and  one  of  oat- 
gut,  whose  density  is  about  1,  the  number  of  vibrations  of  the  last  in  the  saoM 
time  will  be  three  times  that  of  the  former. 

It  is  evident  that  these  laws  apply  only  to  homogeneoas  cords,  aw* 
not  to  those  cords  which  are  covered  with  another  material,  aa  a  harf 
string  of  cat-gut,  covered  with  metallic  wire. 

310.  VibratioiiB  of  rods. — Rods,  like  cords,  vibrate  both  in  longi 
tadinal  and  transverse  directions.  If  they  are  fixed  firmly  by  one  at 
their  extremities,  as  in  a  vice,  they  will  give,  when  set  in  motion,  a 
series  of  isochronous  vibrations. 

Elastic  rods  may,  like  strings,  be  divided  by  stationary  undalalioni 
into  several  vibrating  parts.  The  nodal  points  may  be  ascertained  by 
placing  upon  the  rods  light  rings  of  paper ;  these  will  be  thrown  off  as 
long  as  they  rest  upon  any  point  except  a  node,  bat  when  they  reach  a 
node,  they  will  remain  there  unmoved. 

The  spaoe  between  the  free  extremity  and  the  first  nodal  point  is  equal  to 
half  the  length  contained  between  two  nodal  points,  bnt  it  vibrates  with  the 
same  velocity.    Thus  a,  fig.  255,  being  the  fixed,  255 

and  6  the  free  end,  the  part  between  b  and  e  is  y 

half  the  distance  e  c'.     The  nodal  points  may  be  ^^<^      ^  '^ 
rendered  sensible  by  sand  strewn  upon  the  hori- 
Bontal  surface  of  the  vibrating  rod ;  the  sand  is  seen  to  move  to  certain  points, 
where  it  remains  stationary  ;  these  are  the  nodes. 

Rods  may  also,  like  cords,  vibrate  longitudinally,  and  the  nodal 
points  are  formed  in  the  same  manner.  It  has  been  observed  in  elastic 
rods  of  the  same  nature,  that  the  number  of  longitudinal  vibrations  is 
in  the  inverse  ratio  of  their  length,  whatever  may  be  their  diameter 
and  the  form  of  their  transverse  section. 

A  prismatic  «bar,  vibrating  longitudinally,  undergoes  a  very  consi- 
derable increase  of  length,  which,  in  the  state  of  repose,  could  not  be 
produced  except  by  a  very  strong  tension,  while  the  vibratory  movement 
is  obtained  by  a  very  feeble  force. 

The  number  of  vibrations  by  torsion  in  yods,  is  in  the  inverse  ratio 
of  their  length,  and  is  proportional  to  their  thickness,  the  substance  in 
all  cases. remaining  the  same. 

311.  Paths  of  vibration. — The  motion  performed  by  vibrating 
rods  is  often  very  complex.  This  may  be  beautifully  seen  by  the  con- 
trivance of  Prof.  Wheatstone,  consisting  of  a  polished  bead  fastened  on 
the  extremity  of  an  elastic  rod,  as  of  a  knitting-needle,  firmly  fixed  in 
a  board  or  vice. 

Upon  making  the  rod  vibrate,  the  bead,  by  reflection,  will  produce  a  eontino- 
oas  line  of  light.  It  will  be  seen  that  the  arc  described  is  not  circular,  but  the 
rod  appears  to  be  impresned  at  the  same  time  with  two  vibratory  moveoMiits,  at 
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right  angles  to  each  other,  and  moves  in  a  cunre  prodaoed  by  the  composition  of 
theee  forces. 

312.  Vibration  of  elastic  plates. — Vibrations  are  readily  excited 
in  elastic  plates  by  the  friction  of  a  violin-bow  or  by  blows.  The  plate 
may  be  confined  either  at  its  centre  258 

or  from  one  comer,  in  the  vice,  fig. 
256,  resting  upon  a  cone  of  cork,  c, 
and  pressed  by  the  screw  a,  tipped 
with  cork. 

In  the  vibration  of  plates,  nodal 
jjnes  will  be  formed,  which  do  not 
participate  in  the  movements  of  the 
plane,  but  remain  in  a  state  of  rest. 

313.  Nodal  Unes.— These  nodal  \ 
lines  answer  to  the  nodal  points  in 
linear  vibrations,  and  if  we  suppose 
the  plane  to  be  made  up  of  a  series 
of  rods,  these  lines  will  answer  to  their  nodal  points.  They  run  in 
various  directions  across  the  vibrating  surface,  the  contiguous  ones 
moving  in  contrary  directions,  dividing  the  planes  into  numerous  por 
tions  in  opposite  phases  of  vibration. 

This  is  shown  in  fig.  257,  by  the  signs  -{-  and  — ,  A  B  being  the  vibrating 
plane.  The  dimensions  of  these  internodes  (vibrating  portions),  are  regulated 
in  the  same  manner  as  those  of  vibrating  rods.  257 

The  ontside  ones,  a  6,  ab,  are  always  half  the  ^  2r 

sise  of  those  in  the  interior.    The  nodal  lines 
vary  in  their  number  and  position,  according  to  ^i 
the  form  of  the  plates,  their  elasticity,  the  num- 
ber of  vibrations,  the  mode  of  vibrating,  Ac. 


314.  Determination  of  the  position 
of  the  nodal  lines. — The  position  of  the 
nodal  lines  may  be  determined  by  scatter- 
ing sand  or  other  fine  material  over  the 
plate,  and  vibrating,  as  oy  means  of  a 
▼iolin-bow  drawn  across  the  edge  of  the 

plate;  the  grains  of  sand  will  remain  upon  the  points  which  are  nt 
rest,  and  which  are  therefore  nodal  points.  Those  which  are  upon 
vibrating  portions,  will  be  thrown  aside  until,  after  a  time,  they  will 
settle  quietly  down  upon  the  nodal  lines. 

It  is  observed  that  if  lycopodium,  or  some  other  very  light  powder,  ts  placed 
upon  the  plates,  it  will  accumulate  on  those  parts  which  are  in  greatest  vl  ira- 
tion.  Mr.  Faraday  proved  that  this  phenomenon  was  due  to  small  currents  of 
air  produced  during  the  vibration  of  the  plate,  and  which  drew  the  powder  with 
them ;  for  in  a  vacuum,  the  powder  of  lycopodium  is  disposed,  like  sand,  upon 
28» 
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the  nodal  linee,  and  for  the  same  reason ;  if  the  plate  ooyered  with  tand  is 
vibrated  under  water,  the  sand  collecto  upon  the  most  agitated  portions  of  the 
plate,  because  of  the  similar  currents  excited  in  the  water  by  the  yibratlons. 

315.  La'ws  of  the  vibration  of  plates. — ^Obserration  has  deter- 
mined that  the  vibration  of  plates  of  the  same  substance,  and  having 
the  same  degree  of  rigidity,  are  subject  to  the  following  laws : — 

1.  That  the  number  of  the  vibrations  is  independent  of  the  breadth  of 
the  lamince. 

2.  It  is  proportional  to  their  thickness, 

3.  The  thickness  being  the  same,  it  is  in  inverse  ratio  of  the  square  of 
their  length. 

316.  Method  of  delineating  nodal  lines. — As  these  nodal  lines 
assume  various  and  complicated  figures,  difficult  to  delineate  with 
accuracy  by  common  drawing,  Savart  replaced  the  sand  by  powdered 
litmus,  previously  mixed  with  gum  water,  dried  and  pulverised  to  a 
uniform  size.  The  acoustic  figures  being  produced  with  this  powder,  a 
paper  moistened  with  gum  water  was  then  gently  pressed  upon  them, 
thus  giving  an  exact  transfer. 

This  method  gave  great  facilities  for  the  comparison  and  study  of  these  fiigi- 
tive  figures,  so  difficult  to  produce  with  perfect  identity,  and  enabled  the  inrontoi 
to  determine  the  exact  limits  of  the  nodal  lines  and  areas  of  unequal  vibration. 

258 
abode  f 


Nodal  fignres. — Nodal  (or  aooiutic)  figures  have  always  a  great 
symmetry  of  form,   and  259 

their  lines  are  generally 
as  much  more  numerous 
as  the  ^number  of  vibra- 
tions is  greater.  The 
same  plate  may  furnish 
an  infinite  variety  of  fig- 
ures, which  pass  from  one 
to  another  in  a  continu- 
ous manner,  and  not  by 
sudden  changes.  Thuf<the 
figures  abcdef  fig.  258, 
pass  into  one  another 
without  intermission. 

Many  hundred  forms  of  nodal  figures  have  been  figured.    Fig.  259  represents 
a  few  of  thope  obtained  on  square  plates.     Triangular  and  polygonal  plates  all 
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give  symmetrKMl  figures,  analogous  to  those  obtained  with  square  plates,  as  is 
■een  in  fig.  260.    With  circular  plates  it  is  observed  that  the  nodal  lines  distri 

260 


bate  themselTes  in  the  direction  of  the  diameter,  dividing  the  circle  into  an 
equal  number  of  parts,  or  into  more  or  less  regular  circular  forms,  having  the 
eentre  of  the  plate  as  their  common  centre,  or  in  both  of  these  forms  oombined. 
Pig.  261  represents  these  different  varieties  of  form. 
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318.  Vibration  of  membranes. — ^The  flexibility  of  membranea 
does  Dot  permit  us  to  vibrate  them  unless  they  are  stretched  as  in  a 
drum.    They  present  modes  of  262 

Tibration  which  have  much  ana- 
logy to  those  of  solid  plates, 
▼ibraUng  either  by  concussion, 
as  in  the  drum,  or  by  the  influ- 
ence of  yibrations  in  the  tir. 
If  we  stretch  over  the  top  of  a 
funnel  a  piece  of  moistened 
bladder,  and  when  it  is  dry, 
vaspend  the  apparatus  by  a 
knotted  hair,  passed  through 
the  centre  of  the  membrane,  we 
can  produce  gymmetrical  nodal 
lines  upon  its  surface,  strewed 
with  sand,  by  passing  the  fin- 
gers, covered  with  resin,  over  the  hair.    The  aame  phenomenon  may  be 
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obseired,  if  vre  bring  the  membrane  near  a  bell  while  it  is  Tibraung. 
The  acoustic  figures  obtained  bj  the  Tibration  of  membranes  are  ex- 
tremely varied.  Savart  has  obseryed  that  square  membranes  are 
divided  by  their  nodal  lines  into  the  same  forms  as  square  plates  under 
the  name  circumstances,  with  this  difference,  that  the  vibrating  parts 
in  the  vicinity  of  the  edges  are  smaller  for  the  last,  while  they  are 
equal  to  the  others  in  membranes.  Fig.  262  represents  a  few  of  the 
forms  produced  in  the  vibration  of  membranes.  It  has  l>een  foand 
that  wood  and  metals,  in  very  thin  laminsB,  vibrate  like  membranes. 

i  3.  Undalations  of  Liquids. 

319.  Production  of  waves. — Liquids  are  capable  of  assuming 
undulatory  movements,  similar  to  the  vibrations  of  solids,  differing 
from  them,  however,  in  some  respects,  in  consequence  of  the  different 
physical  arrangement  of  their  atoms.  If  a  depression  be  made  at  any 
point  in  the  surface  of  a  fluid  in  a  state  of  rest,  by  the  dropping 
in  of  a  solid,  as  of  a  pebble  into  water  or  by  immersing  and  then 
withdrawing  the  solid,  a  circular  undulation  will  be  produced.  Around 
the  point  of  depression  there  first  rises  a  circular  elevation  above  the 
level  of  the  liquid  when  in  equilibrium,  and  immediately  beyond  thi« 
is  a  circular  depression,  and  so,  alternately,  Hueeessive  elevations  and 
depressions.  Thus  the  initial  motion  will  be  gradually  propagated  in 
a  series  of  progressively  widening  circles ;  wave  follows  wave,  until 
opposing  causes  allow  the  equilibrium  to  be  regained.  Thus,  in  fig. 
263,  the  light  circles  D  and  F  represent  the  elevations,  and  the  shaded 
ones,  G,  £,  G,  the  depressions  of  these  263 

circular  waves. 

As  in  the  case  of  the  vibrations  of 
Bolids,  an  entire  undulation  consists  of  a 
phase  of  depression,  and  another  of  ele- 
vation. This  may  be  rendered  more  in- 
telligible by  conceiving  a  vertical  plane, 
A  B,  to  pa«8  through  the  point  C,  whence  ^^t 
the  waves  originate.  It  is  plain  that  a 
progressive  lineal  undulation  will  arise 
on  it,  resembling  that  of  the  cord,  fig. 
248.  This  section^  seen  in  fig.  264, 
A'  C  B',  and  the  nomenclature  used  for 
the  cord  applies  to  it,  with  this  difference 
only,  that  by  the  breadth  of  the  wave  ii  meant  the  periphery  of  its  cirole,  and  bv 
its  length,  the  lengtfar  of  both  the  elevated  264 

and  depressed  portions.     (PoschcU.)  F"^  ^  ri 

320.  Progressive  undalations  <"  pF^,  il<^Kiii|!|^ir^^|  i^' 
liquids. — In  a  movement  of  the  kind  L^^^^^H^S^HI^^BLJ 
just  indicated,  the  fluid  appears  as  if  its  entire  mass  advanced  pro 
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gresBirely  from  the  point  of  excitation  ;  bnt  this  is  a  delusion.  Float. 
ing  bodies,  as  pieces  of  wood,  are  not  hurried  forward  on  the  sur- 
face of  the  water,  but  merely  rise  and  fall,  alternately,  as  the  waves 
pass.  The  true  nature  of  the  motion  is  such,  that  each  particle  of  the 
fluid  describes  a  vertical  circle  about  the  spot  where  it  may  happen  to 
be,  revolving  in  the  direction  in  which  the  wave  is  advancing.  The 
particle  thus  returns  to  its  former  position  in  the  same  plane,  one-half 
being  above,  and  the  other  half  below  the  level  of  the  fluid.  Each 
particle  of  fluid  thus  set  in  motion,  imparts  a  similar  movement  to  its 
contiguous  particle,  this  again  to  the  next,  and  so  on.  But  as  a  certain 
time  must  elapse  for  this  transmission  of  motion,  the  different  particles 
will  be  describing  different  portions  of  their  circular  movement  at  the 
same  moment.  Some  will  be  at  the  highest  point  of  their  vertical  circle, 
while  others  are  in  an  intermediate  position,  and  others  at  the  lowest, 
giring  rise  to  a  wave  which  advances  a  distance  equal  to  its  whole 
length,  while  each  particle  performs  one  entire  revolution. 

For  the  sake  of  simplioity,  we  will  eonsidor  onlj  eight  of  the  many  partioles 
which  we  may  conoeive  ae  occupying  the  horizontal  sarfaco  between  a  and  m, 
fig.  265.  Imagiae  the  particle  a  to  be  at  rest,  when  a  descending  wave  strikes 
it.  It  will  be  depressed,  and  will  begin  to  revolve  in  a  vertical  circle  in  the 
direction  of  the  arrow.    If  we  consider  eight  snch  particles  to  be  situated  on  the 

265 

line  a  m,  and  that  each  particle  begins  its  motion  &  of  a  revolution  later  than  its 
neighbor  next  on  the  left  band ;  then  at  the  instant  wl^en  a  has  completed  one 
entire  revolution,  the  second  will  be  one-eighth  behind  it,  vis. :  at  7 ;  the  3d, 
two-eighths  behind  it,  vis. :  at  6 ;  and  the  fourth,  fifth,  sixth,  seventh,  and  eighth, 
at  the  points  5,  4,  3,  2,  and  1  respectively,  whilst  the  9th  particle  is  but  just 
beginning  to  move.  Connect  the  points  o,  7,  6,  5,  4,  3,  2,  1,  tn,  and  the  line  will 
represent  the  form  of  the  fluid  surfiwe  at  that  precise  moment  of  the  undulation. 

The  diameter  of  the  circle  which  each  particle  describes,  is  the  ampli- 
tude or  intensity  of  the  wave,  c6  its  depth,  and  y2  its  height,  each  of 
which  is  equal  to  the  radins  of  a  circle  which  any  particle  describes 
during  one  oscillation.  This  radins  is  longer  or  shorter  according  to 
the  amplitude  of  the  wave.  It  is  sometimes  twenty-feet,  which  makes 
a  yewj  high  wave,  probably  the  largest  which  ever  occurs  on  the  oceau 
in  a  Tioient  storm,  unless  it  be  those  waves  which  have  been  increased 
by  the  aecumulation  of  wave  upon  wave. 

321.  Stationary  waves. — Stationary  undulations  may  be  proluced 
by  exciting  waves  in  a  circular  vessel,  from  its  central  point.    The 
\  being  reflected  from  the  circular  wall,  will  produce  another  series^ 
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which,  combined  with  the  first,  will  produce  the  effect  of  a  stationary 
undulation.  So  also  they  may  be  produced  on  a  surface  of  a  liquid 
confined  in  a  straight  channel  by  exciting  a  succession  of  waves,  sepa- 
rated by  equal  intervals,  moving  against  the  side  or  end  of  the  channel, 
and  reflected  from  it. 

322.  Depth  to  which  waves  extend. — ^Waves,  or  undulations, 
are  not  only  propagated  laterally,  but  also  in  all  other  directions.  It 
has  been  ascertained  (by  the  Messrs.  Webber)  that  the  equilibrium  of 
the  liquid  is  not  disturbed  to  a  greater  depth  than  about  three  hundred 
and  ^fty  times  the  altitude  of  the  wave. 

323.  Reflection  of  waves. — If  a  series  of  progressive  waves  are 
arrested  by  impinging  against  any  solid  surface,  they  will  be  reflected 
again  from  that  surface  under  the  same  angle  at  which  they  struck  it. 
This  reflection  of  waves  is  occasioned  by  elasticity,  and  obeys,  precisely, 
the  laws  which  regulate  the  impact  of  elastic  bodies. 

Since  this  law  applies  to  all  the  rays  which  constitute  the  breadth  of 
a  wave,  the  path  of  a  reflected  wave  may  readily  be  determined  by  a 
knowledge  of  the  surface  and  the  angle  of  incidence.  If  the  wave  is 
linear,  (that  is,  if  the  line  resting  upon  the  highest  point  of  the  elevation 
at  right  angles  to  the  direction  in  which  it  is  moving,  is  a  straight  line), 
and  it  meets  a  plane  surface,  it  will  be  reflected,  and  return  in  the  same 
path.  If  it  meet  the  surface  at  an  angle  of  20°  or  30^  it  will  be  reflected 
at  the  same  angle,  on  the  other  side  of  the  perpendicular  to  the  reflect- 
ing surface. 

324.  Waves  propagated  from  the  fooi  of  an  ellipse. — ^If  the 
vessel  is  in  the  form  ^f  an  ellipse,  and  a  wave  originate  at  one  of  the 
foci,  all  the  rays  will  converge  so  as  to  fall  26fi 
simultaneously,  after  reflection,  on  the  other 
focus. 

Fig.  266  representa  an  ellipse,  of  which  F  and 
F'  are  the  fooi,  which  have  the  following  property. 
If  lines  be  drawn  from  the  foci  to  any  points,  , 
P,  P,  P,  in  the  ellipse,  these  lines  will  form  equal 
angles  with  the  ellipse  at  P,  and  their  lengths 
taken  together,  will  be  equal  to  the  major  axis 
A  B.  If  we  suppose  a  series  of  circular  progres- 
sive waves  propagated  from  the  focus  F,  their  rays 
will  strike  successively  and  at  equal  angles  upon  the  elliptical  surface,  as  at  the 
points  P  P  P ;  they  will  be  reflected  in  the  direction  P  F',  towards  the  other  focus. 
But  as  all  the  points  of  the  same  wave  move  with  the  same  Telocity,  they  will 
all  reach  the  focus  F  at  the  same  time,  for  the  distances  they  pass  over  are  eqnaL 
Hence  it  follows,  that  each  nircular  wave  that  expands  around  F,  will,  after  it 
has  been  refleoted  from  the  surface  of  the  ellipse,  form  another  circular  wave 
around  F'  as  a  centre. 

325.  'Waves  propagated  from  the  fooos  of  a  parabola. — If  the 
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sarface  be  a  parabola,  aod  a  wave  originate  at  its  foous,  all  the  rajs 
will,  after  reflectiun,  pass  ia  parallel  lines.  Or,  if  the  rays  impinge  in 
parallel  lines,  they  will,  after  reflection,  converge  to  the  focus. 

Fig.  267  represenUi  the  parabolic  outre.  The  point  V  is  its  vertex,  the  Hue 
V  M  its  axis.  The  point  F,  upon  the  axis,  is  the  focus,  and  has  the  foUowiug 
propertj.  If  lines  be  drawn  from  the  focus  to  any  points, 
P,  in  the  curve,  and  other  lines  be  drawn  from  the  points,  P, 
■everally  parallel  to  the  axis  V  M,  meeting  lines  W  W,  drawn 
perpendicular  to  the  axis,  the  lines  F  P  and  Pp  will  be  in- 
clined at  equal  angles  to  the  curve  at  the  point  P,  and  the 
sum  of  their  lengths  will  be  everywhere  the  same.  Hence 
it  may  be  demonstrated,  as  in  the  case  of  the  ellipse,  that  if 
a  series  of  progressive  waves  be  propagated  from  the  focus 
V,  these  waves,  after  striking  the  curve,  will  be  reileoted,  so 
as  to  form  a  series  of  parallel  straight  waves. 

Moreover,  it  is  evident  that  if  two  parabolas  face 
each  other,  so  as  to  have  their  axes  coincident,  a  sys- 
tem c^  progressive  circular  waves,  issuing  from  one  focus,  will  be  fol 
lowed  by  a  corresponding  system,  having  for  its  centre  the  other  focus. 
For  if  a  series  of  parallel  straight  waves  strike  a  parabolic  surface, 
their  reflection  would  form  a  series  of  cir^yilar  waves,  of  which  the 
centre  would  be  the  focus. 

Rays  reflected  from  spherical  surfaces,  whose  extent  is  small  com- 
pared  with  their  diameter,  will,  in  their  direction,  approximate  closely 
to  those  reflected  from  a  parabolic  boundary. 

326.  Circular  waves  reflected  from  a  plane. — If  the  diverging 
rays  of  a  circular  wave  fall  upon  a  plane  surface  at  right  angles  to  it, 
their  path,  after  reflection,  is  the  same  as  it  would  have  been  had  they 
originated  from  a  point  on  the  opposite  side  of 
the  plane,  and  as  far  back  as  the  point  of  origin 
itself;  that  is,  the  form  of  the  reflected  wave 
will  be  the  reverse  of  the  incident  wave,  for  the 
rays  which  first  strike  the  surface  will  be  re- 
fleeted  first,  and  will  have  returned  to  the  same 
distance  from  the  surface  at  the  time  when  the 
last  rays  meet  it,  that  these  last  rays  were  at  the 
moment  when  the  first  were  reflected. 

Tbas,  suppose  Uie  wave  gad,  proceeding  from  the  centre  e,  fig.  268,  impinges 
on  the  plane  surface,  e/.  The  form  of  the  wave,  after  reflection,  will  be  the 
same  that  it  would  have  been  had  it  proceeded  fVom  c\  on  the  other  side  of  e/, 
(at  the  same  distance).  It  is  evident  that  with  a  circular  wave,  all  its  points 
eannot  impinge  at  the  same  time  on  a  plane,  therefore,  the  portions  in  advance  will 
impinge  firat,  and  will  first  be  reflected ;  and  when  a  impinges,  the  rays  at  d  and 
g  have  still  to  go  through  the  distances  d  e  and  gf,  before  they  can  be  reflected ; 
bat  in  the  space  of  time  required  for  this,  the  ray  at  a  will  have  returned  to  the 
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point  k.  In  the  same  way  it  may  be  shown  that  the  intermediate  rays  wfll 
retam  to  intermediate  positions,  and  be  found  in  the  line  e  kf,  symmetrically 
aituated  to  the  line  «  nf,  in  which  they  would  have  been  had  they  not  been 
reflected  from  the  plane.  And  it  further  follows,  that  the  centre,  e',  of  the 
reflected  wave  d  k  g,  is  as  far  from  ef,  a^  is  the  centre,  c,  of  the  incident  wave, 
e  n/,  but  on  the  opposite  side  of  the  median  plane,  e  a/. 

327.  Combination  of  waves. — Where  two  systems  of  waves, 
coming  from  different  centres,  meet  each  other,  several  effects  may  fol- 
low, according  to  the  mode  of  meeting,  which  cariuusly  illustrate  the 
principles  of  undulation  in  all  departments  of  physics.  Ist.  If  the 
elevations  of  the  two  waves  coincide,  and,  consequently,  their  depressions 
also,  then  a  new  wave  will  be  formed^  whose  elevations  and  depressions 
will  be  the  sum  of  those  of  the  two  originals.  2d.  If  the  two  waves 
of  equal  amplitude  are  so  superimposed  that  the  reverse  of  the  last  case 
is  true,  t.  e.,  that  the  elevation  of  one  fits  the  depression  of  the  other, 
then  both  waves  disappear,  and  the  surface  remains  horizontal.  Or, 
3d,  if  one  wave  has  greater  amplitude  than  the  other,  and  the  two 
waves  meet  in  the  same  phase,  then  the  resulting  wave  will  haye  a 
height  equal  to  the  difference  between  the  greater  and  the  less. 

Combinations,  and  interjkrence  of  waves,  are  of  universal  occurrenoe 
in  all  media,  in  which  force  of  any  kind  is  propagated  by  undulations. 

328.  Interference  in  an  ellipse. — The  two  systems  of  waves  formed 
by  an  elliptical  surface,  and  propagated,  one  directly  around  one  of  the 
foci,  and  the  second  formed  by  refleo-  269 

tion  around  the  otlier,  exhibit  not 
only  the  phenomena  bf  reflection, 
but  also  of   interference.     These 
phenomena  are  represented  in  fig. 
269,  where  a  and  6  are  the  two  foci. 
The  strongly  marked  lines  are  the  y 
elevations,  the  more  lightly  traced 
lines  are  the  depressions,  the  points  | 
where  the   more  strongly  marked^ 
circles  intersect  the   more  faintly 
marked   circles,  are  points  where 
an  elevation  coincides  with  a  de- 
pression, and  are  therefore  points 
of  interference.     The  series  of  these  points  form  lines  of  interference 
which  are  indicated  in  the  diagram  by  dotted  lines,  which,  as  will  be 
seen,  arrange  themselves  regularly  in  the  form  of  hyperbola  and  ellipse* 
about  these  foci. 

320.  nndalationB  of  the  waters  of  the  globe. — The  undulations 
produced  in  the  oceans,  lakes,  rivers,  and  other  large  collections  of 
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water  upon  the  surface  of  the  globe,  are  of  extreme  importauce  in  the 
economy  of  nature.  Did  not  water  possess,  as  a  consequence  of  the 
mobility  of  its  particles  among  each  other,  the  property  of  being  thus 
set  in  motion,  the  ocean  would  soon  be  rendered  putrid  by  the  decom- 
position of  the  mass  of  organized  matter  it  contains.  The  principal 
physical  cause  which  produces  these  undulations  on  a  moderate  scale, 
is  the  motion  of  the  atmosphere.  On  a  large  scale  they  are  produced 
by  the  combined  effects  of  the  attraction  of  the  sun  and  moon  upon 
the  surface  of  the  ocean,  which  causes  the  ebb  and  flow  of  tides. 
Differences  in  temperature  and  density  of  the  waters  of  different  parts 
of  the  ocean,  cause  currents,  by  the  efforts  of  these  waters  to  assume  a 
state  of  equilibrium ;  and  lastly,  the  rotation  of  the  earth  upon  its  axis, 
originating  the  constant  easterly  current.  A  full  discussion  of  these 
interesting  questions  belongs  to  Physical  Geography. 

2  4.  Undulatioiui  of  Blaatio  Fluids. 

330.  Waves  of  condensation  and  rarefaction. — The  undulations 
of  liquids  already  described  (319)  are  sorface  waves.  Undulations  of 
the  same  kind  may  also  be  produced  in  elastic  fluids.  Elastic  fluids 
are  also  subject  to  undulations  of  a  totally  different  kind  called  waves 
of  condensation  and  waves  of  rarefaction.  Such  undulations  are  due 
to  elasticity,  and  are  produced  in  air  and  gases  by  any  disturbance  of 
density.  If  any  elastic  fluid  be  compressed,  and  again  suddenly 
reliered  from  compression,  it  will  expand,  and  in  its  expansion  exceed 
its  former  volume  to  a  certain  extent ;  after  which  it  will  again  con- 
tract, and  thus  oscillate  alternately  on  either  side  of  the  position  of 
repose.  It  is  obvious  that  we  must  regard  these  undulations,  or  pulses 
of  air,  as  extending  equally  in  all  directions  in  the  free  air,  and  limited 
only  by  the  walls  of  the  containing  vessel  or  apartment  when  the  air  is 
confined.  Therefore,  the  effects  of  the  united  oscillations  extend  equally 
in  the  course  of  radii,  from  the  centre  to  every  point  of  the  surface  of 
a  sphere. 

331.  Undulations  of  a  sphere  of  air. — The  oscillations  of  air  will 
not  be  confined  to  the  sphere  in  which  they  commence.  When  air 
is  first  contracted,  an  aerial  shell,  bounding  the  sphere  of  contraction, 
expands,  and  becomes  thereby  less  dense  than  when  in  equilibrium. 
Again,  upon  the  expansion  of  the  original  sphere,  the  bounding  shell 
contracts,  and  becomes  more  dense,  in  virtue  of  its  inertia  and  elasticity. 
This  exterior  shell  of  air  thus  acts  upon  another,  external  to  it ;  this  in 
its  tarn  on  another,  and  so  on,  and  thus  the  initial  force  is  propagated 
upon  successive  concentric  portions  of  air ;  its  effects  becoming  less 
marked  with  each  enlargement,  until,  like  the  ripple  of  a  wave  of 
water,  it  becomes  too  evanescent  to  be  appreciated.    Compare  i  653. 
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This  alternate  oondensation  and  expansion  of  an  elastic  (laid,  extending  spheri- 
cally around  the  original  centre  of  distnrbanoe,  is  perfectly  analogous  to  a  series 
of  circular  waves  formed  around  a  point  on  the  surface  of  a  liquid.  The  conden- 
sation of  the  elastic  fluid  being  analogous  to  the  elevation  of  a  surface  wave,  and 
tlie  phase  of  rarefaction  being  analogous  to  the  phase  of  depression. 

The  radius  of  the  hollow  sphere,  or  the  distance  the  undulation  had  traversed 
when  the  first  particles  resumed  a  position  of  rest,  is  called  the  length  of  a  wave ; 
the  entire  sphere  comprised  within  these  limits  constitutes  a  wave,  and  the  time 
of  vibration  is  equal  to  the  time  in  which  motion  is  propagated  through  the  entire 
length  of  a  ware.  If  the  cause  which  excited  the  undnlatioii  oontinaes  to  operate, 
the  first  wave  will  expand,  and  there  will  arise  a  second  and  third  wave,  Ac, 
within  the  first,  and  concentric  with  it. 

This  radial,  propagation  of  undulations  in  air  can  take  place  with  equal  velo* 
city  in  all  directions,  only  when  the 
atmosphere  is  of  uniform  density,  so 
far  as  the  vibrations  extend.  If  this 
is  not  the  case,  such  a  wave  cannot 
have  a  spherical  form. 

Let  fig.  270  represent  a  section  of  a 
sphere  of  air,  or  other  elastic  fluid,  in 
which  waves  of  condensation  and  rare- 
faction have  extended  outwards  from 
the  centre  C;  then  the  heavy  lines, 
o  ^fUy  bhik,  and  dlpq,  will  represent 
the  phases  of  greatest  condensation,  the 
finer  intermediate  linos  will  represent 
the  spaces  of  greatest  rarefaction,  and 
the  distances  m  n,  and  n  o,  between  cir- 
cles of  greatest  condensation,  will  be 
the  length  of  the  waves. 

Mechanical  illostiation.— Pro- 
fessor Snell  has  contrived  the  apparatus,  represented  in  fig.  271,  to  illnatrale  tbcM 
undulations.     It  consists  of  a  shaft  turned  by  the  crank  seen  at  the  left»  on 
which  are  elliptical  grooves,  inclined  to  271 

the  axis,  in  which  the  rods  carrying  the 
white  balls  are  made  to  vibrate  from 
right  to  left  and  back  again.  These 
grooves  are  so  arranged  that  each  suc- 
cessive ball  moves  to  the  left  later  than 
the  preceding.  Thus  the  balls  are  seen  ( 
crowded  together  at  certain  parts  of  the 
series;  and,  as  the  crank  is  turned,  the 

phases  of  greatest  condensation  travel  across  the  field  from  left  to  right,  while 
other  similar  waves  are  formed  and  continually  succeed  them. 

332.  Velocity  and  intensity  of  aerial  waves.— The  velocity  with 
which  such  undulations  are  propagated  through  the  atmosphere,  depends 
on,  and  varies  with,  the  elasticity  of  the  fluid.  Waves,  both  large  and 
small,  are  transmitted  with  an  equal  velocity,  so  long  as  the  elasticity 
remains  the  same.  The  intensity  of  vibration,  t.  e.,  the  dimensions  of 
the  spaces  which  the  individual  particles  traverse  while  in  this  state  oi 
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movement,  depends  on  the  energy  of  the  disturbing  force,  which,  it  is 
also  evident,  is  a  measure  of  the  degree  of  compression  of  the  wave. 

333.  Interference  of  waves  of  air. — If  two  series  of  aerial  waves 
coincide  as  to  their  points  of  greatest  and  least  condensation,  a  new 
series  of  waves  will  be  formed,  whose  greatest  condensation  and  rare- 
faction is  determined  by  the  sum  of  these  points,  as  prevailing  in  the 
separate  undulations.  But  where  the  series  are  so  arranged  that  the 
point  of  greatest  condensation  of  one  coincides  with  the  point  of 
greatest  rarefaction  in  the  other,  the  resnlting  series  will  have  conden- 
sations and  rarefactions  equal  to  the  difference  between  the  waves  which 
meet.  If  they  are  equal,  total  interference  takes  place,  as  in  the  case 
of  non-elastic  fluids,  and  silence  results,  if  the  waves  are  those  of  sound. 

Indeed  all  the  effects  described  in  the  case  of  waves  formed  upon  the 
surface  of  a  liquid  are  reproduced  nnder  analogous  conditions  in  the 
case  of  undulations  of  aeriform  bodies.  It  must,  however,  be  borne  in 
mind,  that  these  aerial  waves  have  always  a  spherical  form. 

334.  Intensity  of  waves  of  air  expanding  freely. — The  undu- 
lations produced  in  air  form  progressively  increasing  spheres  (330), 
the  magnitude  of  whose  surfaces  are  to  each  other  as  the  square  of  their 
radii,  or  as  the  square  of  their  distance  from  their  respective  points  of 
impulse.  As  the  intensity  of  the  wave  is  diminished  in  proportion  to 
the  space  over  which  it  is  diffused,  it  follows,  that  the  effect  or  energy 
of  these  waves  diminishes  as  the  square  of  the  distances  from  the  centre 
of  propagation  increases.  So  soon,  however,  as  the  radial  extension 
of  the  wave  meets  with  any  resistance  which  leflects  the  rays  in  a 
parallel  or  concentric  direction,  this  rule  ceases  to  be  applicable. 


Problems. 
On  the  Laws  of  Vibrations. 


149.  If  a  cord  of  a  given  length  makes  48  vibrations  per  second,  what  mast 
be  the  respective  lengths  of  similar  cords  to  make  63,  64,  72,  81,  and  90  vibra- 
tions per  second  ? 

150.  If  a  cord,  3  feet  long,  extended  by  a  weight  of  10  lbs.,  makes  96  vibra- 
tions per  second,  with  what  force  must  a  similar  cord,  2  feet  long,  be  extended 
that  it  may  make  108  vibrations  per  second  ? 

151.  If  an  iron  wire,  one-tenth  of  an  inch  in  diameter  (Sp.  Gr.  7-8),  makes 
73  vibrations  per  second,  what  must  be  the  diameter  of  a  platinum  wire  of  the 
same  length  (Sp.  Gr.  21 '23)  which  will  make  46  vibrations  per  second? 

152.  An  iron  rod,  vibrating  by  torsion,  makes  30  oscillations  per  second;  how 
nmch  longer  must  a  rod,  having  twice  the  diameter,  be  to  vibrate  (with  the 
same  force)  15  times  per  second  ? 
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CHAPTER  VL 

ACOUSTICS. 

{ I.  Production  and  Propagation  of  Sound. 

335.  Acoustics. — Sound. — Acoustics  (derived  from  the  Greek 
▼erb,  dxouwt  to  hear),  teaches  the  science  of  sounds,  their  cause,  nature, 
and  phenomena.  Sound  is  the  impression  produced  on  tlie  seune  of 
hearing  by  the  Tibrations  of  sonorous  bodies.  These  vibrations  are 
transmitted  to  the  ear  by  the  surrounding  medium,  which  is  ordinarily 
the  atmospheric  air. 

Sound  a  sensation. — It  will  be  understood,  therefore,  that  all 
sound,  whether  unmusical,  like  mere  noise,  or  musical,  like  what  is 
technically  called  a  tone  (a  sound  of  definite  and  appreciable  pitch), 
is  a  sensation  ;  and  the  causes  which  produce  this  sensation  may  exist 
without  the  sensation  itself — that  is,  without  sound.  The  cause  of 
sound  being  atmospheric  yibration,  if  there  be  no  delicately  constructed 
organ,  like  the  ear,  to  receive  the  impression  of  this  vibration,  there  is 
no  sound.  It  would  follow,  that  even  at  the  Falls  of  Niagara,  if  there 
were  no  ear  present  to  receive  the  impression,  those  gigantic  vibra- 
tions would  exist  only  as  such — without  sound. 

Key-note  of  nature. — The  aggregate  sound  of  nature,  as  heard  in 
the  roar  of  a  distant  city,  or  the  waving  foliage  of  a  large  forest,  is  said 
to  be  a  single  definite  tone,  of  appreciable  pitch.  This  tone  is  held  to 
be  middle  F  of  the  pianoforte — ^which  may  therefore  be  considered  the 
key-note  of  nature. 

Noise. — The  distinctive  character  of  mere  noise  is  determined  by 
the  nature  and  duration  of  the  irregular  vibrations  causing  it.  If  these 
vibrations  are  short  and  single,  the  effect  is  that  of  a  crack,  or  an  abrupt 
explosion,  as  in  the  snapping  of  a  whip,  or  the  explosion  of  cannon. 
If  they  are  continuous  and  prolonged,  the  effect  is  that  of  a  rattle,  or 
rumble,  like  the  rolling  of  thunder,  or  the  noise  of  carriages  over  a 
stony  road. 

Muaioal  sounds. — Sound,  in  a  musical  sense,  or  tone,  is  the  sensa- 
tion produced  by  a  scries  of  equal  atmospheric  vibrations.  Noine  is 
the  sensation  produced  by  unequal  vibrations.  If  we  throw  a  single 
stone  into  the  centre  of  a  placid  lake,  a  single  wave  circles  off  to 
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the  shore :  such  is  the  effect  upon  the  air  when  a  tone  U  produced. 
If  a  handful  of  pebbles  is  thrown  into  the  lake,  each  separate  pebble 
produces  its  own  circle,  these  circles  intersect  each  other  and  become 
oonfused  to  the  eye :  such  is  the  effect  upon  the  air  when  a  noise  is 
produced.  Pulling  the  string  of  a  harp  would  correspond  to  the  single 
stone  thrown  into  the  lake :  striking  a  table  or  chair,  where  the  separ 
rate  fibres  of  the  wood  vibrate  unequally,  would  correspond  to  the 
handful  of  pebbles. 

A  eharob-bell^  to  a  oaltivated  ear,  is  noisy,  or  musical,  according  as  the  tones 
in  the  rlbrating  metal  (for  every  bell  prodnces  more  than  one  distinguishable 
tone)  ehance  to  be  at  musical  or  unmusical  intervals.  If  the  intervals  are  (mu- 
sically eon«idered)  dissonances,  the  bell  will  be  discordant ;  if  they  are  con- 
cords, the  bell  wiU  be  harmonious.  Again,  if  in  these  concordant  tones  the 
intenrala  be  *'  ma^or,"  the  bell  will  be  cheerful ;  if  tbej  be  "  minor,"  the  bell 
will  be  sad. 

336.  All  bodies  producing  aoond  are  in  vibration. — If  the 
sonorous  body  is  solid,  and  presents  a  large  surface,  as  a  bell-jar,  the 
vibrations  may  be  shown  by  suspending  a  small  ivory  273 

ball,  i,  by  a  thread  in  the  interior  of  the  ja^AB,  in- 
clined in  the  position  seen  in  fig.  272.  When  the  jar 
resounds  with  a  blow,  the  ball  is  thrown  from  the  sides, 
as  shown  by  the  dotted  line,  and  returning,  is  again 
thrown  off,  and  so  continues  bounding,  in  consequence 
of  the  vibrations.  A  touch  from  the  hand  arrests  the 
vibratory  movement  in  the  glass:  the  sound  ceases, 
and  the  ivory  ball  remains  quiet. 

If  the  sonorous  body  is  a  plane 
surface,  its  vibrations  may  be  shown 
by  the  formation  of  nodal  lines  with 
grains  of  sand  scattered  upon  it. 
When  the  sound  is  produced  bj  a 
slretehed  cord,  the  vibrations  may 
be  felt  by  touching  the  cord  lightly 
with  the  hand,  or  may  be  seen  by 
placing  bands  or  rings  of  paper 

upon  the  vibrating  eord.    In  wind  

iaatnimenta,  it  is  the  air  which  they  contain,  whose  vibrations  produce  the 
moaical  sounds. 

This  may  be  proved  bj  an  organ-pipe,  or  by  a  glass  tube,  fig.  273,  when  a 
current  of  air  is  passed  into  it  through  the  foot,  0.  A  small  membrane  of  gold- 
beater's skin,  extended  on  a  circle  of  pasteboard,  B,  is  placed  within  the  tube, 
and  sustained  in  a  horizontal  position  by  means  of  a  thread.  Qrains  of  sand 
strewed  upon  the  membrane,  will  be  arranged  in  nodal  figures,  proving  that  the 
membrane  obeys  the  vibratory  movement  of  the  air  which  surrounds  it.  That 
the  vibrations  are  not  due  to  an  ascending  current  of  air,  is  proved  by  the  fact, 
ihat  the  membrane  does  not  vibrate  when  it  is  placed  midway  of  the  length  of 
24  ♦ 
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the  tabe  [»  nodal  poioi],  bai  abore  or  b«low  ibis  point  it  ribrates,  and  more 
itroDgly  as  it  is  farther  remored  firom  the  centre. 

337.   Sound  propagated  by  waves. — Sound  is  propagated  by 
wayes  of  condensatioii  and  rarefaction  (330),  as  shown  in  fig.  274.   The 

274 


Tibrations  of  the  sounding  bell  are  comiuuuicated  to  the  surrounding 
medium,  and  by  yibrations  alternately  forwards  and  backwards.  Mo- 
tion is  communicated  to  an  ever  increasing  spherical  portion  of  the 
medium  until  it  reaches  the  ear,  by  which  the  sensation  of  sound  is 
perceived. 

338.  Co-existenoe  of  sonnd-^iraves. — Many  sounds  may  be  trans- 
mitted simultaneously  in  different  directions  by  the  same  medium  with- 
out destroying  each  other,  all  the  sounds  penetrating  and  crossing  in 
space  without  modification.  In  complicated  symphonies,  a  practiced 
ear  readily  distinguishes  the  sound  of  each  instrument.  A.yerj  intense 
sound  may  overpower  a  feeble  sound,  as  a  loud  noise  renders  the  human 
voice  inaudible. 

330.  Soand  is  not  propagated  in  a  vacaam. — The  yibrations  of 
elastic  bodies  do  not  produce  an  impression  on  the  ear,  unless  there 
exists  between  this  organ  and  the  sonorous  body  an  uninterrupted  elas- 
tic medium,  yibrating  with  it.  This  medium  is  ordinarily  the  atmo- 
spheric air,  but  other  gases,  yapors,  liquids,  and  solids,  transmit  sound, 
and  generally  with  a  facility  yarying  with  their  density. 

To  prove  that  sound  is  not  propagated  in  a  vacaam,  place  ander  the  receiver 
of  an  air-pnmp,  a  bell,  kept  in  constant  vibration  by  a  clock-work  movement, 
fig.  275.  The  bell  apparatus  should  be  placed  upon  wadding,  otherwise  the 
Tibrations  would  be  communicated  to  the  plate  of  the  air-pump,  and  thus  to  tho 
air.  While  the  receiver  is  filled  with  air  at  the  ordinary  pressure,  the  sound 
is  distinct ;  as  the  air  is  gradually  exhausted,  the  sound  grows  more  and 
more  feeble,  until  finally,  when  a  vacuum  is  obtained,  it  ceases  to  be  beard, 
hilt  iff  immediately  revived  by  admitting  air  again. 
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340.  Sound  is  propagated  in  all  elastic  bodies.— If,  in  the 

experiment  just  described,  the  vacuum  is  supplied  with  hydrogen  gas 
(density  0.0692),  or  any-  gas  of  less  density  275 

than  atmospheric  air,  a  sound  will  be  trans- 
mitted from  the  bell,  very  feeble  fur  the  hy- 
drogen, and  increasing  as  the  gas  is  more 
dense.  In  like  manner,  a  person  whose  lungs 
have  been  filled  with  hydrogen  gas,  utters 
oiily  a  shrill  piping  sound. 

Vapors,  water  and  other  liquids,  transmit 
sounds  like  gases,  but  with  much  more  energy. 
When  two  bodies  are  struck  under  water,  the 
sound  is  distinct  to  a  person  having  bis  ear 
under  water,  or  communicating  with  the  water 
by  means  of  some  solid  substance.  The  conducti- 
bilifcy  of  sound  is  so  great  in  solids,  that  if  we  apply 
the  ear  to  one  end  of  a  beam  of  wood,  the  slightest 
sh<>ck,  a^  the  scratch  of  a  pin  at  the  other  extremity,  may  be  beard  distinctly*. 
The  noii^e  of  cannon  has  been  heard  a  distance  of  more  than  two  hundred  and 
fifty  miles,  by  applying  the  ear  to  the  solid  earth.  In  several  mines  in  Corn- 
wall, England,  there  are  galleries  which  extend  under  the  sea,  where  the  sound 
of  the  waves  is  clearly  heard  when  the  sea  is  agitated,  rolling  the  pebbles  and 
boulders  over  the  rocky  bottom  of  the  ocean. 

The  music  from  a  company  of  musicians,  playing  in  orchestra  upon  numerous 
instruments,  has  been  transferred  to  an  apartment  in  another  house,  by  a  cord 
stretched  across  the  intervening  street,  connecting  at  one  end  with  a  sounding- 
board,  and  at  the  other  extremity  with  a  wooden  box.  On  placing  the  ear  at  an 
opening  in  the  box,  the  whole  musical  movement  was  heard,  reproduced  in 
miniature,  being  transmitted  by  the  vibrations  through  the  cord.  A  bystander 
in  the  same  apartment  was  unconscious  of  there  being  any  performance. 

341.  Hearing  is  a  sense  depending  upon  the  ear,  a  beautifully  con- 
structed instrument,  designed  to  gather  in  the  vibrations  of  the  sur- 
rounding air.  This  vibratory  movement  is  communicated  to  the  acoustic 
nerve  by  the  aid  of  organs  which  will  be  described  in  detail  at  the  close 
of  this  chapter. 

342.  Time  is  required  for  the  transmission  of  sonnd. — Expe- 
rience testifies  to  the  truth  of  this  statement.  We  hear  the  blows  of  a 
hammer  at  a  distance  a  very  sensible  interval  of  time  after  we  see  them 
struck.  An  appreciable  time  elapses  after  we  see  the  flash  of  a  cannon, 
at  a  little  distance  from  us,  before  we  hear  the  explosion.  The  report 
of  the  meteor  of  1783  was  heard  at  Windsor  Castle  ten  minutes  after 
its  disappearance. 

343.  The  velocity  of  all  soands  is  the  same.* — The  velocity  of 
sound  is  the  space  that  it  traverses  in  a  second.  Theory  demonstrates 
that  the  velocity  of  the  vibrations  of  sonorous  bodies  in  the  same  me- 


*  See  note  in  Appendix,  p.  669. 
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diom,  i«  the  same  for  all  sonndB,  grave  or  eharp,  strong  or  feeble,  «nd 
whatever  may  be  their  pitch.  Observation  confirms  thb  result,  at  least 
fur  those  distances  at  which  experiments  have  been  made.  There  is  no 
confusion  in  the  effects  of  music,  at  whatever  distance  it  may  be  heard. 

If  the  different  notoi  nmnltsaeonsly  prodaoed  by  the  vsrioiifl  instnxmenta  of 
an  orchestra,  mored  with  different  Teloeities,  they  would  be  heard  by  a  distant 
aaditor  at  different  moments,  so  that  a  mnsical  performance,  except  to  those  in 
its  immediate  vicinity,  woald  prodace  onlj  discords.  M.  Biot,  in  plajing  an 
air  upon  a  flute  at  the  extremity  of  a  pipe  of  the  aqueduct  of  Paris,  found  that 
the  sounds  came  to  the  other  end,  haying  exactly  the  same  interval,  demon- 
strating  that  the  difierent  sounds  traTelled  with  the  same  Telocity. 

344.  Velocity  of  aoond  in  air. — Numerous  experiments  have  been 
made  for  estimating  the  velocity  of  sound ;  that  is,  the  space  that  it 
travels  over  in  a  second.  The  most  extensive  and  accurate  system  of 
experiments  were  those  made  in  1822,  by  the  Board  of  Longitude  of 
France,  conducted  by  Messrs.  Prony,  Arago,  Humboldt,  Gay  Lussae, 
and  others. 

Two  pieces  of  cannon  were  used,  one  placed  at  Montlh^ry,  the  oAer  at  Mont- 
martre,  between  which  the  distance  is  18,612  m.  (=«  61,063*8  feet),  or  more  than 
ten  miles.  The  discharges  were  reciprocal,  so  as  to  aroid  the  influence  of  the 
wind.  At  each  station  were  numerous  obserrers,  furnished  with  chronometers, 
who  noticed  the  time  between  the  appearance  of  the  light,  and  the  arrival  of  the 
sound.  This  time  may  be  called  that  which  the  sound  requires  to  pass  from  one 
station  to  another,  for  the  time  occupied  by  the  passage  of  the  light  between 
the  two  points  is  wholly  inappreciable.  The  mean  time  required  to  transmit  the 
sound  was  54*6  seconds.  By  diriding  the  distance  between  the  two  stations  by 
this  number,  the  Telocity,  per  second,  is  obtained.  The  Telocity  of  sound  at 
61°  F.  (16°  C),  that  being  the  temperature  of  the  atmosphere  during  the  ex- 
periment, is  1118-3  feet  (340*88  m.),  (for  61,063*8 -hM -6  =  1118*3 -f-)  ;  or  at 
the  temperature  of  32°  F.  it  would  be  about  1086*1  feet 

Messrs.  Bravais  and  Martin,  in  1844,  have  determined  that  the  velo- 
city of  sound  between  the  summit  and  base  of  the  Faulhorn  (a  lofty 
mountain  in  the  Swiss  Alps)  is  the  same,  whether  ascending  or  descend- 
ing, and  that  it  is  1090*47  feet  per  second  at  32°  F. 

It  has  been  determined,  1.  That  the  velocity  of  sound  decreases  with 
the  temperature ;  at  50*  F.  (10* C),  it  is  1106091  fieet  (337  m.)  So 
that  as  the  temperature  is  lowered,  sound  diminishes  in  velocity  about 
one  foot  and  a  tenth  for  every  degree.  2.  That  at  the  same  tempera- 
ture the  velocity  of  sound  is  not  materially  affected,  whether  the  sky  is 
bright  or  cloudy,  the  air  clear  or  foggy,  the  barometric  pressure  great 
or  small,  provided  the  air  is  tranquil.  All  of  these  circumstances, 
however,  exert  a  great  influence  on  the  intensity  of  the  sound  as  it 
reaches  the  ear  from  a  given  distance.  Fogs,  snow,  Ac.,  prevent  the 
free  propagation  of  sound,  but  do  not  materially  affect  its  velocity.  3. 
That  itp  velocity  varies  with  the  velocity  and  direct!  ^n  of  the  wind. 
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345.  Velocity  of  somid  in  different  gases  and  ▼apois. — ^The 
Telocitj  of  sound  in  the  different  gases,  is  in  the  inverse  ratio  of  the 
square  root  of  their  densities. 

Dnlong  hM  determiiidd  by  calculation  the  Telocity  of  Bound  in  the  following 
gases,  at  the  temperature  of  32°  F.  Carbonic  acid  860  feet  (262  m.),  oxygen 
1040  feet  (317  m.),  defiant  gas,  1030-2  feet  (314  m.),  air,  1092-54  feet  (333  m.), 
carbonic  oxyd,  1105  6  feet  (337  m.),  and  hydrogen,  4163  feet  (1269  m.),  each 
in  a  second.  The  theoretical  velocity  of  sound  in  vapor  of  alcohot  at  140°  ii 
862  feet,  in  vapor  of  water  at  154°  is  1347  feet.  The  observed  velocities  are 
generally  not  very  far  from  those  given  by  calculation. 

346.  Calcalation  of  distances  by  soand. — The  known  velocity 
of  sound  per  second  (1118  feet),  enables  us  to  obtain  a  close  approxi- 
mation of  the  distance  of  the  sonorous  body.  This  follows  as  a  conse- 
quence of  the  very  experiments  (344)  by  which  the  velocity  of  sound 
was  determined.  From  the  known  laws  of  falling  bodies  (71),  we  may 
also,  with  the  aid  of  the  known  velocity  of  sound,  obtain  an  approxi- 
mate estimate  of  the  height  of  a  precipice,  or  the  depth  of  an  abyss, 
from  tlie  time  occupied  by  the  sound  of  any  projectile,  let  fall  from  the 
hand,  in  reaching  the  eaJ:. 

347.  Velocity  of  sounds  in  liqaids. — Sound  is  conveyed  through 
liquids  as  well  as  through  gases.  The  velocity  of  sounds  in  liquids 
is  much  greater  than  in  air.  In  1827,  Messrs.  Colladon  and  Sturm, 
experimenting  upon  the  velocity  of  sound  in  the  Lake  of  Geneva,  found 
it  to  be  4708  feet  (1436  m.)  per  second,  or  about  four  and  a  half  times 
greater  than  in  air,  at  the  temperature  of  46'6°  F. 

Agitation  of  the  water,  liquids,  Ae.,  did  not  affect  either  the  rapidity  or 
intensity  of  the  sound.  But  the  interposition  of  solid  bodies,  such  as  walls,  or 
buildings,  between  the  sounding  body  and  the  observer,  almost  destroyed  the 
transmiasion  of  sound  in  water ;  an  effect  which  does  not  take  place  nearly  to 
the  same  degree  in  air  (350). 

348.  Velocity  of  sounds  in  solids. — Sound  is  transmitted  by 
solid  bodies  with  much  greater  rapidity  than  by  air,  but  bylio  means 
with  equal  velocity,  varying  much  with  the  elasticity  and  density  of  the 
different  solids,  as  well  as  their  homogeneity  and  uniformity  of  structure. 

Want  of  homogeneity  in  any  medium  interferes  with  the  propagation  of  sonor^ 
oaa  Ttbrations.  Let  a  tall  glass  be  half  filled  with  champagne  wine :  as  long 
as  there  is  effervescence,  and  the  wine  contains  air  bubbles,  a  stroke  on  the  glass 
gives  only  a  dead  disagreeable  sound ;  as  the  effervescence  subsides  the  tone 
becomes  clearer,  and  when  the  liquid  is  tranquil  the  glass  rings  as  usual.  Ihe 
dullness  of  sound  alluded  to  is  owing  to  the  fact  that  the  wine  which  forms  part 
of  the  ribrating  system  lacks  homogeneity,  and  therefore  is  incapuble  of  regular 
ribrafttion. 

The  most  exact  experiments  have  bedn  made  by  M.  Biot,  with  a  series  of  water- 
pipes  in  Paris,  which  had  a  length  of  3120  feet  (951  m.).  A  bell  was  hung  at 
tke  eeotre  of  a  r«ng  of  Iron,  fastened  to  the  mouth  of  the  tube,  so  that  the 
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▼ibrations  of  the  ring  woald  affect  only  the  metal  of  the  tabe,  and  the  vibratioDf 
of  the  bell  onlj  the  included  air.  When  the  ring  and  bell  were  stmck  simnlta- 
neonslj,  an  observer,  placed  at  the  other  end,  heard  two  sounds;  the  first 
transmitted  bj  the  metal,  the  second  by  the  air.  By  noticing  the  interral  of 
time  between  the  arrival  of  the  two  soands,  it  was  ascertained  that  the  velocity 
of  propagation  of  sound  in  cast  iron  is  about  10*i  times  that  observed  in  sir; 
that  is,  11,600  feet  (3538*5  m.).  Similar  experiments  were  made  by  Haaaenfrats 
on  the  velocity  of  sound  in  stone,  on  the  walls  of  the  galleries  of  the  catacombs 
which  nnderiie  Paris,  by  observing  the  interval  of  time  between  the  arrival  ;f  a 
sound  transmitted  by  the  stones  and  of  that  transmitted  by  the  air  of  the  gaUery. 

Were  the  earth  and  sun  connected  by  an  iron  bar,  nearly  three  years  would 
elapse  before  the  sound  of  a  blow  applied  at  the  sun  could  reach  the  earth. 

The  velocity  of  the  propagation  of  sound  has  been  determined  theoretically 
by  Savart,  Chladni,  Massou,  and  Wertheim,  from  the  number  of  longitudi- 
nal  and  transverse  vibrations  of  the  bodies,  or  their  eoeflicient  of  elasticity. 
Chladni  found,  by  the  aid  of  longitudinal  vibrations,  that  in  wood,  the  velocity 
of  sound  is  from  ten  to  sixteen  times  greater  than  in  air.  In  metals,  the  velo- 
city is  more  variable,  being  from  four  to  sixteen  times  as  great  as  in  air. 

349.  Interference  of  sonnd. — When  two  series  of  soDorous  anda- 
lations  encounter  each  other  in  opposite  phases  of  vibration,  the 
phenomena  of  interference  are  produced.  The  undulations  will  become 
mutually  checked,  and  if  the  two  sounds  are  of  equal  intensity,  instead 
of  producing  a  louder  sound,  as  might  be  expected,  they  will  altogether 
destroy  each  other  and  produce  silence.  If,  however,  one  of  the  sounds 
ceases,  the  other  is  heard  immediately. 

If  two  sounding  bodies  were  placed  in  the  foci  of  anjellipse,  fig.  269,  no  sound 
would  be  heard,  if  an  ear  was  placed  on  any  of  the  lines  of  interference  indi- 
cated by  the  dotted  lin^s,  but  if  one  sound  was  stilled,  the  other  would  be  heard, 
or  if  the  ear  was  placed  between  the  lines  of  intarferenee,  then  both  tonads 
would  be  heard  simultaneously,  and  would  be  louder  than  either  alone. 

The  interference  of  sounds  may  be  shown  by  means  of  a  common 
tuning-fork.  276 

When  in  vibration,  its  branches  recede  from,  and  ap- 
proach each  other,  as  shown  by  the  dotted  lines  in  fig. 
276.  If  the  instrument,  when  vibrating,  is  placed  about 
a  foot  from  the  ear,  with  the  branches  equidistanty  both 
sounds  will  be  heard ;  for  the  waves  of  sonnd  combine 
their  effects;  but  as  it  is  slowly  turned  around,  the  sound 
will  grow  more  and  more  feeble,  until  at  length  a  posi- 
tion will  be  found  in  which  it  will  be  inaudible.  For,  as 
the  tuning-fork  is  turned,  the  waves  of  sound  interfere,  and  | 
produce  partial  or  total  silence.  This  may  also  be  illustrated  ' 
by  attaching  a  tuning-fork,  lengthwise,  to  any  rotating  sup- 
port. When  the  fork  is  vibrating,  no  sound  will  be  heard  so 
long  as  it  continues  to  rotate 

350.  Aconstio  shadow^. —  Persons  cut  off  from  ob- 
servation by  a  wall,  or  other  obstacle,  still  hear  sounds 
distinctly,  although  with  a  diminished  volume.    Thus  a  band  of  music 
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to  an  adJBoent  house,  or  neighboring  street,  is  readily  followed  in  the 
softest  melody.  Intervening  obstacles,  therefore,  however  opaque  to 
light,  do  not  cast  perfect  shadows  to  sound.  The  sound  is  not  entirely 
cut  off,  because  the  obstacle  is  elastic,  and  propagates  the  vibrations  it 
receives  in  a  manner  analogous  to  light  passing  through  a  translucent 
medium. 

To  A  diftaiit  observer,  the  roar  of  »  railway  train  is  instantly  hushed  on 
entering  a  tunnel,  and  as  suddenly  renewed  on  its  emergence. 

Acoustic  shadows  are  much  more  distinctly  recognised  when  large 
masses,  as  edifices  or  rocks,  intervene ;  so  large  as  not  to  enter  into 
▼ibration. 

Although  there  is  not  complete  silence  in  the  acoustic  shadow,  still  it 
is  analogous  to  the  shadow  of  light,  for  there  is  never  complete  obscurity 
in  the  latter  case,  even  when  we  take  the  utmost  precaution,  fur  the 
light  spreads  behind  the  obstacles  which  arrest  it. 

351.  DiBtanoe  to  whioh  soand  may  be  propagated. — The  dis- 
tance at  which  sounds  are  audible  does  not  admit  of  precise  measure- 
ment. In  general,  it  may  be  stated,  that  a  sound  will  be  heard  further, 
the  greater  its  original  intensity,  and  the  denser  the  medium  in  which 
it  is  propagated.  It  also  depends,  greatly,  on  the  delicacy  of  hearing 
of  different  individuals.  The  intensity  of  sound,  like  that  of  all  forces 
acting  in  lines,  diminishes  in  the  inverse  ratio  of  the  squares  of  the 
distance  of  the  sounding  body.  Thus,  if  the  linear  dimensions  of  a 
theatre  be  doubled,  the  volume  of  the  performers'  voices  at  any  part  of 
the  circumference  will  be  diminished  in  a  fourfold  proportion. 

That  this  difference  of  the  agitating  impression  is  the  true  canse,  is  shown  by 
ceoflning  the  air  on  all  sides  in  a  tube.  Biot  experimented  with  2860  feet  of  tho 
water-pipes  of  Paris.  At  this  distance  the  lowest  whisper  made  at  one  end  was 
acearately  heard  at  the  other  extremity  of  the  tube. 

A  powerful  human  Toioe  in  the  open  air,  at  the  ordinary  temperature,  is 
sndible  at  the  distance  of  seven  hundred  feet.  In  a  frosty  air,  undisturbed  by 
winds  or  current,  sound  is  heard  at  a  much  greater  distance  with  surprising 
distinctness.  Lieut.  Forster,  in  the  third  polar  expedition  of  Capt.  Parry,  held 
a  conversation  with  a  man  across  the  harbor  of  Port  Bo  wen,  a  distance  of  one 
sad  a  quarter  miles.  Dr.  Young  states,  on  the  authority  of  Derham,  that  the 
watchword  ^  all's  well"  has  been  distinctly  heard  from  Old  to  New  Gibraltar,  a 
distance  of  ten  miles.  The  marching  of  a  company  of  soldiers  may  be  heard, 
on  a  Atill  night,  at  from  five  hundred  and  eighty  to  eight  hundred  and  thirty 
paces ;  a  squadron  of  cavalry  at  foot  pace,  at  seyen  hundred  and  fifty  paces ; 
tiotting,  or  galloping,  one  thousand  and  eighty  paces  distant  When  the  air  is 
etfan  and  dry,  the  report  of  a  musket  is  audible  at  eight  thousand  paces.  The 
sound  of  the  cannonading  at  Waterloo  was  heard  at  Dover. 

Bounds  travel  further  on  the  earth's  surface  than  through  the  atmosphere.  Thus 
tt  is  said,  that  at  the  siege  of  Antwerp  in  1832,  the  cannonading  was  heard  in  the 
mines  of  Saxony,  which  are  about  three  hundred  and  seventy  miles  distant     The 
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oannonacling  at  the  battle  of  Jena  was  heard  feebly  in  the  open  fields  near  Dres- 
den, 92  miles  distant,  but  in  the  casemates  of  the  fortifications  it  was  heard  with 
great  distinctness.  The  noise  of  a  sea  fight  between  the  English  and  the  Dnteh 
in  1672,  was  heard  at  Shrewsbury,  a  distance  of  two  hundred  miles.  Sound 
has  been  carried  by  the  atmosphere  to  the  distance  of  three  hundred  and  forty- 
five  miles,  as  it  is  asserted,  that  the  very  violent  explosions  of  the  volcano  at 
St.  Vincent's  have  been  heard  at  Demarara. 

Sir  Stamford  Raflles  records  however  a  similar,  though  much  more  eztraor- 
(Lnary,  faxst  The  eruption  in  Tombers,  in  Sumbawa,  was  perhaps  the  most 
violent  volcanic  action  recorded;  occasional  paroxysms  were  heard,  he  says, 
more  than  nine  hundred  miles  distant. 

352.  Reflection  of  sonnd. — ^When  the  waves  of  air  on  which  sound 
is  being  borne  impinge,  in  the  course  of  their  expansion,  on  a  solid 
surface,  they  will  be  reflected  from  it,  agreeably  to  the  laws  regulating 
the  impact  of  solid  bodies  (112).  Their  return  is  made  with  equal  velo- 
city, and  under  an  equal  but  opposite  angle  to  that  under  which  they 
advanced. 

Let  a  spherieal  wave  whose  centre  is  at  8,  fig.  277,  encounter  obliquely  a 
plane  snrfaoe,  a  0,  separating  two  media  of  different  density,  a  portion  of  the 
sound  will  be  reflected  as  though  it  emanated  f^om 
the  point  S',  as  far  behind  0  as  S  is  in  front  of  it, 
and  while  a  n  would  have  been  the  surface  of  the 
wave  if  the  reflecting  medium  had  not  intervened, 
a  n'  will  be  the  wave  eurface  of  the  reflected  sound. 
Take  any  portion  of  the  incident  wave,  as  6  m,  let 
hp=.maf  when  the  surface  of  the  incident  wave 
reaches  a,  a  wave  starting  ft-om  a  new  centre  of  vi- 
bration, hf  will  have  extended  to  the  circumference 
described  upon  hp  f  similarly  a  new  vibration  start- 
ing from  c,  will  describe  the  circle  of  which  c  9  is 
the  radius.  In  the  same  manner,  vibrations  start- 
ing from  every  point  of  the  line  a  0,  will  make  up 
the  compound  wave  surface  a  n',  whose  centre  is  at 
8',  and  which  is  tangent  to  all  the  wave  surfaces, 
whose  radii  are  09,  hp,  Ac. 

353.  Bcho. — An  echo  is  the  repetition  of  a 
sound  reflected  by  a  sufficiently  distant  object, 
so  that  the  reflected  is  not  confounded  with 
the  direct  sound. 

The  ear  cannot  distinguish  one  sound  from  ano- 
ther, unless  there  is  an  interval  of  one-ninth  of  a 
second  between  the  arrival  of  the  two  sounds.  Sounds  must,  therefore,  succeed 
each  other  at  an  interval  of  one-ninth  of  a  second,  in  order  to  be  beard  dis- 
tinctly. Now  the  velocity  of  sound  being  eleven  hundred  and  eighteen  feet  a 
second,  in  one-ninth  of  a  second  the  sound  would  travel  one  hundred  aad  twenty- 
four  feet. 

To  have  a  perfect  echo,  therefore,  the  reflecting  surface  most  be  at 
least  sixty-two  feet  from  the  sounding  body.    (62  X  2  =  124.)    If  we 
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flpeak  a  sentence  at  the  distance  of  sixty-two  feet  from  the  reflecting 
Burfaee,  we  ehall  hear  the  echo  of  the  last  syllable  only.  If  twice, 
thrice,  or  four  times  the  -  distance,  two,  three,  or  foar  of  the  syllables 
will  be  echoed,  the  direct  soands  and  reflected  sound  of  the  other  syl- 
lables of  the  sentence,  being  confounded  with  each  other.  If  the  re- 
flecting surface  is  at  a  less  distance  from  the  sounding  body  than  sixty- 
two  feet,  the  direct  sound  and  the  reflected  sound  become  confused,  so 
that  words  and  tones  cannot  be  heard  distinctly.  The  original  sound 
will  then  be  prolonged  and  strengthened ;  an  effect  which  we  express 
by  saying  there  is  resonance.  If  the  distance  is  comparatively  small, 
as  in  a  common-sized  room,  the  sounds  reflected  from  the  walls,  the 
ceiling  and  the  floor,  reach  the  ear  at  almost  exactly  the  same  time  as 
the  direct  sound,  and  the  apparent  power  of  the  voice  is  strengthened, 
besides  preserving  its  delicacy.  Where,  however,  the  apartment  is 
larger,  the  direct  sound  only  partially  coincides  with  the  reflected 
soand,  and  more  or  less  confusion  arises.  Voices  are  heard  in  a  re- 
markably sonorous  manner,  in  large  apartments  with  hard  walls,  while 
draperies,  hangings,  carpets,  &c.,  about  a  room,  smother  the  sound, 
because  tiiese  are  bad  reflectors.  A  crowded  audience  has  a  similar 
effect,  and  increases  the  difficulty  of  speaking,  by  presenting  surfaces 
unfavorable  to  reflection. 

354.  Repeated  echoes. — ^Repeated  or  multiplied  echoes,  are  those 
which  repeat  the  same  sound  many  times.  This  happens  when  two 
obstacles  are  placed  opposite  to  one  another,  as  parallel  walls,  for 
example,  which  reflect  the  sound  successively. 

A  striking  and  beautiful  effect  of  echo  is  produced,  in  certain  locali- 
tiea,  by  the  Swiss  mountaineers,  who  contrive  to  sing  their  Ram  des 
Vachet  in  such  time,  that  the  reflected  notes  form  an  agreeable  aocom' 
paniment  to  the  air  itself. 

There  ia  a  snrpruing  eoho  between  two  bamg  at  Belvidere,  Allegheny  county, 
N.  T.  It  repeats  eleven  times,  a  word  of  either  one,  two,  or  three  syllables ; 
sad  has  been  heard  to  repeat  it  thirteen  times.  By  plaeing  oneself  in  the  centre, 
between  the  two  barns,  a  double  echo  is  heard,  one  in  the  direction  of  each  bam, 
and  a  monosyllable  is  thus  repeated  twenty- two  times. 

At  Ademaoh,  in  Bohemia,  there  is  an  echo  which  repeats  seren  syllables 
three  times;  at  Woodstock,  in  England,  there  is  one  which  repeats  a  sound 
seventeen  times  during  the  day,  and  twenty  times  during  the  nights  An  eoho  in 
the  Villa  Smionetta,  near  Milan,  is  said  to  repeat  a  sharp  sound  thirty  times 
andibly. 

The  most  celebrated  echo  among  the  ancients,  was  that  of  the  Metelli  at  Roiflfef 
which,  according  to  tradition,  was  capable  of  repeating  the  first  line  of  the 
^neid,  containing  fifteen  syllables,  eight  times  distinctly. 

355.  Change  of  tone  by  echo. — Dr.  Chas.  G.  Page  describes  an  echo  in 

Fairfax  county,  Virginia,  which  gives  three  distinct  reflections,  the  second  echo 

■Buefa  the  most  distinoi    Twenty  notes  played  upon  a  flute,  are  returned  with 

perfect  clearness.    But  the  most  singular  property  of  this  echo  is,  that  some 
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notea  in  the  toftle  are  not  retimed  in  their  plaoei,  but  are  rapplied  with  othtr 
Dotes,  which  are  either  thirds,  fifths,  or  octaTea, 

356.  Wliiapering  galleries. — ^Whispering  gallerieB  are  so  called, 
because  a  low  whisper,  uttered  at  one  point  in  them,  may  be  heard 
distinctly  at  another  and  distant  point,  while  it  is  inaudible  in  other 
positions. 

Sueh  galleries  are  always  domed,  or  of  ellipsoidal  shape ;  the  best  fbrm  is 
that  of  the  ellipsoid  of  rerolution.  In  snch'^  ohamber,  whispering  in  one  foenSp 
is  very  audible  to  a  person  at  the  other  focos,  beoanse  the  undnlations  striking 
upon  the  walls,  are  reflected  to  the  point  where  the  hearer  is  placed,  while  in 
any  other  position,  a  feeble  sonnd,  or  none  at  aU,  will  be  heard,  beoaose  only  a 
part  of  the  reflected  sound  will  reach  the  ear  at  one  time.     (See  fig.  266.) 

One  of  the  halls  of  the  museum  of  antiquities,  of  the  LouTre,  at  Paris,  ftir- 
nishes  an  example  of  such  an  apartment.  In  the  dome  of  the  Rotunda  of  the 
Capitol  at  Washington,  is  a  fine  whispering  gallery.  The  principal  room  of  the 
Merchants'  Exchange,  in  New  York,  is  of  a  similar  character,  and  at  the  same 
time  affords  a  painful  example  of  conftised  echoes. 

The  new  Halls  of  Congress,  at  Washington,  and  the  Lecture  room  at  the 
Smithsonian  Institution,  have  been  designed  with  special  reference  to  the  best 
form  for  public  speaking,  and  to  this  end  an  elaborate  series  of  experiments  and 
observations,  upon  the  best  proportions  and  forms  of  public  halls,  have  been 
undertaken  by  Proft.  Henry  and  Bache,  by  order  of  the  government,  the  results 
of  which  are  recorded  by  the  former,  in  the  Proceedings  of  the  Ameriean  Asso- 
ciation for  1866,  p.  119,  and  Smithsonian  Report  for  1866,  p.  221. 

357.  Refraotion-  of  soiind. — Although  sound  is  reflected  by  any 
surface  of  different  density  from  that  in  which 
it  originates,  the  sound  also  enters  the  second 
medium  by  means  of  new  vibrations  origi- 
nating at  the  interposed  surface. 

We  have  seen  (346,  347)  that  the  velocity  of 
sound  is  not  the  same  in  different  media.  Let  a 
sound-wave  originating  at  S,  fig.  278,  meet  with 
another  medium  in  which  sound  moves  slower  than 
in  the  first,  snd  let  a  0  be  the  surface  of  the  second 
medium.  Let  the  difference  of  velocity  be  such 
that  while  the  new  vibration,  originating  at  h, 
would  advance  to'p',  if  the  medium  were  like  the 
first,  it  can  move  only  to  e  in  the  new  medium : 
it  is  evident  that  if  an  be  the  wave  surface  with 
the  velocity  unchanged,  a  N  will  be  the  wave  sur- 
face  with  the  retarded  velocity,  and  the  ray  S  h 
will  enter  the  second  medium  in  the  direction  b  R, 
more  nearly  perpendicular  to  the  surface  a  0,  than 
its  direction  in  the  first  medium. 

For  a  fuller  discussion  of  the  laws  of  reArao- 
tion,  see  the  chapter  on  Optics. 

The  phenomena  of  refraction  of  sound  are  in 
accordance  with  theory.  The  researches  of  Pois- 
son  and  Green  have  placed  this  beyond  doubts 
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the  same  thing  by  the  followiog  experiment : — A  cell,  amn,  fig.  279,  was  formnd 
of  two  films  of  collodion,  united  at  the  edges  by  a  nm  of  iron.  The  two  films, 
m  and  ft,  were  made  spherici^ly  convex,  and  when  inflated,  the  instrument  took 
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the  form  of  a  lens,  like 
those  employed  in  opti- 
cal experiments.  This 
apparatus  was  filled  with 
carbonic  acid  gas,  by 
means  of  an  opening  at 
a.  He  placed  a  watch  at 
S,  in  the  axis  of  the  lens 
that  is  in  the  line  Sr 
which  passes  through 
the  centres  of  the  two 
surfaces  m  and  n.  When 
an  obserrer  placed  his 
ear  on  the  opposite  side  in  the  axis  of  the  lens,  the  ticking  of  the  watch  was 
distinctly  heard,  if  at  a  proper  distance  from  the  lens :  this  distance  was 
less  in  proportion  as  the  watch  was  farther  removed.  If  the  lens  was  raised 
up,  the  sound  ceased  to  be  heard;  and  the  result  was  the  same  if  the  ear 
was  removed  from  the  axis  S  r.  Having  replaced  the  watch  by  an  organ-pipe, 
having  an  opening  like  a  flute,  instead  of  the  ear  be  employed  the  bent  tube 
/Cf  having  gold-beater's  skin  extended  over  the  opening  e,  and  fine  sand  placed 
upon  it.  When  this  apparatus  occupied  the  positions  in  which  the  ear  heard 
the  sound  of  the  watch,  the  sand  was  agitated ;  but  on  removing  the  lens  tho 
sand  remained  at  resL 

To  comprehend  how  these  experimeuts  demonstrate  the  refVaction  of  sound, 
we  must  refer  to  the  principles  of  optics,  in  which  multiplied  experiments  havo 
rendered  the  explanation  very  complete,  and  easy  to  be  understood. 

358.  The  speakiDg-tmmpet  is  an  instrument  employed  to  convey 
the  voice  to  a  great  distance.  This  instrument  consists  of  a  conical 
tube  0  Py  fig.  280,  terminated  by  a  bell-shaped  extremity,  P.  At  0 
is  a  month-piece  which  surrounds  the  lips  without  interfering  with 
their  movements.     The  trumpet,  it  is  said  by  history,  was  used  by 


Alexander  the  Great  for  commanding  his  army.  At  the  present  day 
it  is  employed  at  sea  to  cause  the  voice  of  the  commander  to  be  heard 
above  the  roar  of  the  winds  and  waves.   On  land  it  is  used  by  firemen. 

To  explain  the  augmentation  of  sound  by  the  trumpet,  it  was  formerly  sup- 
posed  that  the  sound  was  reflected  by  the  sides  of  the  trumpet,  so  that  the  vibra- 
tions inued  in  the  direetion  of  the  axis  of  the  instrument,  and  that  this  efibct 
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was  also  aided  by  the  vibration  of  the  walls  of  the  instniment  itself.  li  was 
shown  bj  Lambert  in  1763  that  the  vibration  of  the  instrament  tended  to  rendei 
articulate  sounds  confused. 

The  explanation  by  reflection  of  the  rays  of  sound  is  inadmissible.  In  reality 
the  form  of  the  extremity  has  considerable  influence,  but  on  the  theory  of  reflee- 
tion  it  should  be  without  effect.  On  the  contrary,  the  conical  form  should  be  all 
important,  but  Hassenfratz  has  shown  that  a  cylindrical  tube,  with  a  bell-shaped 
extremity,  strengthens  the  sound  as  much  as  a  conical  tube.  In  fact,  when  the 
interior  of  the  trumpet  is  lined  with  cloth,  so  that  the  reflection  mast  be  very 
feeble  or  almost  null,  the  intensity  of  the  sound  transmitted  remains  unchanged. 
We  may  add  that  the  sound  transmitted  through  a  speaking-trumpet  is  increased* 
not  merely  in  the  direction  to  which  it  is  pointed,  but  in  every  direction,  whether 
the  extremity  is  bell-shaped  or  otherwise.  The  efficacy  of  the  trumpet  is,  there- 
fore,  not  due  to  the  reflection  of  sound  from  its  walls,  but  simply,  as  stated  by 
Hassenfratz,  to  the  greater  intensity  of  the  pulsations  produced  in  the  eolamn 
of  confined  air  which  ribrates  in  unison  with  the  voice  at  the  month-piece.  A 
oonsiderable  effect  is  produoed  by  the  bell-shaped  extremity  of  the  trumpet,  but 
the  nature  of  this  influence  has  not  been  satisfactorily  explained. 

359.  Ear-trnmpet. — The  hearing-trumpet,  fig.  281,  intended  to 
assist  persons  hard  of  hearing,  is  in  form  and  application  the  revise 
of  the  speaking-trumpet,  although  in  principle  the  same.  It  consistft^ 
of  a  conical  tuhe,  turned  in  any  281 

conyenient  direction,  so  that  the 
opening,  o,  may  enter  the  ear. 
The  strengthening  of  the  sound 
by  this  instrament  was  formerly 
attributed  to  reflection  of  sonorous  wayes  caused  to  converge  to  the 
ear,  and  it  was  sought  to  obtain  the  form  most  favorable  to  fulfill  this 
condition ;  thus  the  cone  was  replaced  by  a  paraboloid,  having  its 
focus  at  the  point  o.  But  these  different  forms  have  no  effect  upon  the 
result.  Moreover,  the  nature  of  the  walls,  and  the  condition  of  the 
interior  surface,  whether  rough  or  polished,  or  lined  with  cloth,  has  no 
effect  upon  the  intensity  of  the  sound.  The  only  essential  condition  is 
that  the  exterior  opening  should  be  greater  than  that  which  enters  the 
ear.  The  effect  of  the  ear-trumpet  is  explained  as  follows: — The  por- 
tions of  compressed  or  dilated  air,  which  arrive  at  the  exterior  opening, 
transmit  their  compression  or  dilatation  to  portions  of  air  smaller  and 
smaller,  and  consequently  transmit  it  with  increasing  intensity.  la 
this  manner  the  portion  of  air  at  o  receives  and  transmits  to  the  mem- 
brane of  the  tympanum  a  compression  or  dilatation  of  much  greater 
intensity  than  in  the  absence  of  the  instrument  Holding  the  hand 
concave  behind  the  ear,  as  deaf  persons  are  seen  to  do,  concentrates 
sound  in  the  manner  of  an  ear-trumpet.  The  form  of  the  external  ear 
in  animals  favors  the  collection  of  sound. 

360.  The  siren. — This  ingenious  instrument  was  inyented  by  M. 
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Cagniard  de  Latour,  for  the  purpose  of  ascertaining  the  number  of 
▼ibratiouB  of  a  sonorous  body,  corresponding  to  any  proposed  musical 
soand. 

Fig.  282  showi  the  siren  movnted  on  a  wind  chest,  E,  designed  to  supply  a 
eiimnt  of  air.    Figs.  283,  284,  show  the  interior  details  of  the  apparatus.    The 
282  283  284 


siren  is  oonstmoted  entirely  of  brass.  It  consists  of  a  tube,  0,  about  four  inches 
in  diameter,  terminating  in  a  smooth  circular  plate,  B,  fig.  284,  which  contains, 
at  regular  interrals  near  its  circumference,  small  holes,  which  are  pierced  through 
the  plate  in  an  oblique  direction.  Another  plate.  A,  turning  rory  easily  upon 
its  axis,  is  placed  as  near  as  possible  to  B^  without  being  in  contact  with  it  This 
plate  is  pierced  with  the  same  number  of  oblique  orifices  as  those  in  the  plate, 
B,  bat  inclined  in  an  opposite  direction,  as  shown  in  fig.  283,  n,  A ;  fn,  B. 

When  a  current  of  air  arrives  from  the  bellows,  it  passes  through  the  holes 
of  the  first  plate,  and  imparts  a  rotary  moToment  to  the  second  plate,  in  the 
<iireetion  jt.  A,  fig.  283.  As  the  upper  plate  rerolres,  the  current  of  air  is  alter- 
nately out  off,  and  renewed  rapidly  by  the  constantly  changing  position  of  the 
holes.  In  consequence  of  this  interruption,  when  the  plate  A  moves  with  a 
uniform  velocity,  a  series  of  puffs  of  wind  will  escape  at  equal  intervals  of  time. 
These  puffii  will  produce  undulations  in  the  air  surrounding  the  instrument,  and 
when  the  wheel  revolves  with  sufficient  rapidity,  a  musical  sound  is  produced, 
which  increases  in  acuteness  as  the  velocity  of  the  wheel  becomes  greater. 

A  counter  (like  that  on  a  gas  meter)  is  connected  with  the  upper  plate,  by 
which  the  number  of  revolutions  is  indicated.  Pressure  upon  the  buttons,  C  D, 
fig.  284,  causes  Ihe  toothed  wheels  to  be  sot  in  communication  with  the  endless 
lerew  upon  the  spindle,  T.  The  revolution  of  these  wheels  is  recorded  by  the 
motion  of  the  bands  upon  the  dials  in  fig.  282.  To  determine  the  number  of 
vibrations  corresponding  to  a  given  sound,  a  blast  of  wind  is  forced  from  the 
hellows  into  the  siren,  until  it  gives  a  corresponding  note.  The  hands  on  the 
dills  being  brought  to«  their  respective  zeros  at  the  commencement  of  the 
experiment,  their  position,  at  the  ead  of  any  known  interval,  will  indicate  the 
26* 
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number  of  puffs  of  air  which  haye  Mosped  from  the  revolving  plate,  aod  will, 
oonsequently,  determine  the  number  of  undulations  of  the  air  which  correspoDd 
to  the  sound  produced. 

The  siren,  with  equal  relooitj,  gives  the  same  sound,  excepting  the  timbre,  in 
the  different  gases,  and  in  water,  as  it  does  in  air,  which  proves,  that  the  height 
of  an  J  sound  depends  on  the  number  of  vibrations,  and  not  on  the  nature  of 
the  sonorous  body. 

361.  Savart's  toothed  wheel. — Savart  has  employed  another 
apparatus  to  count  the  number  of  vibrations  corresponding  to  any 
proposed  pit<3h. 

It  consists,  fig.  285,  of  a  toothed  wheel,  D,  to  be  revolved  as  regularly  as  pos- 
sible, by  means  of  the  wheel  R,  and  endless  band  r.    The  toothed  wheel,  D. 
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revolving  rapidly,  makes  the  tongue,  C,  vibrate,  producing  in  the  air  corre- 
sponding undulations,  the  effect  of  which  is  a  musical  sound.  As  the  tongue  is 
struck  on  the  passage  of  each  tooth,  the  number  of  vibrations  in  a  second  will 
correspond  with  the  number  of  teeth  which  have  struck  the  tongue  in  the  same 
time.  This  is  learned  from  the  dial  plate,  0,  which  indicates  the  number  of 
revolutions  of  the  axis,  and  multiplying  this  by  the  number  of  teeth,  we  have 
the  whole  number  of  vibrations  in  a  given  time.  Upon  revolving  the  wheel 
slowly,  we  may  hear  the  successive  shocks  of  the  teeth  against  the  tongue,  and 
as  we  increase  the  velocity,  we  obtain  a  more  and  more  elevated  sound. 

362.  Mnslo  halls. — Music  halls,  theatres,  &c.,  should  be  so  con- 
structed as  to  convey  the  sounds  that  are  uttered,  throughout  the  space 
occupied  by  the  audience,  unimpaired  by  any  echo  or  conflicting  sound. 
On  theoretical  grounds,  the  best  form  for  the  walls  would  be  that  of  a 
parabola.  Ornaments,  pillars,  alcoves,  vaulted  ceilings,  all  needless 
hollow  and  piojecting  spaces,  break  up  and  destroy  the  echoes,  and 
resonances.  The  height  of  a  room  for  public  speaking  should  be  not 
more  than  from  thirty  to  thirty-five  feet ;  for  at  this  point,  called  the 
limit  of  perceptibility,  the  reflection  and  the  voice  will  blend  together 
well,  and  thus  strengthen  the  voice  of  the  speaker ;  if  it  is  higher  than 
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this,  ih«  direct  sound  and  the  echo  will  begin  to  be  heard  separately, 
and  produee  indistinctness. 

2  2.  PhTsical  Theory  of  Music. 

363.  Qnalitiea  of  mnaical  aonnda. — Musical  sound  is  the  result 
of  equal  atmospheric  vibrations,  conveying  to  the  ear  tones  of  definite 
and  appreciable  pitch.  The  ear  distinguishes  three  particular  qualities 
in  sound.  1.  The  tone  or  pitch,  in  virtue  of  which  sounds  are  high  or 
low.  2.  The  intensity f  in  virtue  of  which  they  are  loud  or  soft ;  and 
3d,  quality  or  timbre,  in  virtue  of  which  sounds  of  the  same  intensity 
and  pitch  are  relatively  distinguishable. 

L  Tone  or  pitch. — The  tone  or  pitch  of  a  musical  sound  is  high  or 
low.  It  depends  on  the  rapidity  of  the  vibratory  movement.  The  more 
rapid  the  vibrations  are,  the  more  acute  will  be  the  soitnd. 

2.  Intensity  or  loudness. — ^The  intensity,  or  force  of  sound,  de- 
pends on  the  amplitude  of  the  oscillations ;  that  is,  upon  the  degree  of 
condensation  produced  at  the  middle  of  the  sonorous  wave. 

A  sound  may  maintain  the  same  pitch,  and  yet  possess  greater  or 
less  intensity,  according  as  the  amplitude  of  the  oscillations  varies. 

Thus,  if  we  vibrate  a  tense  cord,  the  intensity  or  londness  of  the  tone  will 
vary,  as  the  di«tanoe  which  the  vibrating  parts  pass  on  each  side  of  the  line  of 


3.  Quality. — Quality  is  that  peculiarity  in  sound  which  allows  us  to 
distinguish,  perfectly,  between  sounds  of  the  same  pitch,  and  the  same 
intensity. 

Thus,  the  sonnds  produced  by  the  flute  and  clarionet  are  at  once  distinguish- 
able. The  quality  of  the  sound  of  instruments  appears  to  depend  not  only 
on  the  nature  of  the  sonorous  body,  and  the  surrounding  bodies  set  in  ribration 
by  it»  but  also  on  the  form  and  material  of  the  instrument ;  and  probably,  also, 
on  the  form  of  the  curve  of  vibration. 

364.  Unison. — Sounds  produced  by  the  same  number  of  vibrations 
per  seccHid,  are  said  to  be  in  unison. 

Thus,  the  siren  (360)  and  Savart's  wheel  (381)  are  in  unison  when  we  cause 
tham  to  make  the  same  number  of  vibrations  in  the  same  time. 

365.  Melody. — Harmony. — ^When  the  vibrations  of  a  progressive 
series  of  single  musical  sounds  bear  to  each  other  such  simple  relations 
as  are  readily  perceived  by  the  ear,  an  agreeable  impression  is  pro- 
duced, called  melody.  When  two  or  more  sounds,  having  to  each  other 
each  simple  relations,  are  produced  simultaneously,  it  is  called  a  chords 
and  a  succession  of  chords,  succeeding  each  other  in  melodious  order, 
aorastitotcs  harmony. 

If  we  take  a  series  of  sounds,  the  ratios  of  whose  vibrations  are  as 
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the  following  cambera—l  :2:  3:4:5:6:7:8:9:  lO—we  have  the 
notes  which  will  produce  a  series  of  chords,  which,  commencing  wtUi 
the  most  simple,  will  gradually  become  more  and  more  complicated, 
until  the  ear  can  no  longer  perceive  their  relations ;  when  this  point  is 
reached,  they  will  cease  to  produce  chords  and  harmony. 

In  sounds  whose  vibrations  bear  to  each  other  the  relations  of 
1:2:4:8:  16,  every  vibration  expressed  by  the  lower  numbers  cor- 
responds with  similar  vibrations  in  the  higher  series.  The  interval 
between  such  sounds  is  very  great,  and  is  called  an  octave,  because 
other  sounds  having  simple  relations  may  be  so  placed  between  1  and  2, 
or  4  and  8,  as  to  form  with  the  two  extremes  a  series  of  eight  sounds 
having  agreeable  relations  to  each  other. 

Fig.  288  reproientfl  the  relations  286 

of  such  tonoa  as  prodace  the  most 
pleasing  effects   when   sonnded  to- 
gether.   The  dots  represent  Tibr»-  Ootare 
tions ;  and  those  which  occur  simnU     2  :  1 
taneonsly,    and    therefore    increase 
each  others'  powers,  are  connected 
by  vertical  lines.     On  the  left  of  the  Fifth 
figure  are  the  names  applied  to  these 
intervals,   as    explained   in   section 
871. 

366.  Mnaioal  scale.— da- 
mat. — ^The  tones  forming  a  me- 
lodious series  between  any  two 
adjacent  sounds  which  are  as 
one  to  two,  are  called  the  mtuical 
icale  or  gamut. 

It  is  generally  supposed  that  the 
musical  scale  was  invented  by  Ouido 
of  Aresslo,  or  according  to  others  Minor    | 
that  it  was  an  improvement  upon     Third  J 
the  Grecian  scale,  and  called   the     ^  *  ^ 
gamut  ftom  the  Qreek  letter  gamma, 
as  an  acknowledgment  of  the  assistance  he  derived  from  that  nation. 

The  sounds  which  compose  the  musical  scale  or  gamut,  are  the 
alphabet  of  music.  They  are  designated,  in  English,  by  the  letters  C, 
D,  £,  F,  G,  A,  B.  In  French  and  Italian,  by  the  words  ut,  or  do,  re, 
mi,  fa,  sol,  la,  si. 

We  may  also  represent  the  notes  of  the  gamut  in  numbers.  In  order 
to  lind  the  relation  which  exists  between  the  fundamental  note,  C,  or 
do,  and  the  other  notes,  the  sonometer,  or  monochord,  fig.  287,  is  em* 
ployed 
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367.  The  Bonometer  or  monochord. — ^This  instramdnt  is  used  to 
Btodj  the  transYerse  vibrations  of  cords ;  and  by  it  we  ascertain  the 
relation  between  the  different  notes  of  the  masical  scale,  and,  with  the 
ud  of  the  siren  (360),  the  number  of  vibrations  by  which  they  are 
respectiTeiy  produced. 

Above  a  cue  of  thin  wood,  a  eord,  or  metallie  wire,  A  D,  is  stretched  over  the 
palley  n,  by  the  weights  P,  on  the  pan  m,  flg.  287.    The  morable  bridge,  B,  can 
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be  placed  at  any  deaired  point;  and  for  convenience  of  ai^ustment,  the  scale  is 
iBarl[ed  oif  beneath  the  wire,  commencing  with  C.  The  string,  A  D,  when 
vibrating  ite  whole  length,  prodncee  the  note  C ;  in  order  to  produce  the  note  D, 
the  movable  bridge,  B,  must  be  advanced  toward  the  fixed  bridge  D,  until  the 
length  of  the  oord  is  but  eight-ninths  of  that  which  produces  the  note  C.  Pro- 
ceeding in  the  same  manner  for  the  other  notes,  it  will  be  found,  that  the  length 
of  the  cord  corresponding  to  each  note  is  represented  by  the  following  fractions : 

Notes, CDBFOABC" 

RelatiTe  length  of  oord,  '^itiit^i 

Continuing  to  move  the  bridge  on  the  sonometer,  it  will  be  found,  that  the 
eighth  sound,  the  octave,  is  produced  by  a  length  of  oord  half  that  of  the  funda- 
■MDtal  sound.  Upon  this  note,  an  octave  higher  than  the  fundamental  note,  we 
may  construct  a  scale,  each  note  of  which  is  produced  by  the  vibration  of  a  oord 
half  as  long  as  the  same  note  in  the  preoeding  gamut.  In  the  same  manner  we 
May  have  also  a  third  and  a  fourth  scale. 

368.  Relative  number  of  vibrations  corresponding  to  each 
note. — ^In  order  to  ascertain  the  relative  number  of  vibrations  corres- 
ponding to  each  note  in  the  same  time,  it  is  sufficient  to  invert  the 
fractions  of  the  preceding  table.  For  by  the  principles  already  esta- 
blished (309),  the  number  of  vibrations  is  in  inverse  ratio  of  the  length 
of  the  string.  Representing,  therefore,  the  number  of  vibrations  cor- 
responding to  the  fundamental  note  G,  by  1,  proceeding  as  above,  we 
form  the  following  table : 

Notes, CDEFGABC^ 

Relative  number  of  vibrations,       llflifV^ 
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Which  indicates,  that  in  prodacing  the  note  D,  nine  vibrations  are  niada 
in  the  same  time  that  eight  are  made  by  the  fundamental  note  C.  So, 
when  the  note  £  is  sounded,  five  ▼ibrations  are  made  for  four  of  C ;  fw 
B,  fifteen  to  eight  of  C,  Ac. 

369.  Absolute  number  of  ▼ibxationa  corresponding  to  each 
note. — ^By  setting  the  siren,  or  Savart's  wheel,  in  unison  with  a  given 
Boond,  we  obtain  the  absolate  number  of  Tibrations  corresponding  to 
it.  If  we  set  the  siren  in  unison  with  the  fundamental  G,  in  order  to 
obtain  the  number  of  vibrations  corresponding  to  the  other  notes,  as  D, 
we  have  but  to  multiply  it  by  the  fraction  |,  &c.  But  the  fundamental 
G  varies  with  the  nature,  length,  and  tension  of  the  cord  of  the  sono- 
meter, and  therefore  the  number  of  vibrations  may  be  represented  by 
an  infinite  variety  of  numbers,  corresponding  to  the  different  scales. 
The  notes  of  the  scale  whose  gamut  corresponds  to  the  gravest  sound  of 
the  basa,  are  indicated  by  I.  To  notes  of  gamuts  more  elevated,  are  affixed 
the  induses  2,  3,  &c. ;  to  graver  notes  are  affixed  the  indices  —  1,  —  2, 
fte.  The  number  of  simple  vibrations  corresponding  to  the  note  G,  is 
128,  and  in  order  to  obtain  the  number  of  vibrations  corresponding  to 
the  other  notes,  we  have  but  to  multiply  this  number  by  the  fractions 
indicated  in  (368),  which  g^ves  the  following  table: 

Notes,        .        .        .        .      G       D      £      F       G       A       B 

Absolute  number  of  simple 
vibrations,      .        .        .    128   144   160   170}   192   213}   240 

The  absolute  number  of  vibrations  for  the  superior  gamut,  is  obtained 
by  multiplying  the  numbers  in  the  table  successively,  by  2,  by  3,  by  4, 
&c. ;  for  the  lower  gamut,  we  divide  the  same  numbers  by  2,  by  4,  3ui. 
Thus,  the  number  of  vibrations  of  A3  is  214  X  4  =  856  simple  vibra> 
tions,  or  428  complete  vibrations.* 

It  must,  however,  be  stated,  that  there  is  a  slight  difierenoe  in  the  aetaal 
namber  of  vibrations  prodaoing  a  particular  note  as  performed  in  difierent  cities. 
Thus,  A3  of  the  pitch  mdopted  at  difierent  orchestras,  which  by  the  above  table 
should  be  produced  by  426}  vibrations,  varies  as  follows : 

Orchestra  of  Berlin  Opera, 437*32 

Opera  Comique,  Paris, 427-61 

Academic  de  la  Musiqne,  Paris, 431*34 

Italian  Opera,  in  1855, 449 

In  piano-fortes,  which,  for  private  purposes,  are  generally  tuned  below  concert 
pitch,  A3  is  produced  by  about  420  vibrations  in  a  second. 

There  has  been  a  curious  progressive  elevation  of  the  diapason  (pitch)  of 
orchestras,  since  the  time  of  Louis  XIV.,  when  the  la  in  the  orchestra  was 
(according  to  Sauveur)  810  simple  vibrations  (=  405  complete  vibrations)  per 
second ;  the  number  at  the  grand  opera  is  now  898,  or  nearly  a  tone  higher. 
This  rise  has  taken  place  mainly  in  the  present  century — being  a  semitone  since 
182.^.   The  csuses  of  this  change  (which  is  still  in  progress)  are  doubtless  owing 

*  Bee  Appendix,  p.  668. 
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to  the  pro«o88  adopted  for  preserving  and  tranimittiDg  the  tme  pitch  of  the 
fondamental  note.  The  final  tuning  of  the  diapasen  is  done  hy  the  file,  and 
filing  a  diapason  heats  it ;  at  the  moment  it  is  in  tune  with  the  standard  it  is 
tiins  heated,  and  when  it  afterwards  cools  the  tone  rises.  When  this  second 
diapason  is  used  for  tuning,  there  is  another  similar  rise,  and  so  it  continues. 
This  gradual  eleyation  of  pitch  becomes  quite  sensible  after  the  lapse  of  one  or 
two  generations.     (Am.  Jour.  ScL  [2]  xx.  262.) 

370.  Length  of  Bonorons  waves. — It  is  easy  to  ascertain  the  length 
of  a  sonorous  vibration,  if  we  know  the  number  of  yibrations  made  in  a 
second.  For,  as  sound  travels  at  the  rate  of  1118  feet  per  second,  if 
bat  one  vibration  is  made  in  that  time,  the  length  of  the  wave  must  be 
1118  feet;  if  two  vibrations,  the  length  of  each  must  be  half  of  1118, 
=s  559  feet,  &c. 

G  oorreeponds,  as  we  hare  seen,  to  128  Tibratlon»  per  second ;  the  length  of 
Its  waves  is,  therefore,  (1118  -i- 128)  =  8*73  feet. 

The  following  table  indicates  the  length  of  the  waves  corresponding  to  the 
C  of  successive  scales  : 

Length  of  waves  in  teit.       Nnmb«r  of  Tihrations  in  a  seeond. 

C_, 70-  16 

C_, 36-  32 

C_i 17-6  64 

Ci  8-73 128 

C,  4-376 256 

C,  2-187 612 

C4  1 093 1024 

371.  Interwal. — Interval  is  the  numerical  relation  existing  between 
Uie  number  of  vibrations  made  in  the  same  time  by  two  sounds,  or  it  is 
that  which  indicates  how  much  one  sound  is  higher  than  another. 

Musical  intervals  are  named  from  the  position  of  the  higher  note 
counting  upwards  from  the  lower. 
C,  D,  B,    F,    G,    A,    B,  C^  IK,    E^    F^     GK,    A^    B^    C'\ 

1.  f.  if   h  h    i    V,  2,   V,    y,    I,     f,    y,    V,    4. 

Ut»  2d,  3d,  4th,  5th,  6th,  7th,  8th,  9th,  10th,  11th,  12th,  13th,  14th,  15th. 
f.  V,  il  h    V.    I    if.   h    v.    if.      J.     V.     t.     if. 

In  the  above  table  are  given,  1st,  the  letters  by  which  sncoessive  notes  are 
designated ;  2d,  the  relative  numbers  of  their  vibrations  as  compared  with  the 
lowest  note ;  3d,  the  names  of  the  notes  as  compared  with  the  first;  and  lastly, 
the  intervals,  obtained  by  dividing  each  note  by  that  which  immediately  precedes 
it.  It  will  be  seen  that  there  are  but  three  different  intervals  between  succes- 
sive notes  of  the  scale ;  vis.  |,  which  (being  the  largest  interval  found  in  the 
■eale)  is  called  a  major  tone,  ^  called  a  minor  tone,  and  j}  which  is  called  a 
oemitone,  though  it  is  greater  than  one-half  of  the  interval  of  either  of  the  other 
tones.  This  last  is  also  called  a  diatonic  temitone,  to  distinguish  it  from  other 
divisions  made  for  particular  purposes.  The  difference  between  a  msjor  tone 
and  a  mhior  tone  is  ^  of  a  mi^or  tone,  and  is  called  a  comma. 
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Comparing  4be  notes  of  the  Bstarml  losle  two  end  two,  we  obtain  a  rariety 
9f  intervals  named  as  in  the  following : — 

TABLX  OF  MUBICAL  INTBBTALS. 

^D«>FG>-»AB>-»  f;  migor  tone. 

DE  «»  G  A  —  y  "="  if  of  f ;  minor  tone. 

El— BC—  If -»{}  of  If  off;  diatonic  lemi 

tone. 
CB  —  FA  —  GB  —  (;  migor  third. 

£G—AC'  — BD'—  I  —  ifof  {;  minor  third. 

DF-  J  of  f  J  «  ff  of  ft  of  ij  If  of  a 

minor  third. 
GF  —  DG  —  BA  —  GC—  |;  fourth. 

AD'—  I  »  fl  of  |;  sharp  fourth. 

FB  -  if-|ioffiof|;  Iff  of  perfect 

fourth. 
CG  —  EB  — FC  — GD'  — AE'»  f  ;  fiAh. 

DA  —  {f  .=  ff  off  ;  }{  of  a  perfect  fifth. 

fi  F'  ■■  If  i  ^'^  inharmonious  interral. 

CA  —  DB  — FD'  — GB'—  |;  sixth. 

AF'  —  BG'—  {  —  {fof  f ;  minor  sixth. 

FD'  s>  If  ;  An  inharmonious  interraL 

G  B  Bi  F  B'  "i-  y  ;  seventh,  an  inharmonious  inter- 

ral. 
DG'  —  GF'  —  B  A'  —  If  I  flattened  seyenth,  ||  of  | ;  de- 

cidedly more  harmonious  than  the 
seventh.* 
ED'  —  A G'  —  !  ■»  H  of  y  ;  minor  seventh. 

C  C'  —  }  J  octave. 

372.  Compound  chordB.— Perfect  concord. — ^It  is  evidently  easy 
to  take  three  or  four  notes  whose  vibrations  have  simple  relations  to 
each  other,  and  which  taken  two  and  two  produce  a  sensation  of  har- 
mony.    Such  combinations  are  called  compound  chords. 

If  we  take  the  three  notes  G,  £,  G,  whose  vibrations  are  to  each 
other  as  the  numbers  4,  5,  6,  compared  two  and  two  they  give  the 
relations  |,  f ,  f ,  which  constitute  by  their  union  three  harmonious 
intervals  called  the  perfect  mqjor  accord.  If  we  take  the  three  notes 
E,  G,  B,  which  compared  two  and  two  give  the  relations  f ,  (,  f ,  we  find 
It  differs  from  the  preceding  only  in  the  order  of  the  intervals.  This 
series  is  called  the  perfect  minor  accord. 

373.  A  new  mtuloal  scale. — ^By  examining  the  preceding  pages  it 
will  be  seen  that  the  relative  number  of  vibrations,  and  the  intervals 
between  different  notes  in  the  common  musical  scale,  are  made  up 
entirely  of  combinations  formed  from  the  three  prime  numbers  2,  3,  5. 
and  it  has  been  generally  stated  that  relations  founded  upon  the  prime 

*  The  ratio  J  Is  elaimed  to  belong  to  natural  muslo ;  see  leotion  (87S). 
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7  were  too  complicated  to  be  appreciated  by  the  ear,  or  to  be  executed 
either  by  the  Toice  or  by  instruments.   But  the  use  of  the  prime  seventh 
in  music  has  been  recently  pointed  out  by  H.  W.  Poole,  Esq.,  of  Wor 
cester,  Mass.* 
MalUpljing  the  ratios  of  the  ordinary  scale  by  48,  we  hare  the : — 

nUPLB  DIATONIC  8CALB. 

(  WUk  Cowmon  Chord  on  C,  0,  and  F.) 
C,        D,        B,        P,        O,        A,        B,        C. 
48,       64,       60,       64»       72,       80,       90,        96. 

h      V*    ih      I     V>      I.      if. 

By  introdacing  the  prime  7,  Mr.  Poole  obtains  a  series  which  he  calls  the  :— 

nOUBLB  DIATONIC  8CALB. 

(  With  Comwton  Chord  on  C,  and  Chord  of  7  and  9  on  (7.) 
C,        D,        E,        (P),        O,        (A),        B,        C. 
48,       64,       60,        63,  72,         81,        90,        96. 

r      v»    \h      »'      r       V.     if- 

In  defence  of  this  introduction  of  the  prime  7  in  musical  composition,  it  is 
elaimed  that  it  is  required  to  fill  up  the  series  1  to  10  (365),  as  all  the  other 
numbers  up  to  ten  are  universally  admitted.  It  is  farther  claimed  that  it  is  of 
frequent  use  by  such  masters  as  Haydn,  in  the  "  Dead  March  of  Saul,"  Mosart, 
in  the  "0  doloe  Conoento,"  and  that  it  also  occurs  in  the  compositions  of 
Rossini. 

It  may  also  be  mentioned  that  the  Chinese,  in  their  musical  scale,  employ  the 
flat  sevenths  instead  of  the  notes  in  use  with  us,  which  gives  G  to  B  as  72  to  84 
or  6  to  7,  and  B  to  C  as  84  to  96  or  7  to  8,  the  very  harmony  contended  for. 

The  following  example  of  harmonies,  rising  through  the  entire  series  from 
1  to  10,  is  taken  from  the  essay  of  Mr.  Poole. 
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Here  we  have  a  series  of  harmonies  beginning  with  the  common  chord  C,  B, 
(},  4,  6,  6,  and  rising  in  the  last  example  to  the  full  chord  of  the  10th,  all  of 
which  can  be  appreciated,  and  are  capable  of  giving  a  pleasing  effect  on  an 
instrument  of  perfect  intonation.  The  full  chord  of  the  10th  contains  the  fol- 
lowing series  of  vibrations  and  intervals : — 


•  Am.  Jour.  Sci.  [2],  IX.,  p.  68;  also  Math.  Monthly,  II.,  p.  16. 


274  THE  THRBS   BTATS8  OF   MATTER. 

B.   10 10 

}  MiNOE  Tomb 

D.   0 o; 

I  Major  Tosb. 

..•8»   BXTEWDED 

U     y  ^iSBCOKDC?) 

*' •••..         )  DiifiirisHBn 


Q.     6 ,-T«BB(T) 


'.}'■ 

[  MnioB  THian. 


B.  6 

'  Major  Third. 

C.  4     . 4^ 

}  Fourth. 
G.     8 l\ 

\  Fifth. 
C.     2 2  J 

I  OCTAYB. 
C.       1 1^ 

374.  Transposition. — ^Any  tone  of  the  oommon  scale,  or  any  pitch 
whatever,  may  be  taken  as  the  basis  of  another  similar  scale,  provided 
the  same  relative  intervals  are  preserved  betvreen  the  eaccessive  notes. 
Such  change  is  called  iranipasitum  of  the  scale.  If  such  a  change  of 
pitch  is  made  on  an  instrument  tuned  to  play  the  natural  scale,  addi- 
tional notes  must  be  provided  in  one  or  more  of  the  intervals  already 
described.  Such  additional  notes  are  called  sharps  (^)  or  flats  ((>), 
according  as  the  tone  corresponding  to  any  given  note  is  raised  or 
lowered.  When  new  notes  are  interpolated  in  every  major  and  minor 
tone  of  the  natural  scale,  there  ai«  obtained  twelve  intervals  in  the 
octave,  and  the  series  thus  formed  is  called  the  chromatic  scale 

When  the  diatonic  semitone,  |{,  is  taken  from  the  major  tone,  |,  the 
remaining  interval  is  called  a  chromatic  sanitone.  When  the  diatonic 
semitone  is  taken  from  the  minor  tone,  y,  the  interval  which  remains 
is  called  the  gi-aoe  chromatic  semitone,  % 

375.  Temperament. — In  transposing  the  scale,  so  as  to  commence 
on  any  note  of  the  natural  gamut,  it  is  supposed,  in  theory,  that  every 
note  may  be  raised  or  lowered  through  an  interval  of  a  diatonic  semi- 
tone. If.  This  would  involve  the  addition  of  an  inconvenient  number 
of  new  notes ;  therefore,  in  the  construction  of  musical  instruments,  it 
is  assumed  that  such  notes  as  C^  an^d  D[>  are  identical,  though  they 
are  not  strictly  the  same,  and  are  not  played  alike  on  a  violin  or  harp, 
in  the  hands  of  a  skillful  performer. 

IkmperamerU  is  a  device  by  which  the  multiplication  of  notes  beyond 
convenient  limits  is  avoided.  For  practical  purposes,  organs,  piano- 
fortes, and  other  instruments,  are  so  tuned  as  to  divide  the  octave  into 
12  equal  intervals,  called  chromatic  semitones,  of  equal  temperament. 
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In  this  system,  all  the  mnsical  intervals  employed,  except  the  octayeSp 
differ  more  or  less  from  their  true  valae,  as  given  by  theory,  and  as 
demanded  by  the  cultivated  ear. 

True  ralae.      Value  in  equal  temperament 

Minor  semitone,  ft  =  1*042,  I   ^y 

Major  semitone,  jf  =  1067,  |  1^2  =  1.060. 
Minor  third,  }  =  1*200,      ^^"^1189. 

Major  third,  f  =  1-250,      l/2*  =  1260 

Fifth,  I  =  1-600,      v^2n=  1-498. 

It  is  here  seen  that  the  minor  semitones  and  major  thirds  are  all  too 
sharp,  while  the  major  semitone,  minor  third,  and  the  fifths  are  all  too 
flat. 

Messrs.  H.  W.  Poole  and  J.  Alley  have  invented  an  organ,  on  which 
every  musical  interval  can  be  correctly  given  without  tempering ;  and 
the  perfect  musical  scale  can  be  performed  in  as  many  different  keys  as 
may  be  desired.    (Am.  Jour.  Sci.  [2],  Vol.  IX.,  p.  68.) 

The  subject  of  temperament  in  all  its  relations  is  too  extensive  to  be 
treated  in  thia^work,  and  we  must  refer  the  reader  to  musical  treatises 
for  further  information. 

376.  Beating. — When  two  sounds  are  produced  at  the  same  time, 
which  are  not  in  unison,  alternations  of  strength  and  feebleness  are 
heard,  which  succeed  each  other  at  regular  intervals. 

Thu  phenomenon,  called  beating,  discovered  bj  Bavarl^  is  easily  explained. 
Supposing    that    the    nnmber   of  vibrations   of  288 

ihe  two  sounds  was  30  and  31 ;  after  30  vibra- 
tions of  the  first,  and  31  of  tiie  second,  there 
would  be  eoincidenee,  and  in  consequence,  beat- 
in|{,  while  at  any  other  moment,  the  sonorous 
wares  not  being  superimposed,  the  effect  would  be 
less.  If  the  beatings  are  near  to  each  other,  there 
ii^roduoed  a  continuous  sound,  which  is  graver 
than  the  two  sounds  which  compose  it,  since  it 
comes  from  a  single  vibration,  while  the  other 
sounds  are  made  of  30  and  31  vibrations. 

The  nearer  the  vibrations  approach  to  exact 
unison,  the  longer  is  the  interval  between  the 
beats.  When  the  unison  is  complete,  then  no  beats 
are  heard ;  when  it  is  very  defeclive,  they  produce 
the  effect  of  an  unpleasant  rattle. 

377.  Diapason,  tuning-fork. — ^The  dia- 
pason is  a  familiar  instrument,  with  which 
we  may  produce,  at  will,  an  invariable  note ; 
its  use  regulates  the  tone  of  musical  instru- 
ments. It  is  formed  from  a  bar  of  steel, 
curved^  as  seen  in  fig.  288.    It  Ve  often  sounded  by  drawing  through  it 
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a  smooth  rod  of  steel  large  enough  to  spring  open  the  limbs,  and  its 
Tibrations  are  greatly  strengthened  to  the  ear  by  mounting  it,  as  in  the 
figure,  upon  a  box  of  thin  wood,  open  at  one  end.  A  diapason,  giving 
C3,  or  256  vibrations  in  a  second,  produces  a  sound  comparable  with 
that  from  an  org^  tube. 

The  dimpsson  is  ordinarilj  formed  to  produce  A3,  corresponding  to  428  ribnk- 
Uons  in  a  second. 

The  whole  dimtonic  scale  is  thns  conreniently  oonstnxeted,  by  a  seriei  of  dia- 
pasons, arranged  as  in  fig.  289,  upon  a  sonnding-box,  A  A. 

378.  Sensibility  of  tha  ear. — According  to  Savart,  th^most  grave 
note  the  ear  is  capable  of  appreciating,  is  produced  by  from  seven  to 
eight  complete  yibrations  per  second.  When  a  less  number  is  made, 
the  vibrations  are  heard  as  distinct  and  successive  sounds. 

The  most  acute  mosical  sound  recognised,  was  produced  bj  24,000  complete 
Tibrations  per  second.  Savart  maintains,  howerer,  that  this  is  not  the  extreme 
limit  of  the  sensibility  of  the  ear,  289 

which  is  capable  of  wonderful 
training.  The  same  physicist  has 
also  demonstrated,  that  two  com- 
plete Tibrations  are  snflicient  to 
enable  the  ear  to  determine  the  ra- 
pidity of  these  Tibrations ;  that  is, 
the  height  of  the  sound  produced. 
If  his  wheel  made  24,000  Tibra-  .^ 
tions  in  a  second,  the  two  require  but  TT.)f  89^^  ®^  "^  second.  The  ear  may, 
therefore,  compare  sounds  which  act  only  during  this  wonderfully  brief  interTuL 
The  limit  of  perceptible  sound  depends  on  the  amplitude  of  the  Tibrations.  By 
enlarging  the  dimensions  of  SaTart's  toothed  wheel,  and  increasing  the  distances 
between  the  teeth,  more  rapid  Tibrations  can  be  heard.  Desprets  was  enabled 
to  recognise  sounds  made  by  36,500  complete  Tibrations  per  second. 

Many  insects  produce  sounds  so  acute  as  to  baffle  the  human  ear  to  distinguish 
them ;  and  naturalists  assert,  that  there  are  many  sounds  in  nature  too  acute  for 
human  ears,  which  are  yet  perfectly  appreciated  by  the  animals  to  wbich  they 
are  notes  of  warning,  or  calls  of  attraction. 

The  natu.al  la  is  said  to  be  heard  by  rapidly  moTing  the  head ;  owing  to  toe 
motion  of  the  small  bones  of  the  ear.    See  }  393. 

2  3.  Vibration  of  Air  contained  in  Tabes. 

379.  Sonorotia  tabes. — Mode  of  vibrating. — In  wind  instrn- 
ments,  with  walls  of  suitable  thickness,  the  column  of  air  contained  in 
the  tubes  alone,  enters  into  vibration. 

The  material  of  the  tube  has  no  inflaence  upon  the  pitch,  but  affects  the 
quality  (36.^)  in  a  striking  and  important  manner.  The  pitch  of  the  snv.wd 
produced,  depends  partly  on  the  size  and  situation  of  the  embouchure :  still  ni<>n 
on  the  manner  of  imparting  the  first  morement  to  the  air,  and  parth*  s1«io  ^o 
Tarying  the  lenj^th  of  the  tube  containing  the  column  of  air  The  difference  in 
the  quality  of  the  tones  produced  by  pipes  of  different  materials  is  most  probably 
owing  to  a  Tery  feeble  Tibration  of  the  materials  themseWes. 
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SonoroQB  vibrations  are  produced  in  tubes  in  a  number  of  ways. 
1.  By  blowing  obliquely  into  the  open  end  of  a  tube,  as  in  the  Pan- 
dean  pipe.    2.  By  directing  a  current  of  air     290  291 

into  an  embouchure,  or  near  the  closed  end  of 
the  tube.  These  tubes  are  called  mouth-pipes. 
3.  By  thin  vibrating  laminse  of  metal,  or  of 
wood,  called  reeds,  or  by  the  vibration  of  the 
lips,  acdng  as  reeds.  4.  By  a  small  flame  of 
hydrogen  gas. 

380.  Mosth-pipes.— Fig.  290  represents 
the  embouchure  of  an  organ  tube,  fig.  291, 
that  of  a  whistle  or  flageolet.  In  these  two  1 
figures  the  air  is  introduced  by  the  opening,  i 
(called  the  kimiire) ;  6  o  is  the  mouth,  of  which 
the  upper  lip  is  beveled.  The  foot,  P,  flg.  291, 
connects  the  pipe  with  a  wind-chest  When  a 
rapid  current  of  air  passes  through  the  inlet» 
it  encounters  the  edge  of  the  upper  lip,  which 

partially  obstructs  it,  causing  a  shock,  so  that  the  air  passes  through 
60  in  an  intermittent  manner.  These  pulsations  are  transmitted  to 
the  air  in  the  tube,  making  it  vibrate,  and  producing  a  sound. 

In  order  to  hare  a  pure  sonnd,  there  mast  exist  a  certain  relation  between  the 
dimenrioas  of  the  lips,  the  opening  of  the  month,  and  the  size  of  the  lumidre. 
Again,  the  length  of  the  tube  mast  bear  a  certain  ratio  to  its  diameter.  In  those 
wind  instraments,  like  the  flute,  flageolet,  ko,,  in  which  rarioas  notes  are  pro- 
daeed  by  the  opening  and  closing  of  holes  in  their  sides  by  means  of  fingers  or 
keys,  tiieie  is  a  Tirtaal  variation  in  the  length  of  the  tabe,  which  determines  the 
pitch  of  the  vmrions  notes  prodaced.  The  namber  of  vibrations  depends  upon 
the  dimensions  of  the  tnbe  and  the  velocity  of  the  current  of  air. 

381.  Reed-pipes. — A  reed  is  an  elastic  plate  of  metal,  or  of  wood, 
attached  to  an  opening  in  such  a  manner,  that  a  current  of  air,  passing 
into  the  opening,  causes  the  plate  to  vibrate.  This  vibration  is  propa- 
gated to  the  surrounding  ur.  Reeds  are  found  in  hautboys,  bassoons, 
clarionets,  trumpets,  and  in  the  Jews-harp,  which  is  the  most  simpl# 
instrument  of  this  species. 

Pig.  392  represents  a  reed  pipe,  mounted  on  the  box  of  a  bellows,  Q.  A  glass, 
K,  in  one  of  the  walls  of  the  tube,  allows  the  vibrations  of  the  reed  to  be  seen 
The  ease,  H,  serves  to  strengthen  the  sonnd.  Fig.  293  represents  the  reed  sepa- 
rated from  the  tobe.  It  is  composed  of  a  rectangular  case  of  wood,  closed  at  its 
lover  end,  and  open  at  the  top,  at  a  point  o.  A  plate  of  copper,  e  c,  contains  a 
longitadinal  opening,  designed  to  allow  the  passage  of  the  air  from  the  tube,  M  N, 
through  the  orifice  o.  An  elastic  plate,  t,  almost  dosing  the  aperture,  is  confined 
at  its  upper  end.  The  sliding  rod,  r,  curved  at  its  lower  end,  permits  the  regu- 
lation of  the  pitch,  by  alterations  in  the  length  of  the  vibrating  part  of  the  plate. 

When  a  corrent  of  air  passes  in  through  the  foot,  P,  the  reod  vibrates,  alter^ 
26  ♦ 
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aotelj  opening  and  closing  the  aperatore.     The  vibrations  being  very  rapid,  the 
sound  produced  varies  in  pitch  with  the  velocity  of.  the  currenL     This  sound  ii 


292 


293 


transmitted  to  the  exterior  air  through 
the  opening  o. 

In  this  kind  of  reed,  the  vibrating 
plate  passes  through  the  apertare,  with- 
out its  walls,  and  the  tone  is  remarkably 
pure  and  free  from  any  harshness.  The 
quality  of  the  tone  of  a  reed-pipe  depends 
much  on  its  figure,  also  upon  the  con- 
Btniotion  of  the  reed,  and  the  material 
of  which  it  is  composed.  294 

In  the  French  horn, 
the  trumpet,  and  other 
similar  instruments,  the 
sound  is  produced  by 
the  vibration  of  the  lips 
of  the  performer,  acting 
like  reeds. 

382.  Qas  jet. 
A  jet  of  hydrogen, 
burned  within  a  tall 
tube  of  glass,  or 
other  material,  occa- 
sions, if  accurately 
adjusted,  a  musical 
note. 

A  simple  form  of  this  arrangement  is  seen  in  fig.  294,  where  hydrogen,  gene- 
rated by  the  action  of  dilute  sulphuric  acid  on  tine  in  the  bottle,  is  bnmed  from 
the  narrow  glass  tube,  within  one  of  larger  dimensions.  It  is  better  to  take  the 
gas  from  a  reservoir,  or  gas  jet,  with  a  key  interposed,  to  regulate  the  volume 
of  the  flame.  The  cause  of  the  vibrations  and  sound  in  this  case  is  to  be  found 
in  the  successive  explosions  of  small  portions  of  free  gas,  mingled  with  common 
air.  The  heat  occasions  a  powerful  ascending  current  of  air,  momentarily 
extinguishing  the  flame,  and  at  the  same  instant  permitting  the  mixture  of  the 
atmospheric  oxygen  with  a  portion  of  inflammable  gas.  The  expiring  flame 
kindles  this  explosive  mixture,  and  relights  the  jet.  As  these  successive  pheno- 
mena occur  with  great  rapidity,  and  at  regular  intervals,  the  necessary  conse- 
quence is  a  musical  note 

For  a  full  discussion  of  the  phenomena  of  singing  flames,  see  a  memoir  by 
Prof.  W.  B.  Rogers,  Am.  Jour.  Sci.  [2]  xzvi.  1. 

383.  Musical  Instraments. — The  principles  already  explained  in 
this  chapter,  will  illustrate  the  peculiar  power  of  the  several  sorts  of 
musical  instruments  in  common  use.  It  is  inconsistent  with  oar  limited 
space  to  describe,  in  detail,  these  several  instruments.  Such  details 
belong  to  a  special  treatise  on  music.  Musical  instruments  are  grouped 
ohiofly,  under  the  heads  of  wind,  and  stringed  instruments,  and  those 
like  the  drum,  in  which  a  membrane  is  the  source  of  vibration. 
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Wi»d  tnttmiiienft  are  Bounded,  either  with  aa  embooo  hare,  like  a  flute,  or  with 
reeds.  The  tirst  division  includes  the  flute,  pipe,  flageolet,  Ac.,  and  in  the  second 
are  found  the  clarionet,  bassoon,  horns,  trombones,  Ac.  The  organ  also  is  a 
wind  insirument,  and  is,  incomparably,  the  grandest  of  all  musical  instruments, 
ma  its  power  aud  majesty  is  without  parallel  in  instrumental  combinations. 

Stri»ged  iMtrwHtuU  are  all  compound  instruments.  The  sounds  produced  by 
the  ribr<itiun  uf  the  cords  are  strengthened  by  elastic  plates  of  wood,  and 
eucljdod  portions  of  air,  to  which  the  cords  communicate  their  own  vibrations. 
T  jey  ard  vibrated  either  by  a  bow,  as  in  the  violin,  by  twanging,  as  in  the  harp, 
or  l>y,pdruudsion,  a;«  in  the  piano. 

h.'uui*  are  of  three  sorts;  the  common  regimental  or  snare  drum,  which  is  a 
cyltuddr  of  bsass,  covered  with  membrane,  and  beaten  on  one  end  only ;  the 
h^si,  or  doable  drum,  of  much  larger  dimensions,  and  beaten  on  both  heads ; 
and  thirdly,  the  kettle  drum,  a  hemispherical  vessel  of  copper,  covered  with 
vellum,  and  supported  on  a  tripod.  This  drum  has  an  opening  in  the  metallic 
case,  to  equalize  the  vibrations.  They  all  depend,  of  course,  upon  the  vibration 
of  Cense  membranes  (318). 

3H4.  Vibration  of  air  in  tnbes. — Laws  of  Bernonlli. — The 

following  iuwR  of  the  Titration  of  air  contained  in  tabes,  were  disco- 
vered by  Dciiiiel  Bernoulli,  a  celebrated  geometrician  who  died  in  1782. 
We  may  divide  tubes  into  two  classes. 
a.  Tubes  of  which  the  extremity  opposite  the  mouth  is  closed. 

5.  Tubes  open  at  both  extremities. 

a.   Tabes  of  which  the  extremity  opposite  the  mouth  is  closed. 

1st.  The  same  tube  may  produce  diJQTerent  sounds,  the  number  of 
yibrations  in  which  will  be  to  each  other  as  the  odd  numbers,  1,  3,  5, 
7,  Ac. 

2d.  In  tubes  of  unequal  length,  sounds  of  the  same  order  correspond 
to  the  number  of  vibrations,  which  are  in  inverse  ratio  of  the  length 
of  the  tubes. 

3d.  The  column  of  air,  vibrating  in  a  tube,  is  divided  into  equal 
parts,  which  vibrate  separately  and  in  unison.  The  open  orifice  being 
always  in  the  middle  of  a  vibrating  part,  the  length  of  a  vibrating  part 
is  equal  to  the  length  of  a  wave  corresponding  to  the  sound  produced. 

6.  Tubes  open  at  both  extremities. 

The  laws  for  tubes  open  at  both  extremities,  are  the  same  as  the  pr^ 
ceding,  excepting  that  the  sounds  produced  are  represented  by  the  series 
of  natural  numbers,  1,  2,  3,  4,  &c. ;  and  that  the  extremities  of  the 
tul>es  are  in  the  middle  of  a  vibrating  part.  Again,  the  fundamental 
sound  of  a  tube  open  at  both  extremities,  is  always  the  acute  octave  of 
the  same  sound  in  a  tube  closed  at  one  extremity. 

Demonstration. — If  the  column  of  air  contained  in  a  tube  vibrates  as  a 
single  wave,  the  number  of  vibrations  will  evidently  be  equal  to  the  velocity 
of  soiind,  represented  by  V,  divided  by  the  length  of  the  tube,  L,  or  by  the 

V 
quotient  —.    If  the  oolamn  of  air  is  divided  into  a  number  of  segments,  eaob 
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ribrating  separately,  let  I  represent  the  length  of  one  of  thtee  segment!,  nd 

V 
Iho  number  of  vibrations  per  second  will  evidently  be  =  — . 

(a)  If  the  pipe  containing  the  oolnmn  of  air  is  stopped  at  both  ends,  there  will 
be  a  node  at  each  end.  Let  n  represent  the  number  of  nodes  including  the  two 
ends ;  the  number  of  vibrating  segments  will  be  n  —  1,  the  length  of  each  vibri- 

L 

ting  segment  will  be  J  = ,  and  the  number  of  vibrations  per  second  will  be 

n  —  1 
V  V 

=  (n  —  I).— »  in  which  we  may  substitute  for  n  any  number  greater  thta 
I  Jj 

V   r   V 

lenity,  giving  the  series  of  possible  vibrations  1.—,  2--,  8—,  Ac. 

L     L     It 

(b)  If  the  tube  is  closed  at  one  end,  that  end  must  be  regarded  as  a  node,  snd 
the  open  end  of  the  tube  as  the  middle  of  a  vibrating  segment.    Therefore, 

2ii  — 1 

2(n  —  1)  -j-  1  =  2n  —  1  will  be  the  number  of  half  segments,  and  will  be 

the  entire  number  of  vibrating  segments  contained  in  the  length,  £,  and  the 

2fi  — 1  V 

number  of  vibrations  per  second  will  become  •-• 

2      L 

Substituting  for  n  the  integers  1,  2,  3,  Ac,  we  obtain  the  following  series  of 

vibrations  for  the  different  tones  of  the  pipe : — 

'V        V        V 

If  the  pipe  is  open  at  both  ends,  as  before  let  n  be  the  number  of  nodes.  The ' 
number  of  complete  ventral  segments  will  be  n  —  1,  and  there  will  be  a  half 
segment  at  each  end,  making  n  segments  in  the  length  L.    The  length  of  a  com- 

L 
plete  segment  will  therefore  be  ~,  and  the  number  of  vibrations  per  second  ii 
n 

V 
»— ,  making  n  =  1,  2,  3,  fto.    We  obtain  the  following  series  of  vibrations  cor- 

Jj 
responding  to  different  tones  of  the  pipe : — 

V       V       V 
l.-;2-j3.-,Ac 

The  series  of  vibrations  for  the  tones  produced  by  a  pipe  will  be  as  follows  :— 
In  a  pipe  open  at  both  ends,  or  closed  at  both  ends,    .    .     1,  2,  3,  4,  5,  Ac. 

In  a  pipe  open  at  only  one  end, if  h  i*  h  i'  ** 

In  the  latter  case  the  fundamental  note  is  an  octave  lower  than  when  both 
ends  of  the  tube  are  open,  or  when  both  ends  are  closed.  The  particular  tone 
that  a  pipe  will  produce  in  either  of  these  series  depends  on  the  strength  of  the 
blast 

385.  Constraction  of  mtuical  inBtniments. — Practically,  the  end 
of  the  tube  where  sound  is  formed  is  never  entirely  closed,  and  usuallj 
the  embouchure  is  on  one  side  of  the  tube.  The  laws  of  Bemoalli 
adapted  to  these  conditions  give  for  the  construction  of  musical  iustra- 
ments  the  following  practical  rules : — 

1.  The  length  of  the  tube  is  equal  to  the  quotient  of  the  velocity  of 
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Mond  divided  by  the  n amber  of  yibratioiis  and  diminisbed  by  twice 
the  breadth  of  the  tube. 

2.  The  number  of  vibrations  is  equal  to  the  quotient  of  the  velocity  of 
Boond,  divided  by  the  length  of  the  tube,  increased  by  twice  its  breadth. 

3.  The  length  of  a  cylindrical  organ  tube,  flattened  at  the  embochure, 
if  equal  to  the  quotient  of  the  velocity  of  sound  divided  by  the  number 
of  vibrations,  and  diminished  by  five-thirds  the  diameter  of  the  tube. 
(CompUs  Rendus,  T.  L.  1860,  p.  176.) 

386.  Vibrating  dams. — Illustrations  of  the  vibration  of  air  in  tubes 
i/e  often  found  at  waterfalls.  The  horizontal  column  of  air  enclosed 
behind  the  descending  sheet  of  water  is  rarefied  by  friction  of  the  water 
which  carries  away  a  portion  of  the  air,  and  the  external  air  rushing 
in  at  the  sides  is  thrown  into  vibrations,  which  are  often  so  perceptible 
as  to  endanger  the  safety  of  persons  approaching  too  near  the  cataract. 

At  the  falU  of  Holyoke,  Mus.,  the  deeeending  sheet  of  water  has  a  breadth 
of  1008  feet,  with  a  fall  of  30  feet,  and  varying  from  5  feet  to  3  inches  thick. 
The  polsations  of  the  air  msbing  in  behind  the  waterfall  vary  from  82  to  258 
per  minute. 

Sajs  Professor  Snell,  who  has  deecribed  these  phenomena  at  length,*  "At 
OLe  time,  when  I  witnessed  the  oomparatively  slow  oscillations  of  82  per  minute, 
I  was  sarprimd  by  the  great  strength  of  the  carrent  of  air,  as  it  rushed  into  the 
opening  at  the  end  of  the  dam.  I  oonld  not  venture  within  the  passage  through 
the  pier,  lest  I  should  be  swept  in  behind  the  sheet;  nor  oonld  I  stand  at  the 
estranoe  of  the  arch  without  bracing  myself,  by  placing  both  hands  on  the 
oorsers."  These  vibrations  are  shown  by  Professor  Snell  to  follow  the  laws  of 
Bemonlli  for  the  vibration  of  air  in  tubes. 

i  4.   Vocal  and  Auditory  Apparatus. 

I.    OF  VOICE  AND  SPEECH. 

3^7.  Voice  and  apeecli. — In  nearly  all  the  air-breathing  vertebrate 
animals,  there  are  arrangements  for  the  production  of  sound,  or  voice^ 
in  some  part  of  the  respiratory  apparatus.  In  many  animals  the  sound 
admits  of  being  variously  modified  and  altered  during  and  after  its  pro- 
duction ;  and  in  man  one  of  the  results  of  such  modification  is  speech, 

388.  The  vocal  apparatus  of  man  consists  of  the  thorax,  the 
biushea,  the  larynx,  the  pharynx,  the  mouth,  and  the  nose,  with  their 
appendages. 

The  thora^Tf  by  the  a<d  of  the  diaphragm  and  the  intercostal  muscles  acting 
^  the  lungs  within,  Alternately  compressing  and  dilating  them,  performs  the 
'Mr!  of  the  bellows  producing  a  current  of  air  for  the  production  of  sound.  The 
•  k-n.  or  the  Htuffpift*'.  extending  from  the  larynx  to  the  lungs,  acts  as  a  tube 
r.  r^.nv«y  the  air  from  the  lunji^s  to  the  organs  more  immediately  corcerned  in 
';!•  Vru'luotioQ  of  Toice  and  speech.  The  larynx,  which  may  be  considered  as 
tbe  musical  organ  of  the  voieo,  corresponds  to  the  mouth-piece  or  that  part  of 
the  organ  tube  which  gives  the  peculiar  character  to  the  sound.     The  pharynx 

•  km.  Jour.  SeL  [2]  Vol.  XXVIII.  p.  228. 
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!s  a  large  cavity  abore  the  larynx,  which,  by  the  rarying  form  and  tensfon  of 
ita  walls,  modifies  the  tones  of  the  Toice.  The  mouth  and  nasal  passages  corres- 
pond to  the  upper  part  of  an  organ  tube  from  which  the  vibrations  of  the 
column  of  air  are  thrown  into  the  atmosphere. 

The  laiynz. — This  organ  is  composed  essentially  of  four  cartilages, 
called  respectively  the  thyroid,  cricoid,  and  the  two  arytenoid  carti- 
lages.  The  cavity  of  the  larynx  is  nearly  dosed  by  two  pairs  of  mem- 
branes, called  the  vocal  cords,  the  opening  between  which  is  called 
the  glottis.  295 

In  fig.  295,  showing  avertical  section  through 
the  larynx  and  glottis,  the  position  of  the  thy- 
roid and  cricoid  cartilages  is  seen  in  6  6,  a  a. 
The  thyroid  cartilage  consists  of  two  flat  plates 
whose  upper  edges  are  curved  somewhat  like 
the  letter  S,  and  forms  a  prominent  projection 
on  the  throat  of  man,  visible  exteriorly,  and 
vulgarly  called  Adam's  Apple.  The  cricoid 
cartilage,  a  »,  lies  below  the  thyroid  cartilage, 
and  is  in  fact  only  an  enlargement  of  one  of 
the  cartilaginous  rings  forming  the  wind-pipe. 
The  position  of  the  arytenoid  cartilages  is  over 
the  cricoid  cartilages.  These  several  cartilages, 
with  the  hyoid  bone,  serve  as  points  of  attach- 
ment for  the  muscles  forming  the  proper  vocal 
apparatus.  The  two  chief  tongues  at  the  glottis, 
or  proper  vocal  cords,  eo,  extend  from  the 
thyroid  cartilage  to  the  arytenoid  cartilages, 
and  leave  between  them  a  fissure,  the  rima 
vocali;  or  glottis,  shown  better  in  fig.  297.  This  fissure  leads  on  one  side  ia.o 
the  trachea,  which  lies  below  the  larynx,  and  on  the  other  into  the  cavity  of  the 
larynx  itself,  which  communicates  with  the  cavities  of  the  mouth  and  nose. 

Besides  the  proper  vocal  cords,  there  are  the  ventricular  cords,  dd,  situated 
a  small  distance  above  them  in  the  epiglottis ;  they  are  less  developed  than  the 
ijrst.  The  ventricular  cords  have  no  part  in  the  production  of  vocal  sounds, 
which,  however,  they  doubtless  serve  to  modify  and  strengthen  in  the  same  way 
as  the  conical  cose  surmounting  an  organ  tube. 

Between  these  two  sets  of  cords  are  seen  the  deep  depressions,  called  the 
ventricles  of  the  glottis.  oqi; 

The  voice  is  produced  in  the  larynx  ;  for  if  an  opening  is  pierced 
into  the  trachea,  below  the  larynx,  the  air  escapes  by  this  opening, 
and  it  is  not  possible  to  produce  any  vocal  sound.  If  an  opening 
is  made  above  the  larynx,  it  does  not  prevent  the  formation  of 
sound.  Magendie  mentions  the  case  of  a  man  who  had  a  fistulous 
opening  in  his  trachea,  and  who  could  not  speak  unless  he 
closed  it,  or  wore  a  tight  cravat 

The  glottis.— -A  clear  idea  may  be  obtained  of  the  form 
and  action  of  the  glottis,  by  supposing  two  pieces  of  India 
rubber  stretched  over  the  orifice  of  a  tube,  so  that  a  small  fissure  is  hU 
between  them,  fig.  296. 
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By  forcing  air  through  such  a  tube,  sounds  will  b«  produced,  rarying  with 
the  tension  of  the  membranes  and  the  dimensions  of  the  aperture.  The  glottis 
is  a  fissure-like  opening,  bounded  by  similar  membranes.  By  means  of  a  series 
of  small  muscles,  the  Tocal  cords  may  be  extended  or  relaxed  at  pleasure,  while 
other  mnseles  afford  the  power  of  altering  the  width  of  the  vocal  fissure. 

The  Toeal  ligaments  being  thicker  at  their  free  edges  than  elsewhere,  they 
Tibrate  like  cords,  but  as  they  also  extend  like  plates  to  the  sides  of  the  larynx, 
their  vibrations  are  very  nearly  allied  to  the  vibration  of  reeds.  There  has  been 
much  controversy  as  to  whether  the  larynx  and  glottis  are  to  be  considered  as 
a  reed,  or  as  a  stringed  instrument  It  is  probably  more  correct  to  say  that  it 
acts  upon  the  principles  of  both  combined. 

389.  Mechanism  of  the  voice. — The  fomuition  of  soand  in  the 
larynx,  as  has  been  already  suggested,  is  produced  by  the  vibration  of 
the  Tocal  cords,  acting  as  a  species  of  membranous  reed,  under  the 
influence  of  air  from  the  lungs.    The  sound  being  produced  as  in  ordi- 


297 


^^5ia^; 


b^ 


Jm. 


oary  reeds  (381)  by  the  intermittent  current 
of  air. 

The  glottis  is  the  original  seat  of  the  sound, 
and,  although  other  parts  of  the  respiratory 
apparatus  have  a  certain  influence  in  modifying 
the  tone,  they  have  no  share  whatever  in  the 
production  of  the  sounds,  or  in  determining 
their  pitch. 

When  at  rest,  the  lips  of  the  glottis  are 
wrinkled  and  plicated,  so  that  the  air  in  respi- 
ration passing  through  the  fissure  fails  to  put  | 
the  membranes  in  vibration.  But  as  tho  musi-  ^ 
dan  tunes  his  instrument  by  increasing  or  di- 
minishing the  tension  of  its  vibrating  strings,  so  something  like  this 
occurs  with  the  human  larynx.  The  two  conditions  of  the  glottis  are 
beautifully  shown  by  the  two  parts  of  fig.  297,  from  Mliller.  The 
upper  shows  the  organ  at  rest,  the  vocal  cords,  e  c,  being  rflaxed,  while 
in  the  lower,  these  cords  are  shown  as  in  the  act  of  vibrating ;  the  small 
air  passage,  o,  opening  into  the  trachea,  is  never  closed.  When  sounds 
are  to  be  produced,  the  fissure  is  contracted  and  the  membranes  receive 
the  degree  of  tension  necessary  for  vibration.  The  sound  varies  accord- 
ing to  the  tension  of  the  membranes,  the  magnitude  of  the  fissure,  and 
the  form  and  magnitude  of  the  passages  through  which  the  air  thus  put 
into  vibration,  passes  before  it  issues  into  the  atmosphere. 

390.  Range  of  the  human  voice. — In  speaking,  the  range  of  the 
human  voice  is  subject  to  but  very  little  variation,  being  generally 
limited  to  half  an  octave.  The  entire  range  of  voice  in  an  individual  is 
rarely  three  octaves,  but  the  male  and  female  voice  taken  together  may 
be  considered  as  reaching  to  four. 
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There  are  two  kinds  of  male  voices,  called  bass  and  tenor,  and  two 
kinds  of  female  Toices,  called  contralto  and  soprano,  all  differing  from 
each  other  in  tone.  The  strength  of  the  bass  voice  is  in  general  greater 
on  the  low  tones  than  the  tenor.  The  contralto  is  also  stronger  on  the 
low  tones  than  the  soprano.  Bnt  bass  singers  can  sometimes  go  very 
high,  and  the  contralto  freqaontlj  sings  the  high  notes  like  soprano. 

The  essential  difference  between  the  bass  and  tenor  voices,  and 
between  the  contralto  and  soprano,  consists  in  the  tone  or  "  timbre" 
which  distinguishes  them  even  when  they  are  singing  the  same  note. 
The  barytone  is  intermediate  between  bass  and  tenor,  and  the  meszo- 
soprano  is,  in  like  manner,  found  between  the  contralto  and  soprano. 
These  two  qnalities  of  voice  have  a  middle  position  as  to  pitch  in  ^e 
scale  of  male  and  female  voices. 

The  different  qualities  of  tenor  and  )muu,  and  of  alto  and  soprano  roioes, 
probably  depend  on  some  peculiarities  of  the  ligaments,  and  the  membranoni 
and  cartilaginous  parietes  of  the  laryngeal  cavity  which  are  not  at  present 
understood.  We  may  form  some  idea  of  these  peculiarities,  by  recollecting  that 
musical  instruments  made  of  different  materials,  e.  g,f  metallic  wires  and  gut- 
strings,  may  be  tuned  to  the  same  note,  but  that  each  will  have  a  peculiar  quality 
or  "  timbre." 

The  following  are  the  limits  of  the  different  classes  of  voice,  as  determined  by 
Cagniard  de  Latour,  Sararty  and  others,  the  numbers  annexed  being  the  nun* 
ber  of  double  vibrations  of  the  glottis  produced  in  a  second  of  time. 

f704, 


Soprano, 
Tenor, 


1056,  --  (930,  ^     ^    ,, 

2g^  Mezzo-soprano,  j  ^20  Contralto, 

628,  -.       ^  (352,  -, 

132!  Barytone,  I  ^^^'  Bass, 


ir«. 

220, 
82-5. 


391.  Ventriloqniam,  stuttering,  Ac. —  Ventriloquum  is  supposed  by 
many  investigators  to  consist  chiefly  in  the  use  of  inspiratory  sounds ;  this  is 
true  only  to  a  certain  extent  The  art  of  the  ventriloquist  depends  greatly  on 
the  correctness  of  ear  and  flexibility  of  organ,  through  which  .common  tones  I 

are  modulated  to  the  position  and  character  in  which  the  imaginary  person  is  I 

supposed  to  speak  ;  other  means  often  being  used  to  heighten  the  deception,  as 
concealing  the  face  that  the  play  of  organs  may  not  be  observed ;  often  in 
speaking  with  expiratory  notes,  the  air  expelled  by  one  expiration  is  distributed 
over  a  large  space  of  time,  and  a  considerable  number  of  notes. 

In  Btuttertng,  the  several  organs  of  speech  do  not  play  in  their  normal  sneees- 
sion,  and  thus  are  continually  interfered  with  in  convulsive  impnlses  and  ineffi- 
cient adjustments.  The  cause  of  this  result  lies  almost  wholly  in  the  nervous 
apparatus  which  rules  over  the  organs  of  speech.  Important  remedial  means 
are,  to  study  carefully  the  articulation  of  the  difficult  letters,  to  practice  their 
pronunciation  repeatedly  and  slowly,  and  to  speak  only  when  the  chest  is  well 
filled  with  air. 

In  deaf  and  dumb  pertona  the  organs  of  speech  have  originally  no  essential 
defects.  The  true  cause  of  their  dumbness  lies  in  their  inability  to  perceive 
sound.  The  impossibility  of  appreciating  the  several  sounds,  and  thus  gradu- 
ally acquiring  the  power  of  properly  adjusting  the  organs  of  speeob,  ii  the 
chief  reason  why  the  second  infirmity  is  associated  with  the  first 
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t02.  Production  of  soiinaB  by  inferior  animals.  —The  soandii 
which  the  different  animals  produce  are  pecaliar  to  the  class  to  which 
they  belong ;  thus  the  horse  neighs,  the  dog  barks,  the  cat  mews,  &c. 
These  ▼ariooa  modifications  depend  on  the  peculiar  structure  of  the 
larjnx,  but  more  upon  the  form  and  dimensions  of  the  nasal  and  other 
cavities,  through  which  the  yibrating  air  passes. 

The  eat  is  distingaished  from  other  munmifers  by  the  almoBt  equal  develop- 
meiit  of  the  inferior  and  inperior  vooal  oordt.  Many  of  its  notes  are  almost 
human.  The  horse  and  ass  are  supplied  with  only  two  Tocal  cords.  Animals 
which  howl,  and  are  heard  at  great  distances,  hare  generally  large  laryngeal 
Tentrieles. 

Birds  are  furnished  with  two  larynx,  a  superior  and  inferior,  which 
serve  at  the  same  time  for  the  entrance  and  exit  of  air,  and  for  the 
purposes  of  vocalization.  The  upper  larynx,  which  corresponds  to  the 
larynx  in  mammifers,  can  only  be  regarded  as  an  accessory  of  tiia 
voice.  The  lower  larynx  is  the  true  larynx ;  it  is  placed  at  the  lower 
part  of  the  trachea,  where  it  branches.  Those  birds  in  which  it  is 
absent  are  voiceless.  The  voice  of  birds  is  produced,  like  that  of  mam- 
mifers, by  the  vibration  of  the  cords  of  the  glottis. 

Insects,  in  general,  produce  sounds  remarkable  for  their  acuteness. 
Their  sounds  are  produced  in  a  great  number  of  ways,  some  effecting 
it  by  percussion,  and  some  by  the  friction  of  exterior  homy  organs 
upon  each  other,  as,  for  example,  in  the  grasshopper.  In  others,  the 
swiftly  recurring  beatings  of  the  wings  produce  sounds,  as  with  the 
musqaito.  Many  insects  produce  sound  by  the  action  of  some  of  their 
organs  on  the  bodies  around  them,  as,  for  example,  the  various  insects 
which  gnaw  wood.* 

II.    THE  KAB. — HXARINO. 

393.  Anditmy  apparatus  of  man. — In  the  ear,  impressions  are  not 
at  onoe  made  upon  the  sensory  nerve,  by  the  body  which  originates  the 
sensation,  but  they  are  propagated  to  it  through  the  medium  of  the 
atmospheric  air. 

The  organ  of  hearing  in  man  is  composed  of  three  parts :  the  exter- 
nal ear,  the  middle  ear,  or  tympanum,  and  the  internal  ear,  or  laby- 
rinth. 

The  external  ear  consists  of  (I)  the  pinna,  or  pavilion,  a,  fig.  298, 
which  collects  the  soniferous  rays,  and  directs  them  into  (2)  the  audi- 
tory canal,  or  meatus  auditorius,  b. 

The  peculiar  form  of  the  pinna,  with  its  numerous  elevations  and  depressions, 
has  not  as  yet  been  satisfactorily  shown  to  be  related  to  the  principles  of 
acoustics. 

The  auditory  canal  proceeds  inwards  from  the  pinna,  to  the  tympanum,  c; 

•  See  Appendix,  p.  868. 

«4 


286 


THE   THRE£   STATES  OF   MATTER. 


it  is  an  elliptical  tabe,  about  an  iiMh  loog.    Ila  S»tMrior  it  pvoiaettd  hj  Mi% 

and  by  a  waxy  secretion. 

The  middle  ear,  tympaniim,  or  tTii^NUiiio  caTltj.^Tht  niddh 
ear  is  a  cayitj  in  the  temporal  booe  filled  with  air,  and  aomewhat  hmi- 


spherical  in  form ;  it  measures  about  half  an  inch  in  erery  direotioD. 
It  extends  from  the  tympanum,  e,  fig.  298,  to  o  wd/,  and  encloses  the 
chain  of  bones,  edef,  called  the  assides,  or  little  bones,  of  the  ear. 

The  middle  ear  is  separated  from  the  auditory  canal  by  a  thin  OTil 
membrane,  the  membrana  tympani,  which  is  placed  obliquely  across  the 
ond  of  the  canal,  at  an  angle  of  about  45**,  its  outward  plane  lookmg 
downwards  and  forwards. 

The  EuHachian  tube  is  a  membranous  canal  leading  from  the  anterior 
portion  of  the  middle  ear  downwards  and  forwards  to  the  pharynx,  with 
which  it  communicates  by  a  Talyular  opening  that  is  generally  closed. 

The  Eustachian  tnbe  gires  exit  to  the  mnens  which  forms  in  the  middle  ear, 
and  also  permits  the  entrance  of  air  to  preserre  eqnality  of  pressure  on  the 
external  and  internal  surfaces  of  the  membrana  tympanL 

The  discomfort  produced  by  unequal  pressure  on  the  two  svrfaees  of  the 
membrana  tympani  may  easily  be  understood  by  closing  the  nose  and  perioral- 
ing  the  act  of  swallowing,  when  the  air  will  be  partially  exhausted  from  the 
middle  ear.  The  external  pressure  on  the  membrana  tympani  then  becomes 
greater  than  the  internal,  an  unpleasant  sensation  is  produced,  and  the  sense 
of  hearing  is  obscured.  Forcible  distension  of  the  pharynx  in  blowing  a  horn 
ur  trumpet  often  produces  a  disagreeable  fullness  in  the  ears,  by  forcing  air 
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lkro«gh  the  Bnstaebiui  tube  faito  the  middle  ear.    A  eold  often  impairs  the 
wmee  of  heariai^  bj  obstniotiBif  the  BiuUchljui  tube. 

A  chain  of  tlurae  small  bones,  th«  ossicles  of  the  tyrapantiin,  paspes 
throagh  the  middle  ear  from  the  membrana  Qnnpatii  to  the  entrance 
of  the  internal  ear.  These  bones  are  shown  separatetl  from  each  other 
in  fig.  299. 

The  malleae,  or  bammer-bone,  m,  the  incus,  or  anvil,  «t,  a  <l  the  etapefi,  or 
etirrvp,  t.     Thej  are  oonneeted  with  each  other  in  each  a  manner  299 

aa  to  allow  of  alight  moTementa.    This  duun  of  bones  is  attached 
at  one  end,  as  is  shown  in  fig.  298,  bj  the  handle  of  the  malleus, 
to  the  Cympanio  membrane,  and  at  the  other  by  the  foot  of  the  . 
atirmp,  to  the  membrane  of  the  fenestra  oralis. 

The  mnseles  whioh  act  upon  these  small  bones  are  supposed  to 
have  the  power  of  giving  more  or  less  tension  to  the  membranes 
whiek  tbej  eonneet,  and  thus  rendering  them  more  or  less  sensi- 
tire  to  aoBoroos  oadalationa. 


^f 


Tbe  internal  ear,  called,  from  its  complicated  stmckire,  the  laby- 
rinth, has  its  channels  cunred  and  excavated  in  the  petrous  bone,  the 
hardest  of  any  in  the  body.  The  labyrinth  consists  of  three  parts ;  the 
▼eetibole,  the  semicircular  canals,  and  the  cochlea. 

The  vestibule,  ff,  fig.  298,  is  a  central  chamber,  formed  in  the  petrous  bone ; 
in  it  Mre  a  number  of  openings,  for  branehes  of  the  auditory  nerve,  small 
arteries,  Jbe.     In  its  external  wall,  the  fenestra  oralis  is  found. 

The  semicircular  canals  are  three  in  number,  opening  into  the  vestibule  at  iia 
posterior  and  upper  part,  and  placed  in  planes  at  right  angles  to  each  other. 
Within  these  canals  are  placed  flexible  tubes,  of  the  same  fnnn,  called  membran- 
ous eaaale,  filled  with  fluid. 

The  eochlea,  t,  is  a  conical  tube,  wound  spirally,  making  two  and  a  half  turns. 
It  resembles  a  snail's  shell  in  appearance;  whence  its  name.  Its  interior  is 
divided  by  a  spiral  lamina,  called  the  lamina  spiralis,  into  two  passages  which 
eoBunanieate  by  a  little  hole  in  the  upper  part  of  the  so9 

helijc.    Between  the  membranous  and  the  bony  labyrinths, 
a  peealiar  liquid  (the  perilymph)  mtervtn  ?«■,  vliich  alffs 
flUa  the  cavities  and  eochlea ;  the  membraaitftft  Ubyritith 
is  diatended  by  another  liquid  (tfaa  Dtidolyrnr^ii).     Wiil.iii 
the  IsAyrinth  thus  filled  with  liquid,  tbe  t^irmiiml  flljimunci? 
of  the  auditory  nerve  are  placed. 
Tbey  are  expanded  in  the  ves- 
dbmle,  spread  out  upon    the 
lamina  spiralis,  and  also  in 
certain    enlargements,    called 
ampullae,  at  the  entrance  of 
the   aemieircnlar  canals;  but 
ihej  do  not  traverse  the  semi- 
orewlar  canals. 

Fij;.  309  is  a  magnified  view  of  the  labyrinth,  showing  the  form  and  relation 
of  the  vestibule,  semieireuUr  eanals  and  eoohlea,  partly  laid  open,  so  as  to  dis- 
plays their  iateif or  eoaitmotion. 
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394.  Fnnotioiui  of  the  differant  parti  of  the  ear. — 1.  The  wayt 
of  soand  passing  into  the  external  ear,  are  oolleoted  and  directed  iotu 
the  aaditory  canal,  and  strike  upon  the  tympanic  membraoe,  which  is 
thus  thrown  into  vibration. 

2.  The  chain  of  bones  connecting  the  membrana  tympani  with  the 
fenestra  ovalis,  receiyes  the  vibrations  and  transmits  them  to  the  Testi* 
bule  through  the  membrane  which  covers  the  fenestra  ovalis. 

3.  Vibrations  thus  excited  in  the  fluid  which  fills  the  labyrinth,  are 
leceived  by  the  expanded  filaments  of  the  auditory  nerve,  and  the 
sensation  of  sound  is  thus  transmitted  to  the  brain. 

In  considering  the  nsee  of  the  different  parte  of  the  middle  and  intemel  eer, 
it  is  necessary  to  refer  to  the  following  principles,  which  have  been  fiillj 
demonstrated  by  experiment 

1.  Atmospheric  vibrations  lose  much  of  their  intensity  when  transmitted 
.directly  to  either  solids  or  liquids. 

2.  The  intervention  of  a  membrane  g^atly  facilitates  the  tnnsmission  of 
vibrations  from  air  to  Itqnida 

3.  Vibrations  are  readily  transmitted  from  air  to  a  solid  body,  if  the  Utter  ii 
attached  to  a  vibrating  membrane,  so  placed  that  the  vibrations  of  the  air  sot 
upon  it. 

4.  Sonorous  vibrations  are  eommunieated  from  air  to  water  without  any  per- 
oeptible  loss  of  intensity,  when  to  the  membrane  forming  the  medium  of  eoB- 
mnnioation  there  is  attached  a  short  solid  body,  which  occupies  the  greater  part 
of  its  surface,  and  is  alone  in  contact  with  the  water. 

6.  A  solid  body  fixed  in  an  opening  by  means  of  a  border  membrane,  so  ai  to 
be  movable,  oommanioates  sonorous  vibrations,  from  air  on  one  side  (o  water 
or  the  fluid  on  the  other  side,  much  better  than  solid  media  not  so  construeted. 
But  the  propagation  of  sound  to  the  fluid  is  rendered  much  more  perfect  if  the 
solid  conductor  thus  ocoupying  the  opening  is  by  its  other  end  fixed  to  th« 
middle  of  a  tense  membrane  which  has  atmospheric  air  on  both  aides. 

These  principles  enable  us  to  understand  that  vibrations  are  communicated  to 
the  internal  ear  with  greater  intensity,  by  means  of  the  membrana  tympani  and 
the  chain  of  tympanic  ossicles,  than  if  these  organs  did  not  intervene  between 
the  atmospheric  air  and  the  internal  ear.  We  find  that  in  the  lower  orders  of 
animals,  where  hearing  is  less  acu^  than  in  man,  the  middle  ear  and  tympanic 
ossicles  are  wanting.  The  air  in  the  cavity  of  the  tympanum  serves  also  to 
insulate  the  chain  of  small  bones,  and  preserve  the  purity  and  intensity  of  the 
vibrations  which  are  transmitted.  The  communication  between  the  middle  ear 
and  the  external  air,  by  means  of  the  Bnstachian  tube,  is  thought  to  prevent 
reverberation  and  echoes  in  that  cavity. 

The  sound  of  a  tuning-fork,  or  other  sonorous  solid  body,  applied  to  the  teeth, 
or  any  bone  of  the  head,  is  heard  more  distinctly  than  when  the  sound  is  trans- 
mitted to  the  ear  by  means  of  the  air ;  it  has  therefore  been  eoneluded  that  the 
coohleay  and  especially  the  lamina  spiralis,  facilitates  the  i^preciation  of  such 
sounds.  Xn  regard  to  the  use  of  the  semicircular  canals,  the  opinions  of  phy- 
siologists are  as  yet  divided. 

For  iiiU  discussions  of  the  functions  of  different  parts  of  the  ear,  the  student 
is  referred  to  Carpenter's  Physiology  and  to  Todd  A  Bowman's  Physiology. 

^96.  Natural  diapaaon. — Oagniard  de  Latour,  one   of  the  best 
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Modem  AQthoritMs  in  M0O8(ie8»  satisfied  himself  that  he  heard  the 
BCNiod  la  (A  of  the  musical  scale)  soonding  within  his  head  when  he 
agitated  it  from  side  to  side;  Mr.  Jobard  suggests  that  this  natural  la 
is  caused  by  the  eontaot  of  the  wuiUeut  against  the  incus  in  the  ear,  a 
ecBtaet  easily  made  by  a  rapid  movement  of  the  head»  the  neck  being 
iieembftrrasaed  of  clothing.    (Am.  Jour.  Sci.  [2]  XXVI.  97.) 

396.  Organs  of  liearlng  in  the  lower  animals. — The  loophytes 
appear  to  be  wanting  in  the  sense  of  hearing,  and  no  special  auditory 
apparatus  has  been  discovered  in  insects,  although  they  do  not  appear 
to  be  altogether  insensible  to  sound.  In  the  mollnsca,  the  organ  is  a 
sae,  iiled  with  liquid,  in  which  the  last  fibrils  of  the  acoustic  nerve  are 
difbsed,  or  a  nerve  fibril,  in  connection  with  a  little  stony  body  (an 
otolith),  included  in  a  sac  of  water.  These  animals  can  only  distinguish 
one  noise  from  another,  or  their  quality,  and  that  imperfectly,  and  have 
no  perception  of  musical  notes.  This  organ,  corresponding,  as  is  as- 
sumed, to  the  semicircular  canals,  increases  in  complexity  as  we  rise  in 
the  scale  of  being.  In  lisards  and  scaly  serpents,  the  ear  commences 
with  the  tympanic  membrane ;  and  there  b  added  a  conical  cochlea. 
As  we  pass  through  them,  the  plan  is  further  developed ;  the  tympanic 
caTity,  Eustachian  tube,  the  chain  of  bones,  &o.,  appear.  In  birds 
there  is  a  continued  improvement,  and  all  thtf  atrial  tribes  of  mammals 
have  external  ears,  while  a  full  development  of  all  the  auditory  parts  is 
leaebed  only  in  man. 


Problema  in  Aconatioa. 

Velocity  of  Sound. 

IftS.  The  nwibluig  of  thimd«r  waa  hesrd  7^  SMondi  after  the  oomspondiB^ 
isflh  of  Ughtaiag  wm  Men ;  what  was  the  distance  of  the  dlicharge? 

IM^  Calealata  the  velocity  of  sound  fai  i^  at  a  temperatoro  of  90^ ;  also  at 
M*  below  saro  of  Fahrenheitfs  sealow 

16S.  What  tiBM  would  be  reqnired  to  transmit  sonnd  ten  railea  in  the  waters 
ef  a  q Viet  laker 

IM.  In  what  time  would  lonad  travel  a  distance  of  ^  miles  in  each  of  the 
fbttowicg  snbetanoei :  iron,  wood,  carbonic  add,  hydrogen  gas,  vapor  of  alcohol 
at  140<»,  vapor  of  water  at  IW^I 

157.  What  time  was  reqnired  to  transmit  the  sonnd  of  the  explosion  of  the 
veieaao  at  8t  Vincent's  to  Demerara  (see  page  260),  supposing  the  sonnd  to 
have  travelled  in  the  air  alone? 

168.  At  what  distance  horn  the  source  of  sonnd  must  a  reflecting  surface  be 
placed  that  an  echo  may  be  heard  three  seconds  after  the  original  sonnd? 

15t.  Frost  the  top  of  a  precipice  a  stone  was  let  fUI,  and  after  6|  seconds  it 
was  heard  to  strike  the  bottom.    What  was  the  height  of  the  precipice  ? 
27» 
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100.  What  was  the  diatanoe  of  the  meteor  whioh  wm  heard  at  Windaor  CuUa, 
in  1783,  ten  minutea  after  it  disappeared,  aeivming  the  air  at  60^  F.  t 

161.  An  obseryer  sapposes  himself  in  the  range  of  a  distant  cannon,  the  report 
of  which  he  hears  19  seconds  after  seeing  the  flash ;  how  soon  may  be  appr»- 
hend  danger  f^om  the  ball,  supposing  it  to  fly  at  the  rate  of  a  mile  id  ei^ht 
seconds  ? 

162.  The  flash  of  a  gun  throwing  shells  was  seen  due  east  from  the  observsr; 
after  three  seconds  the  report  was  heard ;  after  another  interval  of  three  seooods 
the  shell  was  seen  to  explode  40°  south  of  east,  and  the  explosion  of  the  shell 
was  heard  three  seconds  later ;  to  what  distance  was  the  shell  thrown  ?  and  what 
was  its  velocity  of  flight  f 

Physical  Theory  of  Moaio. 

163.  A  metallic  wire,  plaoed  upon  the  sonometer,  vibrates  800  times  m  a 
second ;  by  how  much  must  its  length  be  diminished  that  it  may  make  370 
vibrations  per  second  ? 

164.  What  number  of  vibrations  per  second  are  required  to  give  the  note  6 1 
of  the  Italian  opera? 

165.  What  is  the  length  of  a  wave  in  air  when  an  instrument  sounds  B  3  of 
the  Berlin  opera? 

166.  What  are  the  relative  numbers  of  vibrations  required  to  form  the  notM 
B  and  D  sharp? 

167.  What  is  the  interval  between  C  sharp  and  D  flat  when  both  notes  aie ' 
correctly  sounded  ? 

168.  How  does  the  interval  of  four  perfect  fifths  differ  from  a  migor  third  ia 
the  scale  two  octaves  above  the  key  note? 

169.  What  is  the  fractional  expression  for  the  chromatic  aemitone?  What  fbr 
the  grave  chromatic  semitone  ? 

170.  What  is  the  number  of  beats  in  a  minute  formed  by  two  tonea  whon 
vibrations  are  as  24  to  25,  when  the  higher  note  makes  760  vibrationa  per  aeeood  ? 

171.  Calculate  the  number  of  vibrations  per  minute  at  the  Holyoke  Falls,  for 
1,  2,  and  4  nodes  respectively,  the  breadth  of  the  dam  1008  feet»  the  enclosed 
eolumn  of  air  being  entirely  open  at  both  ends. 

172.  Estimating  the  velocity  of  sound  at  840  metres  per  aeeond,  what  number 
of  vibrations  per  second  will  be  produced  in  a  aqnare  organ  tube  whose  length 
is  1*13  metres  and  its  breadth  0'08  metres  ? 

173.  The  organ  of  the  church  of  Saint  Denis,  in  Paris,  is  tuned  to  the  normal 
la  (A  3)  of  880  simple  vibrations  per  second,  and  a  square  tube  9*566  metres 
long  and  9*48  metres  broad,  was  constructed  to  play  do^^  (C^i)>  but  on  trial  it 
was  found  too  flat.    What  alteration  of  its  length  would  correct  its  tone  ?' 

174.  Calculate  the  respective  lengths  of  a  series  of  square  organ  tubes  to  pUy 
the  scale  commencing  with  C  1,  the  longer  tube  having  a  breadth  of  4  inches, 
and  each  tube  in  the  ascending  scale  having  a  breadth  |  of  an  inch  less  than 
the  preceding ;  the  normal  la  being  reckoned  at  856  simple  vibrations. 

175.  Calculate  the  dimensions  of  a  series  of  oylindrioal  organ  tubes  for  the 
scale  commencing  with  C  4,  the  longer  tube  having  a  diameter  of  1  inch,  and 
the  others  in  the  series  diminishing  regularly  in  diameter  by  J^  of  an  inch ;  the 
organ  to  be  tuned  as  in  the  last  example. 

176.  What  are  the  names  of  the  next  three  higher  notes  in  the  scale  vbioh 
the  tube  playing  G  4  in  the  last  example  would  give  by  sufficiently  ineraaaing 
the  strength  of  the  blast  ? 


PART  THIRD. 

PHYSICS  OF  IMPONDERABLE  AGENTS. 

UQHT,  BXATy  AND  SUIOTBICITT. 


CHAPTER  I. 

LIGHT,  OR  OPTICS. 

2  1.  General  Properties  of  Light. 

397.  Optios. — Light. — Optics  (from  the  Greek  verb  oTcrofiat,  to  see) 
is  that  branch  of  physical  science  which  treats  of  the  nature  and  pro* 
perties  of  light 

Light  is  a  mysterious  agent,  acting  apon  the  organs  of  vision,  and 
imparting  to  ns  a  knowledge  of  external  things.  It  brings  ns  into 
relation  with  surroiAidiBg  objects,  enlarging  the  sphere  of  our  habita- 
tion, in  a  measure  annihilating  distance,  unfolding  to  us  the  beauties 
of  nature,  and  acting  as  a  perpetual  source  of  enjoyment. 

3d8.  ITatnre  of  light. — Theories. — ^In  regard  to  the  nature  of 
light,  a  great  diversity  of  opinion  has  prevailed  among  philosophers. 

(a)  Corpuscular  Meory.— Sir  Isaac  Newton  maintained  that  the 
phenomena  of  light  are  produced  by  luminous  corpuscles  thrown  off 
from  burning  bodies,  each  particle  producing,  in  its  flight,  vibrations 
in  the  surrounding  ether  similar  to  the  waves  produced  by  a  stone 
falling  into  the  wator. 

(6)  UnduUUory  theory, — ^Huyghens  maintained,  in  opposition  to 
Newton,  that  light^consiated  solely  of  vibrations  in  an  ethereal  medium, 
without  the  onward  progress  of  any  substance  whatever.    This  theorv 
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has  been  inve8tifl;ated  and  defended  bj  many  of  the  ablest  philosopben; 
bj  Young,  Mains,  Fresnel,  Brewster  and  others,  and  is  now  genermllj 
reoeiyed. 

The  undulations  producing  the  phenomena  of  mnmd  take  place  in 
the  same  direction  that  the  sound  itself  moves ;  bat  the  TibraUons  of 
HgM  are  supposed  to  move  at  right  angles  to  the  directioo  in  which 
light  is  propagated.  It  is  difficult  to  explain  all  the  phenom'ena  of  lig^t 
even  on  this  theory. 

(c)  An  oseUlaiory  theory  ofli^  has  been  proposed  by  Mr.  Rankbe, 
of  Glasgow.*  In  this  theory,  the  particles  of  luminiferons  ether  are 
supposed  to  rotate  on  their  axes,  by  the  influence  of  a  species  of  mag- 
netic force,  which  is  wholly  destitute  of  effect  in  produbing  resistance 
to  compression,  so  that  it  is  no  longer  necessary,  as  in  the  undulatory 
theory,  so  suppose  the  luminiferons  medium  to  have  the  properties  of 
an  elastic  body.  The  same  n^hematical  formalse  are  employed,  with 
this  hypothesis,  as  for  the  undulatory  theory.  Whether  this  theory  can 
be  applied  to  explain  all  the  phenomena  of  physical  optics,  remains  to 
be  proved. 

399.  Sonroas  of  light. — ^Phoaphoraaoance. — ^The  sources  of  light 
are  the  sun  and  stars,  heat,  chemical  combinations,  phosphorescence, 
and  electricity. 

We  know  not  the  real  cause  of  the  light  emitted  by  the  sun  and 
stars,  but  we  know  that  bodies  become  luminous  at  a  high  temperature, 
and  shine  more  vividly  in  proportion  to  the  intensity  of  the  heat,  from 
which  we  arc  accustomed  to  suppose  that  heat  and  light  are  only  modi- 
fications of  one  and  the  same  cause.  Artificial  lights  depend,  in  general* 
upon  combustion,  or  the  union  of  the  oxygen  of  the  air  with  burning 
bodies.  This  chemical  action  is  attended  with  the  disengagement  of 
considerable  heat  as  the  burning  body  becomes  luminous.  Other  chemi- 
cal combinations  are  attended  with  light,  and  it  is  doubtful  whether  any 
bodies  become  luminous  vrithout  chemical  action  of  some  kind. 

The  term  pknaphartaeence  is  given  to  a  pale  light  emitted  in  the  dark 
by  certain  substances  which  do  not  appear  to  emit  any  sensible  heat 
Phosphorescence  has  been  observed  in  animals,  vegetables,  and  even  in 
minerals.  During  the  heat  of  summer  the  glow-worm  and  fira-fly  emit 
a  brilliant  light 

In  tropical  regions  phosphorescent  insects  are  very  numerous.  The 
waters  of  the  ocean,  especially  in  warm  latitudes,  are  ofken  covered 
with  litUc  animalcules  which  become  luminous  at  night  when  the  water 
is  agitated,  shining  in  the  wake  of  a  vessel  like  a  track  of  living  fire. 

♦  8m  traanotions  of  the  British  AssoeiatloB  for  IMS,  p.  ». 
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Id  certain  ciroumstances  also  rotten  wood  and  decaying  flesh  become 
phosphorescent.  By  friction,  or  by  long  exposure  to  the  rays  of  the 
sun,  certain  minerals,  as  the  diamond,  white  marble,  and  fluor  spar, 
acquire  the  property,  it  is  said,  of  shining,  for  a  brief  period,  in  the 
dark.  The  cause  of  phosphorescence  is  not  known,  but  in  some  eases 
it  appears  to  depend  upon  electricity. 

Electricity  is  a  source  of  light  so  intense  that  its  brightness  is  equal, 
in  some  cases,  to  one-fifth,  or  even  one>fourth  that  of  the  sun. 

400.  Relation  of  different  bodies  to  light.— All  bodies  are  either 
luminous,  transparent,  translucent,  or  opaque. 

(a)  Luminous  bodies  are  those  in  which  light  originates,  as  the  sun, 
and  burning  bodies. 

{b)-  Transparent  bodies  allow  light  to  pass  freely  through  them,  thus 
permitting  the  form  of  other  bodies  to  be  distinctly  seen  through 
them.  Such  are  water,  air,  and  polished  glass.  Such  substances  are 
also  said  to  be  diaphanous  (from  did,  through,  and  faiviot  to  shine). 

(c)  lYaTisluceni  bodies  permit  only  a  portion  of  light  to  pass,  and  in 
so  irregular  or  imperfect  a  manner,  that  the  outline  of  other  bodies 
cannot  be  clearly  seen,  as  rough  glass  and  oiled  paper. 

(d)  Opaque  bodies  are  those  which  do  not  ordinlirily  allow  any  light 
to  pass  through  them,  as  wood  and  the  metals.  But  all  bodies,  CTea 
the  metals,  may  be  made  so  yery  thin  as  to  become  partially  transparent 
or  translucent.  Opacity  is  not  absolute  in  metals,  as  is  proved  in  the 
case  of  gold-leaf  on  glass,  through  which  a  beautiful  violet-green  light 
is  seen.  This  light  is  found  by  optical  experiments  to  be  truly  trans- 
mitted light,  and  not  a  color  caused  by  the  minute  fissures  of  the  gold- 

.leaf.  It  is  worthy  of  remark,  that  this  greenish  color  is  complementary 
to  the  red,  which  is  the  color  of  gold  when  seen  by  successive  reflections. 

401.  Rays,  pencils,  and  beams  of  light. — A  single  line  of  light 
is  called  a  ray.  A  pencil  of  light  is  a  collection  uf  rays  diverging  from 
a  common  source,  or  converging  to  a  point.  A  beam  of  light  is  a 
collection  of  parallel  rays.  Diverging  rays  are  those  which  gradually 
separate  from  each  other.  Converging  rays  are  those  which  tend  to 
meet  in  a  common  point ;  hence  we  have  the  terms  301 
diverging  pencils,  and  converging  pencils  of  light. 

402.  Visible  bodies  emit  light  from  every 
point  and  in  every  direction,  the  rays  diverging' 
from  each  point  in  right  lines. 

Let  ABC,  fig.  301,  be  three  points  in  any  visible  object; 
from  each  of  these  points,  light  is  emitted  in  diverging 
peaeils,  as  partially  represented  in  the  figure. 

In  thvs  flgare  certain  points  are  seen,  where  rays  from  ABO  eross  each  other, 
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And  between  them  are  vacuit  sfMMefl.  No  sneh  TMMit  apaces  exist,  bat  Um 
rajs  from  all  points  in  the  objeet  are  erossing  eaeh  other  at  eveiy  point  in  the 
space  where  the  ol^ect  is  risible. 

403.  Propasiitlon  of  light  in  a  homosenoqiis  jnodiiim. — A  me- 
dium is  BomethiDg  exinting  in  space,  capable  of  prodocing  phenomena. 
A  medium  is  called  luminiferous,  which  is  capable  of  transmitdng 
light;  and  it  is  said  to  be  homogeneoas  when  the  oompositioii  and  densi^ 
of  all  its  parts  are  the  same.  All  space  is  supposed  to  be  pervaded  bj 
a  luminiferoQs  medium,  called  luminiferous  ether,  and  yet  the  parttcles 
of  this  ether  may  act  upon  each  other  at  great  distances.  In  a  homo- 
geneous medium,  light  always  moves  in  stnught  lines.  If  any  opaque 
body  is  placed  in  a  direct  line  between  the  eye  and  a  luminooa  body, 
the  light  is  intercepted. 

When  light  enters  a  dark  chamber  by  a  very  small  opening,  tiie 
course  of  the  light  becomes  visible  by  illuminating  the  fine  particles  of 
dust  always  floating  in  the  air.  Bays  of  8ttn4igfat  are  thus  easily 
demonstrated  to  move  in  straight  lines. 

404.  Velocity  of  light. — Light  travels  with  such  amasing  velod^, 
that,  for  any  distances  on  the  surface  of  the  earth,  the  time  occupied  in 
its  passage  from  ohe  point  to  another  is  totally  inappreciable  by 
our  unaided  senses. 

In  1676,  Boomer,  a  Danish  astronomer,  observed  that  the  eclipses  of  the  first 
satellite  of  Jnpiter,  which  ooenr  at  uniform  intervals  of  time  when  the  earth  is 
moving  in  that  part  of  her  orbit  nearest  to,  or  most  remote  from  JapKer,  are 
eonstantly  retarded  when  the  earth  is  moving  from  that  planet^  and  as  regnlarlj 
accelerated  when  the  distance  between  the  earth  and  Jnpiter  is  diminishing. 
He  found  that  when  the  earth  was  in  that  part  of  her  orbit  most  distant  from 
Jupiter,  the  eclipses  of  the  first  satellite  take  plaoe  16  m.  86  s.  later  than  when 
in  the  opposite  part  of  her  orbit 

By  this  means  the  velocity  of  light  was  ascertained  to  be  about  192,000  miles 
in  a  second.  802 

Foucault's  apparatua 
for  meaauring  the  velo- 
oity  of  Ught.— Notwith- 
standing the  prodigious 
velocity  of  light,  M.  Fou- 
cault  has  succeeded  in 
measuring  it,  by  employing 
a  revolving  mirror,  accord- 
ing to  the  method  devised  by 
Wheatstono  for  measuring 
the  velocity  of  electricity. 
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In  dc  scribing  this  apparatus,  we  shall  sap- 
pose  the  properties  of  mirrors  and  lenses  to  be  already  understood. 
The  apparatus  of  IL  Foneaolt  is  represented  in  fig.  808.    The  shutter  of  a 
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dark  ehamber  is  pierced  with  a  sqiiAre  opening,  K,  behind  which  a  fine  platinnm 
wire,  o,  is  stretched  Tertically.  By  means  of  a  mirror,  a  beam  of  solar  light  is 
made  to  enter  the  chamber,  and  being  divided  bj  the  platinum  wire,  it  falls  upon 
an  achromatic  lens,  L,  of  lon|;  focus,  placed  at  a  distance  firom  the  platinum  wire 
less  than  double  th^  distance  of  its  principal  focus.  The  image  of  the  platinum 
wire  would  be  formed  in  the  axis  of  the  lens,  somewhat  enlarged.  But  the 
beam  of  light,  after  passing  the  lens,  falls  upon  the  plane  mirror,  w,  which 
rerolyes  with  great  velocity,  and  being  reflected  by  it,  an  image  of  the  platinum 
wire  is  formed  in  space,  which  image  is  displaced  with  an  angular  velocity, 
double  the  velocity  of  the  mirror.*  This  image  is  received  by  a  concave  mirror, 
M,  so  fixed  that  its  centre  of  curvature  coincides  with  the  axis  of  rotation  of 
the  revolving  mirror,  m.  The  pencil  reflected  by  the  mirror,  M,  returns  back- 
ward and  is  again  reflected  by  the  mirror,  «i,  and  passes  back  through  the  lens, 
L,  and  forms  an  image  of  the  platinum  wire,  coinciding  with  the  wire  itself,  if 
the  mirror,  m,  revolves  slowly.  In  order  to  view  this  image  without  obscuring 
the  pencil  of  light  which  enters  the  chamber  by  the  opening  E,  a  piece  of  plate 
glass,  y,  with  parallel  faces,  is  placed  between  the  lens  and  the  platinum  wire, 
inclined  in  such  a  manner  that  the  rays  reflected  faU  upon  a  powerful  eye-glass, 
P.  If  the  mirror,  m,  remains  stationary,  or  if  it  revolves  slowly,  the  returning 
ray,  M  m,  falls  upon  the  mirror,  m,  in  Uie  same  position  it  occupied  at  the  first 
reflection,  and  returning  in  the  direction  it  came,  it  meets  at  a  the  plate  glass, 
y,  and  is  partially  reflected,  and  forms  in  d!,  at  a  distance  a  d,  equal  to  a  o,  an 
image  which  is  seen  by  the  eye  by  means  of  the  eye-piece,  P. 

The  revolving  mirror,  m,  causes  this  image  to  be  repeated  at  each  revolution, 
and  if  the  velocity  of  rotation  is  uniform,  the  image  does  not  change  its  position. 
When  the  velocity  does  not  exceed  thirty  revolutions  per  second,  the  successive 
appearances  of  the  image  are  distinct^  bat  when  the  velocity  is  greater,  the 
impressions  upon  the  eye  are  oon^uons,  and  the  image  appears  constant 

When  the  mirror,  m,  revolves  with  great  rapidity,  its  position  is  sensibly 
changed  during  the  interval  occupied  by  the  light  in  passing  from  m  to  M,  and 
back  again  from  M  to  m,  and  the  returning  ray,  after  reflection  by  the  mirror,  m, 
takes  the  direction  m  b,  and  forms  an  image  in  •;  thus  the  image  has  deviated 
lh>m  d  to  I.  Strictly  speaking,  there  is  some  deviation  even  when  the  mirror 
turns  slowly,  but  it  is  appreciable  only  when  it  has  acquired  a  certain  magnitude, 
by  making  Uie  rotation  of  the  mirror  sufficiently  rapid,  or  by  taking  the  distance, 
M  m,  snffi^ently  great  By  means  of  the  deviation  in  the  position  of  the  image 
and  the  velocity  of  station,  the  time  required  for  the  light  to  pass  from  m  to  M, 
and  back  again,  becomes  known,  making  <»-  M«i,<'«-i  Lm,r«B  OL^a—t  the 
number  of  revolutions  per  second,  D  »»  the  absolute  deviation  di,  and  y  =» 
the  velocity  of  light  per  second.  M.  Foucault  obtained  the  following  formula 
for  the  velocity  of  Ught» 

*  To  demonstrate  this,  let  m  n,  fig.  303,  be  the  revolving  mirror,  0,  an  object 
plaoed  before  it,  and  forming  its  image  at  0' ;  when  the  mirror  arrives  at  the 
position  m'  n',  the  image  will  be  formed  at  0".  But  the  angles,  0'  0  0",  and 
m  e  si'  are  equal,  because  their  sides  are  perpendicular  to  each  other.  But  the 
inscribed  angle  0'  0  0"  is  measured  by  half  the  arc  0'  0'',  and  the  angle  m  e  m', 
IS  measured  by  the  entire  are  m  m' ;  hence  the  arc  0'  0",  is  double  m  m',  which 
thus  demonstrates  that  the  angular  velocity  of  the  image  is  double  the  angular 
velocity  of  the  mirror. 
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In  the  experiments  of  M.  Fouoanlt,  m  M,  wm  only  about  four  yards,  but  by 
giving  the  mirror,  m,  a  velocity  of  600  or  800  revolutions  per  second  he  obtained 
a  deviation  of  from  eight  one-hundredths  to  twelve  one-hundredths  of  ao  inch. 
Owing  to  the  vibration  of  the  apparatus  revolving  with  such  great  rapidity,  the 
results  yet  obtained  by  this  method  for  the  absolute  velocity  of  light  arc  not 
considered  as  entirely  correct,  although  of  the  highest  interesL 

Experiments  have  been  made  with  the  same  apparatus  to  determine  the  velo- 
city of  light  in  liquids  as  compared  with  the  velocity  in  air.  For  this  purpose 
a  tube,  A  B,  three  yards  long,  is  filled  with  distilled  water,  or  any  other  liqaid, 
and  placed  between  the  revolving  mirror,  m,  and  the  concave  mirror,  M',  similar 
to  M.  The  rays  of  light  reflected  by  the  revolving  mirror  in  the  direction 
m  M',  pass  twice  through  the  column  of  fluid  in  the  tube,  A  B,  before  returning 
to  the  mirror,  V.  The  returning  ray  is  reflected  at  c,  and  forms  an  image  at  k. 
The  deviations  of  the  rays  which  traverse  the  liquid  are  greater  than  the  devia- 
tion of  the  rays  which  are  propagated  in  air  alone,  which  shows  that  the  velo- 
city of  light  in  fluids  is  loss  than  in  air. 

Fizeaa*8  method. — ^Another  method  of  direct  determination  of  the  velo- 
city of  light  has  been  devised  by  M.  Fiseau,  of  Paris,  in  1849.  An  exposition 
of  this  method,  by  Prof.  A.  Caswell,  will  be  found  in  the  Smithsonian  Report 
for  1858,  p.  130. 

Rasolts. — ^From  these  and  other  methods  the  velooity  of  light  has 
been  determined  to  be  in  air  192,000  miles  per  second ;  in  water 
144,000  miles;  in  glass  128,000  miles ;  and  in  diamond  77,000  miles. 

405.  No  theory  of  light  is  entirely  satiafaotory. — In  the  cor- 
puscular theory  of  light,  advi>oated  bj  Newton,  it  was  supposed  that 
fluids  and  solids  attracted  the  light,  and  refraction  was  expliuned  by 
supposing  that  light  moves  faster  in  dense  bodies  than  in  air,  as  is 
known  to  be  the  case  in  regard  to  sound.  According  to  the  undulatory 
theory,  it  is  known  that  transYerse  waves  or  undulations  must  move 
slower  in  dense  bodies  than  in  rarer  media. 

The  discovery  of  Foucault,  as  just  explained,  that  light  actually 
moves  slower  in  denser  media,  tends  to  confirm  the  undulatory  theory. 

The  immense  power  of  resisting  compression  which  a  medium  ought 
to  possess,  in  order  to  transmit  transverse  vibrations  with  a  velooity  so 
much  greater  than  the  motions  of  the  swiftest  planets  or  comets,  is  an 
objection  against  the  undulatory  theory  t^iat  has  not  yet  been  satisfao- 
torily  answered. 

The  discussion  of  the  theories  of  light  belongs  to  the  higher  departsients  of 
mathematios. 

406.  Properties  of  light. — (a)  Absorption, — Light  falling  upon  any 
substance  is  either  absorbed,  dispersed,  reflected,  or  refracted.  A  part 
of  the  light  disappears  and  is  said  to  be  absorbed;  as  when  light  falls  upon 
black  substances.  No  substances  absorb  all  the  light,  for  the  fact  that 
the  blackest  substance  is  still  visible,  shows  that  its  diflbrent  parts  emit 
some  of  the  light  which  they  receive. 
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{b)  Digperaum.'^lAghi  fblltng  apon  opaque  bodies,  causes  them  to 
bucome  luminous,  or  to  emit  light  in  all  directions,  and  thus  become 
fisible.  Such  bodies  are  said  to  disperse  light,  because  they  scatter  the 
light  in  all  directions  from  which  they  are  visible. 

Bodies  owe  the  property  of  dispersing  light  to  the  innumerable  little 
fikoeta  of  the  particles  composing  their  rough  surfaces.  Only  part  of 
the  light  is  thus  irregularly  reflected  or  dispersed,  while  much  of  it  is 
probably  absorbed  or  destroyed. 

(e)  Befiedion, — ^When  light  falls  upon  polished  surfaces,  or  on  bodies 
having  naturally  smooth  and  uniform  surfaces,  it  is  thrown  off  in  a 
regular  manner,  as  a  ball  rebounds  from  a  hard  floor. 

If  a  nj  of  light,  8  A,  fig.  304,  &Us  apon  a  poliihed  rarfaoo,  B  C,  it  will  be 
rafleoted  in  tho  direction  A  R.  If  N  A  is  drawn  perpendioular  to  B  0,  S  A  N 
will  1m  the  angle  of  incidenoe,  and  N  A  R  will  be 
the  angle  of  reflection,  and  the  two  angles  will  be 
•qvaL  The  lines  8  A,  N  A,  and  A  B,  will  lie  in . 
tha  same  plane;  we  have  Uiereifore  the  following 
roles: — 

Ist.  The  incident  ray,  the  perpendietUar  at  the 
point  of  ineidenee,  and  the  re/Ueted  ray,  are  all  tituated  in  the  §ame  plane. 

2d.  The  angle  of  ukeidence  and  the  angle  of  rejection  are  equal, 

(d)  Sefraetion. — ^If  a  straight  rod  is  placed  obliquely,  partly  iir- 
mersed  in  water,  it  appears  broken  or  bent  just  where  it  enters  the 
water.  If  a  coin,  a,  fig.  305,  is  placed  in  a 
oup,  in  such  a  position  that  it  is  just  hidden 
from  view,  and  water  is  then  gently  poured 
into  the  cup,  the  coin  wiU  appear  to  be  lifted 
up  and  will  become  visible. 

I«et  e  <<  be  the  snrfaoe  of  the  water,  the  ray,  a  h, 
is  so  bent  or  refracted,  at  the  sarfaoe  of  the  water, 
that  the  coin  appears  as  if  placed  at  a*. 

This  bending  of  the  rays  at  the  snrfaoe  of  any  transparent  medinm  is  called 
re/raetion,  806 

Let  C  B,  fig.  306,  be  the  snrfaoe  of  water  in  a  vessel, 

8  A  a  ray  of  light  incident  at  A,  and  N  A  N'  the  per- 
pendicular, A  R  the  reflected  ray,  and  A  T  the  direc- 
tion of  the  ray  which  enters  the  water  and  is  re- 
firaeted;  then: — 

The  angle  S  A  K  is  called  the  angle  of  ineidenee  of 
the  lay  8  A.  The  angle  N  A  R  is  called  the  angle  of 
reJUeUoa,  which  is  in  all  cases  equal  to  the  angle  of 
Incidence.  The  line  N  A  N',  is  called  the  normal. 
The  angle  T  A  N'  is  called  the  angle  of  refraction. 

If  we  take  A  a,  fig.  307,  equal  to  A  6,  and  draw 

9  m  and  6  «,  each  perpendicnlar  to  NAN',  then  a  m  is  the  eine  of  the  angle  of 
'neideaoe,  and  (  a  is  the  eine  of  the  angle  of  refraction,  and  am  divided  by  6a 
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is  inyariiibly  the  same  for  any  giren  medium,  whether  the  angle  of  ineideast  ia 

increased  or  diminished.     The  quotient  obtained  6y 

dividing  a  m  hj  b  n,  is  called  the  index  of  refraction, 

and  it  is  represented  by  n.    The  index  of  refh^tion 

▼aries  for  different  media ;  thus  for  light  passing  from 

air  into  water,  it  is  about  ),  for  light  passing  from  air 

into  glass,  about  },  and  about  f  when  light  passes  from 

air  into  diamond.     These  fractions  inyerted  give  the 

index  of  refraction  for  light  passing  out  of  water,  glass, 

and  diamond,  into  air. 

When   light  passes  from  a  rare  to  a  denser 
medium,  it  is  refracted  towards  the  perpendicular 
ur  normal,  and  when  it  passes  from  a  dense  to  a  rarer  medium,  it  is 
refracted  from  the  perpendicular  or  normal. 

The  general  law  of  the  refraction  of  light  is  thus  stated.  The  md- 
dent  ray^  the  refracted  ray,  and  the  perpendicular  to  the  refracting  surfaee 
at  the  point  ofinddenee,  lie  in  the  same  plane;  and  the  tine  of  the  ang^ 
of  incidence  bears  a  constant  ratio,  in  the  same  medium^  to  the  sine  of  the 
angle  of  ref taction  ; 

am 

When  a  ray  of  ordinary  daylight  or  sunlight  is  refracted  by  a  dense  traas- 
parent  medium,  the  reAraeted  light  is  not  confined  to  a  single  line,  but  it  is 
spread  out  into  a  fan-like  form,  as  shown  in  fig.  808, 
between  A  r  and  A  e,  and  the  different  parts  of  the 
refracted  pencil  show  different  colors,  the  most 
strongly  refracted  part  being  violet,  and  the  least 
refracted  part  being  red.  The  index  of  refraction,  for 
a  single  color,  is  uniform  for  any  given  medium ;  but 
the  index  of  refraction  in  the  same  medium  varies  for 
differently  colored  light. 

407.  Amount  of  light  refleoted  at  differ- 
ent angles  of  incidence. — ^When  light  falls 
upon  a  transparent  medium  perpendicular  to  its  surface,  nearly  all  the 
light  enters  the  medium,  and  only  a  small  portion  is  reflected.  As  the 
light  falls  more  and  more  obliquely  upon  the  medium,  the  amount  of 
light  refracted  diminishes,  and  the  amount  reflected  increases. 

If  we  look  at  the  image  of  the  sun  in  water  at  midday,  and  again  near  sunset^ 
we  shall  see  a  remarkable  difference.  Near  sunset  the  image  is  so  brilliant,  the 
eyes  can  scarcely  bear  to  look  at  it,  while  at  midday  we  observe  it  without  difli* 
culty.  The  image  of  objects  at  a  little  distance  are  seen  in  water  more  distinctly 
than  the  images  of  near  objects,  because  the  light  from  distant  ol^eots  falls  mors 
obliquely  upon  the  water  and  a  greater  amount  is  reflected.  > 

If  we  look  very  obliquely  at  a  sheet  of  white  paper,  placed  before  a  candle,  sn 
image  of  the  flame  may  be  seen  reflected  from  the  surface  of  the  paper,  but  the 
image  disappears  when  the  rays  fall  upon  the  paper  nearer  to  the  perpendicnlsr* 
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IVlien  light  falls  upon  any  polished  metallic  surface,  the  greatest 
amonnt  of  reflection  takes  place  when  the  incident  rays  are  perpen- 
dioalar  to  the  surface,  and  the  amount  of  light  reflected  diminishes  aa 
the  angle  of  incidence  increases. 

Different  BabBtanceSy  polished  with  e(iaal  care,  differ  in  their  power  of  reflect 
ing  light  The  amoant  of  light  reflected  depends  also  upon  the  nature  of  the 
medium  in  which  the  reflecting  body  is  placed.  Bodies  immersed  in  water 
reflect  less  light  than  in  air. 

TabU  0howtng  tke  nnmbtr  of  ray*  of  light  refieeted  out  of  100  rayr  tnetrftfuf,  fry 
diff€Mmt  kituU  ofgliua  and  metaU  uted/or  optical  purpotet*^ 


1 

Crown  glM, 

n  a  1-SM. 

n  B  1-517. 

ruDtciM.. 

»=  1-570. 
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*^0'«7. 

FolUh«d  BiMl. 

QO 
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3-380 

3615 

8-20 

72  30 

10® 
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3-546 

3-810 

8-36 

70  85 

60-52 

M* 

3-837 

3-700 

4117 

8-60 

60-43 

30« 

4180 

4-164 

4-574 

808 

6811     • 

58-60 

40« 

4-767 

4-778 

5-320 

0-50 

6601 

50<> 

5  810 

5-882 

6656 

10-68 

6587 

54-06 

60O 

7-064 

8.155 

0-360 

1203 

6503 

70O 

13-448 

13-801 

16-015 

1852 

64-41 

80« 

32-306 

33155 

36-422 

3665 

6404 

86« 

56-202 

56-204 

57-550 

57-07 

90* 

76-776 

74-261 

72074 

72-20 

6301 

53-60 

408.  Internal  reflection. — ^When  light  passes  through  a  transparent 
medium,  a  portion  of  the  light  is  reflected  at  each  surface. 

In  fig.  300,  S  A  is  a  ray  of  light  incident  upon  the  first  surface  of  a  trans- 
parent medium.  A  portion  is  reflected  in  A  R.  A  T  is  the  refracted  ray,  and 
T  y  the  emergent  ray,  but  a  portion  of  the  light  is  re-  309 

fleeted  at  the  second  surface  in  the  direction  T  A',  of 
which  a  part  emerges  in    the  direction  A'  R',  a  part  ^!^ 
suffers   a  second  reflection  downward  from  A',  a  part   r- 
emerges  from  the  second  surface,  and  another  portion  [ 
suffers  sueoessire  internal  reflections  before  it  is  either  ^ 
loei  by  absorption  or  finally  emerges  on  one  or  the  other 
side  of  the  medium.     In  general  only  the  rays  A  R, 
T  V,  and  A'  R',  have  sufficient  intensity  to  be  yisible  to  the  naked  eye. 

409.  Total  reflection. — When  light  passes  from  a  dense  to  a  rarer 
medium,  the  angle  of  refraction  is  greater  than  the  angle  of  incidence, 
and  when  the  angle  of  refraction  is  00°,  the  angle  of  incidence  is  much 
leas.     For  water  it  is  48°  Zy,  for  ordinary  glass  it  is  41°  49^,  conse* 


•  From  Potter's  Physical  Opties. 
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quently  a  ray  of  light  traversing  water  or  glass  at  greater  angles  cannot 
escape  into  the  air,  but  is  totally  reflected,  obeying  the  ordinary  law  of 
reflection.  The  proportion  of  light  suffering  internal  reflection  from  a 
surface  of  glass  or  water,  constantly  increases  from  the  perpendicular 
to  the  point  where  total  reflection  takes  place. 

Sinoe  the  angle  of  inoidence  for  a  dense  mediam  it  always  greater  than  tbe 
angle  of  refraction,  when  the  angle  of  ineidenoe  Ib  90®  the  angle  of  refraction 
mast  be  considerably  less  than  90®.  If  the  angle  of  incidence  is  90®,  its  fine 
will  be  unity.     The  sine  of  the  angle  of  refraction  will  be  nnity  dirided  by  the 

1 
index  of  refraction,  ^  — ,  hence  the  angle  of  total  internal  reflection  for  any 

n 

1  310 

mediam  is  the  angle  whose  sine  =  — . 

Fig.  310  shows  light  radiating  from  a  point  below 
the  surface  of  water  and  escaping  into  the  air,  the 
angle  of  emergence  increasing  much  faster  than  the  . 
angle  of  incidence,  until  the  light  emerges  parallel  to  I 
the  surface  of  the  water,  after  which  total  reflection  | 
takes  place.  . 

To  an  eye  placed  below  the  surface  of  the  water,  all ' 
objects  above  the  horison  would  be  seen  within  an  angle  of  97®  10',  or  doable 
the  angle  of  total  reflection  for  water. 

410.  Irregular  refleotlon.— Diffused  light. — The  reflection  from 
polished  surfaces,  which  follows  the  two  laws  already  announced, 
is  called  regular  reflection;  but  only  a  part  of  the  light  is  reflected 
regularly  from  any  surface,  when  the  reflecting  body  is  more  dense 
than  the  surrounding  medium.  A  part  of  the  light  is  scattered  in 
all  directions,  and  is  said  to  be  irregularly  reflected  or  diffused.  This 
is  the  portion  of  light  which  renders  objects  visible.  Light  regu- 
larly reflected  gives  an  image  of  the  object  which  emits  the  light, 
while  light  irregularly  reflected  gives  only  an  image  of  the  body 
which  reflects  it.  When  a  mirror  becomes  dim  by  the  accumulation  of 
light  dust,  or  anything  which  tarnishes  its  surface,  the  amount  of 
regular  reflection  diminishes,  and  the  irregular  reflection  inorea^ng, 
all  parts  of  the  mirror  become  distinctly  visible. 

411.  Umbra  and  pennmbra. — When  an  opaque  object  is  held  in  a 
pencil  of  light  proceeding  from  a  luminous  311 

point,  as  «,  fig.  311,  a  dark  and  well-defined 

shadow  is  produced,  which  increases  in  size  '" 

as  it  becomes    more    distant.     The  dark 

shadow  i8  called  an  umbra.    If  the  light  proceeds  from  a  luminous 

body  having  a  sensible  magnitude,  as  A,  fig.  312,  besides  the  dark 

shadow,  or  umbra,  where  no  part  of  the  luminous  body  is  visible, 

there  will  be  a  much  broader  partial  shadow,  called  the  pemcai- 
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bra,  where  a  part  only  of  the  lamiDOus  hody  is  visible.    The  breadth 
tf  the  penumbra  increases  with  the  diameter  of  the  light,  and  with  the 
8U  318 


distance  which  the  shadow  extends  behind  the  opaque  object.  The 
darkness  of  the  penumbra  gradually  increases  from  the  extreme  border, 
which  is  too  faint  to  be  easily  seen,  to  the-umbra  or  full  shadow,  as  is 
shown  in  a  section  of  the  shadow,  at  fig.  313. 

412.  Images  prodnoed  by  light  transmitted  through  small 
apertures. — If  a  white  screen  is  placed  near  a  small  opening  in  a  dark 
chamber,  the   rays  of  light  which  pass  314 

through  the  opening  will  form  on  the  screen 
inyerted  images  of  external  objects. 

It  will  be  seen  in  fig.  314,  that  the  rays 
of  light  from  the  top  and  the  bottom  of  the " 
object  cross  each  other  in  the  small  opening,  and  thus  invert  the  image. 
If  the  aperture  is  small,  the  image  will  be  formed  in  the  same  manner, 
whatever  be  the  form  of  the  aperture.  Bat  if  the  opening  is  large,  the 
image  is  indistinct;  or  entirely  disappears. 

413.  Intensity  of  light  at  different  distances.— The  intensity 
of  light  at  any  distance  from  a  luminous  body,  is  in 
an  inverse  proportion  to  the  square  of  the  distance. 

Lei  0,  fig.  315,  be  a  luminous  point;  at  1  1,  place  a 
board  one  foot  sqaare ;  it  will  cast  a  shadow  that  will  coyer 
a  space  two  feet  square  at  double  the  distance,  three  feet 
•qnare  at  three  times  the  distance,  and  fonr  feet  square  at 
four  times  the  distance.  The  areas  will  therefore  be,  1, 4, 
9,  16,  and  the  intensity  of  the  light  at  the  distances  1,  2, 
8,  4,  will  therefore  be  in  the  proportions  of  1,  ^,  ^,  -f^. 

If  /  and  P  represent  the  intensity  of  a  light  at  the 
dittaneee  2>  and  ly,  we  shall  haye 

_  I       I         I  _  ^' 

Henoe  the  intensity  of  a  light  at  different  distances  will 
squares  of  those  distances. 

414.  Photometers  are  instruments  employed  to  measure  the  com- 
parative intensity  of  different  lights.  The  principle  on  which  they  are 
constructed  is,  to  so  place  the  lights  that  they  will  illuminate  a  single 
surface,  or  two  adjacent  surfaces,  with  equal  intensity.    The  relative 

2R« 


inversely  as 
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intensities  of  the  two  lights  are  then  as  the  square  of  their  distances 
from  the  illuminated  surfaces. 

Banaen'a  Photometer  is  the  simplest  and  most  oonyenient  photometer 
yet  invented.  A  disk  of  paper  four  or  five  inches  in  diameter,  is  rendered  traos- 
lacent  by  washing  it  with  paraffine  or  stearine,  dissolved  in  oil  of  terpen  tine  or 
naphtha,  except  a  spot  aboat  an  inch  in  diameter  at  the  centre.  When  this  disk 
is  held  between  two  lights,  at  a  point  where  their  intensity  is  anequal,  the  truis- 
lucent  part  of  the  paper  is  easily  distinguished  from  the  central  part,  but  wbeo 
moved  to  a  point  where  the  two  lights  have  equal  intensity,  all  parts  of  the 
paper  have  a  uniform  appearance.  No  light  appears  to  shine  through,  becaune 
the  illumination  is  equal  on  both  sides.  By  means  of  a  graduated  bar,  on  which 
the  lights  and  disk  are  mounted,  the  distance  of  each  light  from  the  paper  is 
determined,  and  their  respective  intensities  are  calculated  on  the  principles 
above  mentioned 

This  principle  may  be  applied  in  many  ways  to  determine  the  intensities  of 
lights ;  as,  for  instance,  the  portion  which  is  transmitted  or  reflected  from  cUf- 
ferent  substances. 

Rumford'a  Photometer. — Rumford's  photometer  is  composed  of 
two  plates  of  ground  glass,  hefore  which  are  fixed  two  opaqne  rods,  A 
and  B,  separated  by  a  screen,  fig.  316.  The  lights  to  be  compared,  as 
a  lamp  and  a  candle,  m  n,  are  so  placed  opposite  the  rods  that  each 

316 


plate  is  illuminated  by  only  one  of  the  lights,  and  a  shadow  of  the  cor- 
responding rod  falls  upon  each  plate,  as  shown  in  the  figure.  If  the 
two  shadows,  a  and  6,  are  of  unequal  intensity,  by  moving  one  of  the 
lights  backward  or  forward  a  position  is  obtained  where  the  shadows 
appear  equally  dark,  and  the  glass  plates  are  thus  known  to  be  equally 
illuminated.  The  relative  intensities  of  the  lights  are  determined  as  in 
the  preceding  case. 

Silliman*8  Photometer. — Silliman's  photometer  is  the  reverse  of 
Rumford's,  comparing  two  discs  of  light  thrown  up  by  two  equal  trian- 
gular glass  prisms,  upon  a  disc  of  roughened  glass  in  the  body  of  a  dark 
Ahamber  moving  on  a  graduated  bar.   (Am.  Jour.  Soi.  [2]  XXU.  315.) 
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I  2.  Catoptrics,  or  Refleotion  by  Regular  Snrfaoea. 

I.    MIRRORS  AND  SPECULA. 

415.  Mirrors  are  solid  bodies  bounded  by  regular  surfaces,  highly 
polished,  and  capable  of  reflecting  a  considerable  portion  of  the  light 
which  falls  upon  them. 

The  term  mirror  is  generally  applied  to  reflectors  made  of  glass  and 
coated  with  an  amalgam  of  tin  and  quicksilver. 

416.  Speoala  are  metallio  reflectors,  having  a  highly  polished 
surface.  The  best  speculum  metal  consists  of  32  parts  of  copper,  and  15 
parts  of  the  purest  tin.  Specula  are  also  made  boUi  of  silver  and  of  steel. 

In  the  use  of  glass  mirrors,  a  portioft  of  light  reflected  from  the  first  surface, 
interferes  with  the  perfection  of  the  image ;  hence,  where  the  most  perfect  instm- 
meuts  are  required,  metallic  reflectors  are  employed.  In  treating  of  reflectors, 
we  shall  notice  only  the  action  of  the  principal  reflecting  surface,  and  use  the 
term  mirror  to  comprehend  all  regular  reflectors. 

417.  Forms  of  mirrors.-7-Mirrors  are  either  plane  or  carved.  Curved 
mirrors  may  be  spherical,  elliptical,  or  paraboloid.  The  properties  of 
elliptical  and  paraboloid  reflectors  have  been  mentioned  in  sections  324 
and  325.  A  coficave  spherical  mirror  is  a  portion  of  the  surface  of  a 
sphere,  reflecting  from  the  internal  side.  A  convex  spherical  mirror  is 
a  portion  of  the  surface  of  a  sphere,  reflecting  from  the  outside.  Curved 
mirrors,  whether  concave  or  convex,  may  be  regarded  as  made  up  of  an 
infinite  number  of  plane  mirrors,  each  per-  817 
pendicular  to  a  radius  drawn  through  it  from 
the  centre  of  the  mirror. 

Fig.  317  shows  a  plane  mirror,  M  A  N,  a  concave 
mirror,  mAn,  and  a  convex  mirror,  m'  A  n',  having 
a  common  point,  A,  and  the  line,  P  A  C,  perpen- 
dicular to  each  at  the  point  A.  If  a  ray  of  light, 
I  A,  is  incident  upon  either  mirror  at  the  point  A, 
the  reflected  ray,  A  R,  will  make  the  same  angle 
with  tlfe  perpendicular  as  is  made  by  the  incident 
ray.  At  any  other  points,  as  I  or  t',  the  curved  mirrors  will  act  like  little  plane 
mirrors,  perpendicular  to  the  radii  P  t  and  Of, 

II.    REFLECTION  AT  PLANE  SURFACES. 

418.  Refleotion  by  plane  mirrors.— Para^  rays  of  light,  falling 
upon  a  plane  mirror,  will  be  parallel  after  reflection. 

If  parallel  rays  of  light,  A  D,  A'  D',  fig.  318,  fall  upon  the  plane  mirror,  M  N, 
tbey  will  each  make  equal  angles  with  the  perpendicu- 
lars, E  D,  E'  D',  and  as  the  angles  of  incidence  and  ^ 
reflection  will  be  equal,  the  reflected  rays,  D  B,  D'  B', 
will  make  equal  angles  with  the  perpendiculars,  and 
•ill  eonsequently  be  parallel  after  reflection. 

If  A  D  reprefent  the  upper  side  of  the  beam  of  light  before  refleotion,  it  will 
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become,  after  reflection  in  D  6,  the  lower  side  of  the  beam.     Hence  a  beam  of 
parallel  light  is  inrerted  in  one  direction  by  refleation  from  a  plane  mirror. 

Dwei'ging  rays  of  light,  falling  upon  a  plane  mirror,  will  oontinue  to 
diverge  after  reflection,  and  will  appear  to  emanate  from  a  point  as 
much  behind  the  mirror  as  the  luminous  point  is 
before  it. 

Let  A  be  a  radiant  point  in  fh>nt  of  the  plane  mirror 
M  N,  fig.  319.    If  the  perpendiculara,  E  D,  B'  D',  E"  D" 
be  drawn,  the  reflected  rays  will  make  the  same  angles  ' 
with  the  perpendiculars  as  the  incident  rays,  and  hence 
the  reflected  rays  will  make  the  same  angles  with  each 
other  as  they  did  before  reflection,  bnt  they  will  appear  to  diverge  ftom  the 
point  A',  behind  the  mirror. 

Converging  rags  continue  to  converge  after  reflection  from  a  plane 
mirror.  After  reflection  they  will  converge  towards  a  point  as  much  in 
front  of  the  mirror  as  the  distance  of  the  point  behind  the  mirror, 
towards  which  they  converged  before  reflection. 

This  is  easily  seen  by  tracing  the  rays  of  light  backward  in  the  preceding 
figure. 

Reflection  from  a  plane  mirror  changes  the  direction  of  the  rays  of 
light,  and  removes  the  point  of  apparent  convergence  or  divergence  to 
the  opposite  side  of  the  mirror. 

419.  Images  formed  by  plane  mirrors. — Let  MN  be  an  object 
placed  in  front  of  the  plane  mirror,  A  B,  fig.  320,  and  £  the  place  of 
the  eye.  From  the  great  number  of  rays  emitted  in 
every  direction  from  M  N,  and  reflected  from  the 
mirror,  a  few  only  can  enter  the  eye  at  £.  These 
will  be  reflected  from  those  portions,  D  F,  G  H,  of 
the  mirror,  so  situated  with  respect  to  the  eye  and  j^ 
the  points,  M  N,  that  the  angles  of  incidence  and 
reflection  will  be  equal.  If  the  rays,  D  £,  F  £,  are 
continued  backward,  they  will  meet  at  m,  and  they 
will  appear  to  the  eye  to  radiate  from  that  point.  In 
the  same  manner  the  rays  G  £,  H  £,  will  appear  to  radiate  from  n ;  a 
virtual  image  of  the  object  will  therefore  be  formed  between  m  and  n. 

This  is  called  a  mrhtal  image,  because  it  is  not  formed  of  rays  of  light- 
actually  coming  from  the  position  of  the  image,  but  by  rays  so  changed 
in  their  direction,  that  they  appear  to  the  eye  as  though  originating 
from  an  object  situated  at  m  n,  behind  the  mirror. 

If  the  eye  is  moved  about,  the  image  remains  stationary,  hence  it  is 
seen  by  means  of  rays  reflected  from  other  parts  of  the  mirror.  Two 
or  more  persons  may  see  the  image  at  the  same  time  and  in  the 
position,  but  by  diflPerent  rays  of  lis^ht. 
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The  poAition  of  the  image  behind  the  mirror  may  be  found  by  draw- 
ing lines  from  prominent  points  in  the  object,  perpendicular  to  the 
mirror,  extending  them  aa  far  behind  the  mirror  as  the  points  from 
which  they  are  drawn  are  situated  before  it,  then  uniting  the  extremi- 
ties of  the  lines,  the  outlines  of  the  image  will  be  delineated.  The 
images  of  all  objects  seen  in  a  plane  mirror  have  the  same  foim  and 
distance  from  the  mirror  as  the  objects  themselves. 

420.  Images  multiplied  by  two  sorfaoea  of  a  glass  mirror. — 
Glass  mirrors  produce  several  images.  This  may  be  readily  demon- 
strated by  looking  very  obliquely  at  the  image  of  a  candle  in  a  glass 
mirror.  The  first  image,  caused  by  partial  reflection  from  the  first  sur^ 
face  of  the  glass,  is  comparatively  faint.    The  second  331 

image  is  formed  by  reflection  from  the  quicksilver, 
which  covers  the  second  surface,  and  is  very  clear  and 
distinct. 


When  rays  of  light  from  any  object  fall  upon  the  first 
■iufa«e  of  a  plate  of  glass,  M  K,  fig.  321,  a  portion  of  the 
light  being  reflected,  forms  the  first  image,  a.  The  principal 
put  of  the  light  penetrates  the  glass,  and  is  refleoted  at  e,  by 
the  silvering  which  covers  the  back  of  the  mirror,  and  coming  to  the  eye  in  the 
direction  d  H,  produces  the  image,  a',  at  a  distance  from  the  first  image  equal 
to  abont  once  and  a  third  the  thickness  of  the  glass.  This  image  is  much 
brighter  than  the  first,  because  the  metallic  coating  of  the  mirror  refleets  a 
greater  amount  of  light  than  the  first  surface  of  the  glass. 

Other  images,  more  and  more  obscure,  are  formed  by  rays  which 
emerge  from  the  glass  after  suooessive  interior  reflections  from  the  two 
sarfaces  of  the  glass.  As  this  multiplicity  of  images  diminishes  the 
distinctness  of  vision,  metallic  reflectors  are  often  employed  in  optical 
instruments.  822 

421.  Images  formed  by  light  refleoted 
l>y  two  plane  mirrors.-~Let  A  B,  fig.  322, 
be  an  object,  and  CD,  £ F,  two  plane  mir- 
rors, making  an  angle  with  each  other  less 
than  180».  The  light  falling  upon  the 
mirror  C  D  will  form  an  image  at  a  6,  the 
position  of  which  may  be  determined  by 
the  method  explained  at  section  419.  A 
portion  of  this  light,  after  reflection,  will 
fall  upon  the  mirror  £  F,  and  be  reflected 
as  if  coming  from  an  image  a^  V^  which  will  be  seen  by  the  eye  at  e. 

To  trace  the  course  of  the  rays  which  enter  the  eye  from  any  point,  Q,  in  the 
al]jeet  A  B ;  let  9  be  the  corresponding  point  in  a  6,  and  q*  a  similar  point  in 
^Viibm  light  will  enter  the  eye  as  if  it  came  from  q^,  therefore  draw  the  lines 
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^  e,  and  they  will  show  the  final  eotine  of  the  pencil  by  whieh  the  point  Q  ii 
seen.  From  the  pointa  where  theie  lines  meet  the  mirror,  E  F,  draw  lines  to  f, 
and  they  will  represent  the  coarse  after  reflection  by  C  D ;  from  the  points  when 
these  lines  meet  the  mirror  C  D,  draw  lines  to  the  point  Q,  and  they  will  show 
the  course  of  the  rays  which,  after  reflection  by  each  of  the  mirrors  C  D,  E  F, 
form  the  pencil  by  which  the  eye  at  «  sees  the  point  q'  in  the  secondary  imsgs 

The  inrersion  of  parts  by  the  two  mirrors  are  now  seen  to  correct  each  other, 
and  all  the  parts  of  the  image,  a*  h*y  hare  the  same  relation  to  each  other  as  in 
the  object  A  6.  The  peealiar  excellence  of  Wollaston's  Camera  lueida  (518) 
depends  upon  the  fact  that  by  means  of  two  reflections  all  parts  of  the  imtgs 
presenre  their  nataral  relations. 

422.  Multiplioity  of  ixnagea  seen  by  means  of  inclined  mir- 
rors.— When  an  object  is  placed  between  two  mirrors,  which  make 
with  each  other  an  angle  of  90^  or  less,  several  323 
images  are  produced,  varying  in  numbers  accord- 
ing to  tbe  inclination  of  the  mirrors.     If  they  are 
placed  perpendicular  to  each  other,  three  images 
will  be  seen,  situated  as  in  fig.  323. 

The  rays  0  C  and  0  D,  from  the  point  0,  form,  after  a 
■ingle  reflection,  one  the  image  0',  the  other,  the  image 
0" ;  and  the  ray  0  A,  which  undergoes  two  reflections  at 
A  and  B,  gives  a  third  image,  0'''.  When  the  inclination 
of  the  mirrors  Is  60<*,  five  images  are  formed ;  and  when 
they  are  placed  at  an  angle  of  45^,  seven  images  are  produced.  Tbe  nnmber 
of  images  continaes  to  increase  as  the  inclination  of  the  mirrors  diminishes,  sad 
when  the  mirrors  become  parallel,  the  number  of  images  is  thtoretieaUy  infinite, 
but  as  some  of  the  light  is  lost  at  every  reflection,  and  the  sneoessive  imsges 
^pear  more  and  more  distant,  only  a  moderate  number  of  images  are  visible. 

423.  Dewiation  of  light  refleoted  by  two  mirrors. — ^When  a  ray 
of  light  reflected  by  a  mirror  is  again  reflected  by  a  second  mirror,  in 
a  plane  perpendicular  to  the  intersection  of  the  two 
mirrors,  the  deviation  of  the  ray  from  its  original 
direction  is  equal  to  twice  the  angle  formed  by 
the  two  mirrors. 

Let  two  mirrors,  A  and  B,  fig.  324,  be  inclined  to 
each  other,  so  that  their  directions  shall  meet  at  some 
point,  C,  forming  an  angle  A  C  B  =  a.  Let  the  ray 
of  light,  S  A,  be  reflected  by  the  first  mirror  in  the 
line  A  B,  and  falling  upon  the  second  mirror  be  again 
refleoted  in  the  direction  6  D,  meeting  the  original  direc- 
tion 8  A  D  in  D.  Let  the  angle  of  deyiHtion  A  D  B  =  cf. 
Draw  N  A  fi  perpendicular  to  the  mirror  A,  and  B  ii  per- 
pDudicular  to  the  mirror  B.  The  angle  between  these 
perpendiculars  will  be  equal  to  the  angle  formed  by  the  inclinations  of  the 
m-jTors,  orAnB  =  ACB  =  a. 
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L«l8ANsNAB»saadABi»»«'';then8iii«6NAB«sABfi  +  AMB, 
«e  hrnv : — 

♦  =  »'  -j-  a    .',    a  =  t  —  i' ; 

also    BAD-h  ABD-f  ADB  =  180», 

or2(90«  — t)  +  2t'4-(ia=180o    .«.   (i  =  2(t  — »')=  ^a; 

Or  the  deriation  of  any  ray  alter  two  reflections  is  eqaal  to  twioe  the  angle  be- 
tween the  mirrors. 

424.  Kaleidoscope. — ^This  beautiful  toy  depends  upon  the  multi- 
plication of  images  by  inclined  mirrors.  Two  mirrors,  inclined  at 
angles  of  30®,  45°,  or  60°,  are  placed  in  a  paper  tube,  one  end  of  which 
b  closed  by  plain  and  the  other  by  ground  glass.  Various  objects,  as 
fragments  of  colored  glass,  tinsel,  twisted  glass,  &c.,  are  placed  in  a 
narrow  cell,  at  the  end  of  the  tube,  closed  with  ground  glass,  just  room 
enough  being  left  to  allow  the  objects  to  tumble  around  as  the  tube  is 
mored.  On  looking  through  this  instrument  towards  the  light,  multi- 
plied images  of  every  object  are  seen,  beyond  all  description  splendid 
and  beautiful ;  an  endless  variety  of  symmetrical  eombinations  appear- 
ing to  the  view  as  the  instrument  is  moved,  but  never  recurring  with 
the  same  form  and  color. 

Let  A  C  and  B  C,  flg.  325,  be  the  two  mirrors  of  the  kaleidoseope,  and  let  the 
dotted  eirele,  described  about  C  as  a  centre,  represent  the  tube  in  which  they 
are  placed;  let  Q  be  the  position  of  an  object 
within  the  angle  formed  by  the  mirrors.  If  Q  is 
in  the  circumference  of  the  circle  described  aboat 
C,  the  two  series  of  images  of  Q  will  be  formed  in 
the  circumference  of  the  same  circle,  9^  f  ,  q^  q^  be- 
ing formed  by  the  mirror  A  C,  and  q'  q"  q*"  q"" 
being  formed  by  the  mirror  B  G.  Since  9,  is  in  a 
line  perpendicalar  to  A  C,  and  at  the  same  dis- 
tance from  A  C  behind  it  as  Q  is  before  it,  that 
perpendicalar  is  the  chord  of  the  arc  Q  q^  and  9,  9>^ 
is  in  the  eircnmference  of  the  circle  drawn  aboat 
0  as  a  centre.  For  the  same  reason  q*  is  also  in 
the  same  eircnmference ;  so  also  q*'  being  the  image 
of  9|,  is  as  far  behind  B  C  as  9,  is  before  it,  and  as  the  line  joining  9,  and  q"  is 
perpendicalar  to  B  C,  it  must  be  the  chord  of  the  circle,  and  hence  q*'  is  in  the 
drcamference.  In  the  same  manner  it  may  be  shown  that  every  image,  formed 
by  repeated  reflections  from  A  B  and  B  C,  is  also  in  the  cironmferenoe  of  the 
circle  described  about  C.  When  we  arrive  at  any  image,  q^  or  9"",  falling,  as 
in  the  figure,  between  the  directions  of  the  mirrors  produced,  such  an  image 
being  situated  at  the  back  of  both  the  mirrors  must  be  the  last  of  its  series,  as 
no  light  from  such  an  image  can  fall  upon  either  mirror. 

According  to  {  423,  the  distance  between  any  two  images,  formed  by 
an  even  number  of  reflections,  will  be  equal  to  twice  the  angle  between 
the  minors.  It  is  evident  that  images  formed  by  an  odd  number  of 
fefleotions  will  be  situated  between  each  two  of  the  former  series: 
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henoe  the  entire  number  of  images  seen  in  the  fcaleidosoope,  inclading 
the  object  itself,  will  be  equal  to  360^  diyided  by  the  angle  contained 
between  the  mirrors.  If  the  inclination  of  the  mirrors  is  60°,  the  num- 
ber of  images,  including  the  object,  will  be  six ;  if  the  inclination  is  45% 
the  number  will  be  eight;  aud  for  30°  every  object  will  appear  as 
twelve.  If  the  inclination  of  the  mirrors  is  small,  the  images  formed 
by  many  successive  reflections  become  too  faint  to  be  distinctly  seen. 

425.  Hadley'a  sextant  is  an  instrument  depending  on  reflecticm 
from  two  mirrors,  and  used  chiefly  by  seamen  for  measuring  the  alti* 
tndes  and  angular  distances  of  the  heavenly  bodies. 

Two  mirrors,  a  and  6,  fig.  826,  are  so  mounted  that  the  angle  of  melinatioB 
can  be  Taried  at  pleasare.    The  mirror  a  ii  attached  to  a  movable  am,  •  0^ 
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vhich  tarns  about  the  centre  of  the  graduated 

Mo  A  B.    This  arm  carries  at  C  a  vernier  by 

whicb  minute  divisions  of  the  graduated  are 

are  easily  distinguished.     The  mirror  b  ii 

firmly  attached  to  the  frame  of  the  instni- 

meat,  aad  the  outer  pottion  has  the  silvering 

removed,  so  that  an  eye  placed  at «  sees  the 

distant  horison,  or  any  other  object  to  which 

it  is  directed,  in  its   true    position.      The 

mirror  a  is  turned  with  the  index  arm  a  C, 

ontil  any  other  object,  as  the  sun,  moon,  or  a 

star,  whose  light  is  twioe  reflected  in  the 

directions  8  a  6  e,   appears  to   coincide    in 

direction  with  the  horison  or  other  object,  H, 

seen  by  direct  light,  ftt>m  which  its  angular 

distance  is  to  be  measured.    The  telescope  at 

e  is  used  to  facilitate  accurate  observation. 

The  divisions  of  the  graduated  are  and  vernier  are  also  read  by  the  aid  of  a 

magnifying  lens,  not  shown  in  the  figure.    The  deviation  of  the  ray  8  a,  alWr 

being  twice  reflected,  is,  by  {  423,  twice  the  angle  contained  between  the 

mirrors,  or  twioe  the  degrees  contained  between  A  C ;  half  degrees  on  the 

scale  are  therefore  marked  as  whole  degrees.    The  readbig  by  the  vernier  gives 

the  altitude  or  angular  distance  of  the  observed  object. 


III. 


RSFLBCTION  AT  CUETID  SUKFACIS. 


426.  Conoave  and  convex  spherical  mirron. — If  an  arc  of  a 
circle,  M N,  fig.  327,  is  made  to  revolve  around  a  line,  ACL,  drawn 
through  its  centre  of  figure  A,  and  gff 

its  centre  of  curvature  0,  it  will 
generate  a  curved  surface,  which    g  "^ 

will  be  a  segment  of  the  surface  of  ^ ^^'IJfC 

a  sphere.  Internally,  such  a  polished  ZHIZZZZIZZIIZZII 
surface  is  called  a  concave  mirror, 
and  externally  a  convex  mirror.    The  line,  A  C,  is  called  the  prmexpal 
axis  of  the  mirror,  and  any  other  line  drawn  through  the  centre  of' 
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eorrmtnie,  C,  is  called  a  seoondarj  azia.  The  angle  M  C  N  is  called 
the  angular  apertare  of  the  mirror.  A  section  made  by  a  plane  pass- 
ing throagh  the  principal  axis,  A  0,  is  called  the  principal  section,  or 
a  meridional  section. 

Th«  theory  of  reflection  from  curved  mirrors  ia  easily  deduced  from  the  laws 
of  reflection  by  plane  mirrors.  Bvery  point  in  the  curfbd  mirror  may  be 
regarded  bj  a  point  in  a  plane  mirror  so  situated  that  its  perpendicular,  where 
the  ray  of  light  falls  upon  it»  coincides  with  the  radius  of  the  curved  mirror  at 
that  point. 

A  line  drawn  from  any  point  in  a  spherical  mirror  to  the  centre  of 
cnrratore,  will  be  perpendionlar  to  the  mirror  at  that  point,  and  also 
perpendicular  to  any  plane  mirror  touching  the  curved  mirror  at  that 
point. 

427.  Fool  of  concave  mirrors  for  parallel  rays. — ^The  focus  of 
a  ooncaye  mirror  is  the  point  towards  which  the  reflected  rays  con- 
verge. 

(a)  FaraUd  rays  falling  near  the  axis  of  a  concave  mirror,  fig.  327, 
converge,  after  reflection,  to  a  point  equidistant  between  the  mirror 
and  the  centre  of  the  sphere,  of  which  the  mirror  forms  a  part.  This 
point  is  called  the  principal  focua, 

Rays  of  light  emanating  from  the  principal  focus  of  a  concaye  mirror, 
will  be  refleoted  parallel  to  each  other. 

Jkwumttration.—lhe  lines  C  M,  G  B,  0  D,  flg.  327,  drawn  from  the  centre  of 
cnrratiire  of  the  mirror,  M  N,  are  perpendicular  to  the  mirror  at  those  points. 
The  parallel  rays,  H  B,  G  D,  will  converge,  alter  reflection,  to  the  point  P.  It 
is  evident  that  the  angle  of  reflection,  CDF,  for  any  ray,  will  be  equal  to  the 
angle  of  incidence,  GDC;  but  G  D  C  is  equal  to  D  C  P,  which  is  the  alternate 
angle  formed  by  a  line  D  C,  meeting  two  parallel  lines,  G  D,  L  A ;  hence  in  the 
triangle,  0  F  D,  the  angles,  F  C  D  and  F  D  C,  are  equal,  and  therefore  the  sides, 
C  F  and  F  D,  are  equ^.  If  the  point,  D,  gradually  approaches  the  point.  A, 
0  F  -f-  F  D  will  differ  less  and  less  from  C  A,  until  their  sum  will  be  sensibly  equal 
to  C  A,  and  F  A  will  be  sensibly  equal  to  one-half  of  C  A ;  or  the  focus  of  parallel 
rays,  after  reflection  from  a  concave  mirror,  will  be  equal  to  one-half  the  radius 
of  curvature.  If  the  point  of  incidence,  D,  recedes  from  A  towards  M,  or  K,  the 
point,  F,  will  gradually  approach  A,  or  the  focal  distance  will  diminish.  A 
concave  spherical  mirror  will  therefore  reflect  parallel  rays  to  a  single  focal 
point  only  when  the  diameter  of  the  mirror  is  smalL  Practically  it  is  found  thai 
the  diameter  of  the  mirror,  or  the  angular  aperture^  M  0  N,  should  not  exceed  8 
or  10  degrees. 

428.  Fool  of  diverging  raya. — ^If  rays  of  light  falling  upon  a  con- 
cave mirror  diverge  from  a  point  beyond  the  centre  of  curvature,  they 
vriU  converge,  after  reflection,  to  a  point  between  the  principal  focus 
and  the  centre  of  curvature.  This  point  of  convergence  is  called  the 
conjugate  focus,  because  the  distance  of  the  radnnt  point  and  the  focus 
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to  which  the  rays  oonverge,  after  refleetton,  have  a  miitaal  TelatiMito 
each  other.  Si8 

Let  rays  diverging  from  a  point,  L,  ']^.^ 
fig.  328,  foil  npon  a  conoare  mirror,  the 
angle  of  incidence,  L  K  C,  will  be  smaller 
than  S  K  G,  which  iPtbe  angle  of  incidence 
for  parallel  rays  fUling  npon  the  mirror  at 
the  same  point  The  angle  of  reflection, 
C  K^,  wiU  also  be  smaller  than  GK  F;  hence  the  ray,  L K,  will  be  so  refleotad 
as  to  cross  the  principal  axis  at  a  point,  I,  between  F,  the  prineipal  feeu,  so4 
C,  the  centre  of  eurratnre  of  the  minor. 

The  relation  between  the  radiant  point  and  point  of  oonTorgence  is  etiily 
determined.  In  the  triangle  L  K  /  the  radius  K  G  bisects  the  angle  L  K  <,  hsaot 
by  a  well  known  principle  of  geometry : — 


fA,i 


Let  LA:=tiy{A=:«,  GA=s  radius  of  the  mirror  =  r,  and  A  F  =3  the 
prindpal  focal  length  =3  /.  Then  /  ^^  -y  and  by  substttnti&g  these  TtloM,  tbs 
above  equation  becomes 

n  —  r       r— e  1        1        1        I 

— —  as  —^^^  Diriding  by  r  we  have ■  «=—  —  -; 

t»  9  r       u       p       r 

^     I       J       1        1        1  I 
«       r       «       /       «  ^ 

u — /      2u —  r 

From  this  formula  we  may  deduce  the  ralue  of  «,  or  the  focus  of  refleeled 
rays,  whatever  may  be  the  point  of  divergence  of  the  incident  rays. 

If  the  luminons  point  is  removed  to  2,  the  reflected  rays  will  meet  at 
L.  If  the  luminous  point  is  placed  at  the  centre  of  curratore,  C,  all 
the  rays  will  fall  perpendicularly  upon  the  mirror,  and  be  reflected  back 
to  the  point  0,  from  whence  they  came. 

If  the  luminous  point  is  situated  between  the  centre  of  curvature  and 
the  principal  focus,  the  conjugate  focus  will  be  removed  beyond  the 
oentre  of  curvature,  and  become  more  and  more  distant  as  the  Inminooi 
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point  approaches  the  prindpal  focus.  When  the  luminous  point  arrives 
at  the  principal  focus,  the  conjugate  focus  will  be  removed  to  an  infinite 
distance,  or,  in  other  words^  the  reflected  rays  will  become  parallel. 
While  the  radiant  point  has  removed  from  G  to  F,  the  conjugate  focus 
has  removed  from  0,  to  an  infinite  distance. 

429.  Conversing  rays. — Virtual  foons. — If  the   radiant  point 
passes  from  the  principal  focus,  F,  towards  the  mirror,  as  in  fig.  329,' 
it  is  evident  that  the  r^ected  rays  will  diverge,  as  320 
though  emanating  from  a  pointy  behind  the  mirror, 
tailed  the  virtual  focus. 

When  the  radiant  point  is  near  the  principal 
focus,  between  it  and  the  mirror,  the  virtual  focus 
of  the  divergent  reflected  rays  will  be  at  a  very 
great  distance.  As  the  radiant  point  continues  to  approach  the  mirror, 
the  virtual  focus  also  approaches  it.  While  the  radiant  point  passes 
from  the  principal  focus  to  the  mirror,  the  conjugate  virtual  focus,  or 
point  from  which  the  reflected  rays  appear  to  diverge,  passes  from  an 
infinite  distance  behind  the  mirror,  to  the  surface  of  the  mirror,  or  to 
the  radiant  point  itself. 

These  propositions  may  be  easily  proved  by  giving  to  u  appropriate 
values  in  the  formula. 

430.  Secondary  axes. — Oblique  pencils. — If  the  luminous  point, 
L,  fig.  330,  is  not  situated  in  the  principal  axis  of  the  mirror,,  a  line 
drawn  from  the  radiant  point  through  the  centre  830 

ef  curvature,  as  L  0  B,  will  constitute  a  secondr 
ory  axis,  and  the  focus  of  the  oblique  pencil  of 
rays  diverging  from  L,  will  be  found  in  this 
secondary  axis.  In  the  same  manner  we  may 
draw  secondary  axes,  and  determine  the  foci, 
whether  real  or  virtual,  for  any  number  of  points  in  a  luminous  object. 

431.  Rale  for  conjugate  foci  of  concave  mirrors. — MuUiply  the 
distance  of  ike  radiant  point  from  the  mirror,  by  the  radius  of  curvature, 
and  divide  this  product  by  twice  the  distance  of  the  radiant  point,  minus 
the  radiMis  of  curvature  of  the  mirror,  and  the  quotient  will  be  the  distance 
of  the  corrugate  focus  from  the  mirror. 

It  the  quotient  given  by  this  rale  is  negative,  or  if  twice  the  distance  of  the 
tadiant  point  is  less  than  the  radins  of  cnrvatore,  the  conjugate  focns  will  be  a 
virtual  focas  behind  the  mirror,  and  the  reflected  rays  will  diverge. 

432.  Convex  spherical  mirrors. — The  effects  attending  the  reflec- 
tion of  diverging,  converging,  or  parallel  rays  of  light  by  convex 
reflectors,  are,  in  general,  the  opposite  of  the  effects  produced  by  con- 
cave reflectors.    The  foci  of  parallel  and  diverging  rays  of  light, 
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reflected  by  a  oonvez  reflector,  are  at  the  same  distance  as  for  concaTe 
mirrors,  but  they  are  situated  behind  the  reflector,  and  are,  hence,  only 
Tirtual  foci.  Light  converging  towards  any  point  behind  a  convex 
mirror,  more  distant  than  the  centre  of  currature,  will  direrge,  after 
reflection,  fVom  a  virtual  focus  between  the  centre  of  curvature  and  tb« 
principal  focus.  Rays  converging  toward  the  principal,  virtual  focas, 
will  be  reflected  parallel ;  but  rays  converging  towards  a  point  nearer 
to  the  mirror  than  the  principal  focus,  will  be  reflected  to  a  real  fucus 
in  front  of  the  convex  reflector. 
These  phenomena  will  be  readi- 
ly understood  by  an  examina- 
tion of  flg.  331.  The  ray  S I  is 
reflected  in  the  direction  F I M ; 
L£  is  reflected  in  the  direc- 
tion 2  £  G,  and  reciprocally, 
G  £  is  reflected  in  the  direction  £  L,  and  M I  in  the  direction  I  S. 

The  formaU  for  the  convex  mirror  may  be  determined  in  the  same  manner  u 
for  the  concave  mirror,  or  we  may  dedace  it  at  once  from  the  formula  for  the 
concave  mirror.  Since  the  focas  of  paralkl  rays  is  behind  the  convex  mirror, 
if  we  call  the  value  of/  for  the  conoaVe  mirror  positive,  it  must  be  negative  for 
the  convex  mirror.  If  therefore  we  insert  — /  instead  of  /  in  the  formula  for 
the  concave  mirror,  it  will  become  for  the  convex  mirror : — 

1  _      1^      1 

firom  which  it  appears  that  the  value  of  «  mast  also  be  negative  when  «  is  pod- 
tive,  that  is,  u  and  v  are  on  opposite  sides  of  the  mirror.  Now  by  putting  —  « 
instead  of  v  in  the  above  formula,  it  will  represent  the  absolaie  value  of  tbe 
focus  of  reflected  rays  reckoned  on  the  back  side  of  the  oonyex  mirror,  and  ve 

111                      /•• 
have  for  the  convex  mirror,      -  =  — t-  -    .%    »  = . 

V      /       u  /-f« 

433.  Images  formed  by  coocave  mirrors. — The  principles  already 
explained  enable  us  to  understand  the  formation  of  images  by  concave 
mirrors.  Let  A  B,  fig.  332,  represent  an  object  placed  before  a  concave 
mirror,  beyond  its  centre  of 
curvature.  The  lines,  A  G 
and  B  0,  drawn  through  the 
centre  of  curvature  from  the 
extremities  of  the  object,  are 
the  secondary  axes  in  which 
the  extremities  of  the  image,  a  b,  will  be  formed,  at  a  distance  from  the 
mirror  equal  to  the  conjugate  foci  for  the  extreme  points  of  the  object 
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Thtf  image  is  real,  inverted,  smaller  than  the  object,  and  placed  between 
the  centre  of  ouryature  and  the  principal  focus. 

If  a  6  is  regarded  as  the  object,  placed  between  the  centre  of  cnrva- 
tnre  and  the  principal  focus,  an  enlarged  image  will  be  formed  at  A  B. 
If  the  object  is  placed  at  the  principal  focus,  no  image  will  be  formed, 
because  the  rays  from  each  point  of  the  object  will  be  reflected  parallel 
to  an  axis  drawn  through  the  centre  of  333 

car?ature  from  the  points  where  they 
uriginate. 

If  the  object,  A  B,  is  placed  entirely  on  ^ 
OBe  side  of  the  principal  axis,  as  in  fig. 
333,  it  is  evident  that  its  image,  a  b,  will  be  formed  on  the  opposite  side 
of  the  principal  axis. 

434.  Virtual  Images. — If  the  object,  A  B,  fig.  334,  is  placed  between 
tlie  mirror  and  the  principal  focus,  the  incident  rays,  A  D,  A  K,  take, 
after  reflection,  the  directions,  D  I,  K  H,  and  334 

their  prolongations  backward,  form  at  a,  a  k#_— — — Ti 

virtual  image  of  the  point  A.    In  the  same  *i^. ..::.--:"  iS^^^'^       t 
manner  the  image  of  B  is  formed  at  6,  so  1  ^^^^^^£r=^^ 

that  the  image  of  A  B  is  seen  at  aj>.    The  1         Xt^^^^^^^^^^^^^"^ 

image,  in  this  case,  is  a  virtual  image,  erect,  ^"*^— ^cilVJjy 
and  larger  than  the  object. 

From  the  preceding  illustrations,  it  is  evident,  that,  when  an  object 
is  placed  before  a  concave  mirror,  more  distant  than  the  centre  of 
curvature,  the  image  is  real,  but  inverted,  and  smaller  than  the  object ; 
as  the  object  approaches  the  centre  of  curvature,  the  image  enlarges 
and  becomes  equal  to  the  object  and  coincides  with  it ;  when  the  object 
approaches  nearer  to  the  mirror  than  the  centre  of  curvature,  the  image 
becomes  larger  than  the  object,  and  more  distant  from  the  mirror. 
When  the  objoct  arrives  at  the  principal  focus,  the  image  becomes 
infinitely  distant,  and  disappears  entirely :  when  the  object  approaches 
nearer  to  the  mirror  than  the  principal  focus,  an  erect  virtual  image, 
larger  than  the  object,  appears  behind  the  mirror. 

435.  Formatioii  of  images  by  convex  mirrors. — Let  A  B,  fig. 
335,  he  an  olject  placed  before  a  convex 
mirror,  at  any  distance  whatever.  If  we 
draw  the  secondary  axes,  AC,  B C,  it  fol- 
lows, from  what  has  been  said  (433)  concern- 
mg  the  construction  of  foci  of  convex  mirrors, 
that  all  the  rays  emitted  from  the  point  A,  diverge  afler  reflection,  and 
that  their  prolongations  backward  converge  to  a  point,  a,  which  is  a 
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virtual  image  of  the  point  A.    In  the  same  manner,  rays  emitted  from 
the  point  B,  form  a  virtaal  image  of  that  point  in  b. 

Whatever  may  be  the  position  of  an  object  before  a  convex  mirror, 
the  image  is  always  formed  behind  the  mirror,  erect  and  smaller  than 
the  object. 

436.  (General  rule  for  conBtmcting  images  formed  by  mlxrois. 
— To  construct  the  image  of  a  point ;  1.  Draw  a  tecondary  axis  firm 
that  point;  2.  Take  from  the  given  point  any  incident  ray  whatever; 
join  the  point  of  incidence  and  the  centre  of  curvature  of  the  mirror  by  a 
right  line;  this  will  be  the perpendicfdar  at  that  point,  and  will  »how  ike 
angle  of  incidence;  3.  Draw  from  the  point  of  incidence,  on  the  other 
side  of  the  perpendicular,  a  right  line,  which  shall  make  with  it  an  angle 
equal  to  the  angle  of  incidence.  This  last  line  represents  the  reflected  ray, 
which,  being  prolonged  until  it  crosses  the  secondary  axis,  determines  the 
place  where  the  image  of  the  given  point  is  formed,  4.  Determine  the 
position  of  any  other  point  in  the  ol^ect  in  the  same  manner, 

437.  Spherical  aberration  of  mirrors. — Canatioa. — ^The  rays 
from  any  point  of  an  object,  placed  before  a  spherical  mirror,  concave 
or  convex,  do  not  converge  sensibly  to  a  single  point,  unless  the  aperture 
of  the  mirror  is  limited  to  8®  or  10®.  If  the  aperture  of  the  mirror  is 
larger  than  this,  the  rays  reflected  from  the  borders  of  the  mirror  meet 
the  axis  nearer  to  the  mirror  than  those  which  are  reflected  from 
portions  of  the  mirror  very  near  to  the  centre.  339 
There  results,  therefore,  a  want  of  clearness  or  dis-  ■ 
tinctnese  in  the  image,  which  is  designated  «pAmcaZ| 
aherredion  by  r^eciion. 

The  reflected  rays  cross  each  other  successively,  I 
two  and  two,  and  their  points  of  intersection  form  in  I 
space  a  brilliant  surface,  called  a  caustic  by  refleo-l 
tion,  curving  towards  the  axis,  as  shown  in  fig.  336, 1 
where  G  is  the  centre  of  curvature,  F  the  principal  focus,  and  d  the 
centre  of  figure. 

i  3.  Dioptrics,  or  Refraction  at  Regular  Surfaces. 

I.    DEFINITIONS. 

438.  Prisms  and  lenses,  are  bodies  having  certain  regular  furms, 
sections  of  which  are  shown  in  fig.  S37 
337. 

A  prism  is  a  solid  having  three 
or  more  plane  faces,  variously  in- 
clined to  each  other,  as  shown  at  A,  fig.  337.    The  angle  formed  by 
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the  fa4M8,  A  R,  A  S,  b  the  refracting  angle  of  the  pnnn.    For  tome 
pnrposee  prismB  are  used  haying  more  than  three  plane  fooee. 

A  Ufu  is  a  portion  of  some  transparent  substance,  as  glass  or  crystal, 
of  which  the  surfaces  are  gener<»Uy  either  both  spherical,  or  one  plane 
and  the  other  spherical.  The  axis  of  a  lens  is  the  line  joining  the 
centres  of  the  spherical  surfaces  when  both  are  curved,  and  the  line 
perpendicular  to  the  plane  surface  which  passes  through  the  centre  of 
the  other  surface  when  one  side  is  plane.  When  the  surfaces  of  lenses 
are  of  different  kinds,  they  are  named  in  reference  to  the  side  on  which 
the  light  first  falls. 

If  the  figures  0,  D,  £,  F,  G,  H,  I,  were  revolved  around  the  axis, 
H  N,  they  would  severally  describe  the  solid  lenses  they  are  intended 
to  represent. 

In  explaining  the  properties  of  lenses,  and  showing  the  progress  of 
light  through  them,  we  make  use  of  such  sections  as  are  shown  in  the 
figure,  for  every  plane  passing  through  the  axis  has  the  same  form,  and 
what  is  true  of  one  section  is  true  of  all. 

A  plane  gkus,  B,  is  a  plate  of  glass  having  two  plane  surfaces,  a  5, 
c  d,  parallel  to  each  other. 

A  sphere,  shown  in  section  at  0,  has  all  parts  of  its  surface  equally 
distant  from  a  certain  point  within,  called  tJbe  centre. 

A  double  convex  lens,  D,  is  a  solid  bounded  by  two  convex  surfaces, 
which  are  generally  sphericaL 

A  plano-^onoex  lens,  £,  has  its  first  surface  plane,  and  the  other 
convex. 

A  double  concave  lens,  F,  has  two^  concave  surfaces  opposite  to  each 
other. 

A  plaTto-coneave  lens,  Q,  has  its  first  surface  plane,  and  the  other 
concave. 

A  meniscus,  shown  at  H,  has  one  surface  convex,  and  the  other  con- 
cave, their  curvatures  being  such  that  the  two  surfaces  meet,  if  con- 
tinued.  As  this  lens  is  thicker  in  the  centre  than  at  its  edges,  it  may 
be  regarded  as  a  convex  lens. 

A  concavo-convex  lens,  shown  at  I»  has  its  first  surface  concave,  and 
the  other  convex,  but  the  curvatures  are  such  that  the  surfaces,  if  con. 
tinned,  would  never  meet.  As  therefore  the  concavity  exceeds  the 
convexity,  it  may  be  regarded  as  a  concave  lens. 

II.  KSrBACTION  AT  PLANX  SUBFACXS. 

439.  Relraotion  by  prlsmB.— If  a  ray  of  light.  In,  fig.  338,  falls 
obliquely  upon  a  transparent  medium,  whose  opposite  plane  faces  are 
not  parallel,  the  ray  will  be  refracted  at  the  first  surface,  and  take 
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a  direction  nearer  to  the  perpendicular.  Now  if  the  position  of  ttie 
incident  ray,  and  the  inclination  of  the  faces  of  the  medium,  are  ss 
shown  in  the  figure,  it  is  obvious  that  the  emergent  838 

ray,  n^  T,  will  be  turned  still  further  from  its  original 
direction.  It  is  evident  that  any  other  position  of  the 
second  refracting  surface  would  cause  a  correspond- 
ing alteration  in  the  direction  of  the  emergent  ray. 


Let  a  6  cy  fig.  339,  be  a  Beotion  of  a  triangalar  prism,  /»  a 
ray  of  light  incident  at  n,  0  n  •  the  perpendicnlar  at  that 
point,  H  n'  will  be  the  coarse  of  the  ray  of  light  through  the 
prism,  and  n'  V  the  emergent  ray. 

If  the  prism  is  more  dense  than  the  surronnding  medium,  the  light  will  entat 
the  prism,  whatever  may  be  the  angle  of  incidence,  bat  if  the  angle  of  incidence) 
I  n  0,  diminishes,  then  the  ray,  n  n',  will  fall  more  obliqaely  apon  the  second  snr- 
fifcce  of  the  prism,  until  it  may  arrive  339  340 

at  an  inclination  where  it  will  suf- 
fer total  internal  reflection. 

If  the  incident  ray,  I  n,  fig.  340, 
falls  upon  the  prism  at  such  an  ^ 
angle,  that,  after  refraction,  it  takes 
the  direction,  n  n',  parallel  to  a  e, 
the  base  of  the  prism,  the  angles  at  which  it  enters  and  leaves  the  prism  will  be 
equal,  and  the  deviation  of  the  emergent  ray  from  the  course  of  the  incident 
ray,  will  be  the  least  possible.  The  ray,  V  n,  will  emerge  in  the  direction  »p', 
and  l"n  will  emerge  in  the  direotion  op'*,  each  deviating  more  from  the  direc- 
tion of  the  incident  ray  than  n' p  deviates. 

If  a  candle  is  viewed  through  a  triangular  prism,  on  slowly  taming 
the  prism  about  its  axis,  a  certain  position  will  be  found  where  the 
apparent  position  of  the  candle  differs  least  from  its  real  position.  In 
whichever  direction  the  prism  is  now  turned,  the  difference  between  the 
real  and  apparent  position  of  the  candle  increases. 

440.  Method  of  determining  the  index  of  refraction.— Let 
Inn'p,  fig.  341,  be  the  direction  of  the  ray  of  light  when  the  deviation  caused 
by  the  prism  is  a  minimum.  Draw  h  b  parallel  to  the 
incident  ray,  I n,  and  rbo  parallel  to  the  emergent  ray, 
n'  p.  Let  D  s«  A  6  r,  the  entire  deviation  caused  by  the 
prism ;  c(  »>  A  6  n,  the  complement  of  the  angle  of  inci- 
dence; g  Bs  afro,  the  refracting  angle  of  the  prism; 
f  Min'  6  o  =»  o  n'  p,  the  complement  of  the  angle  of  emer- 
gence. In  this  case  the  angles  of  incidence  and  emer- 
gence are  equal,  hence  d  ^^^  q  ^  90®  —  t,  i  being  the 
angle  of  incidence,  D  ^  180®  —  dr-9  —  9 '  substituting  in  this  equation  the 
values  of  d  and  q,  we  have  D  ^  2 1  —  g,  and  t  =>  i  (D  -f-  g).  Let  tc  and  y,  u 
in  fig.  339,  represent  the  angles  formed  with  the  perpendiculars  by  the  ray 
traversing  the  prism,  x  -\-  g  <=  g,  and  when  the  angles  of  incidence  and  em«r- 
gence  are  equal,  x  ==  g.    If  n  equals  the  index  of  refraction,  we  shall  have:— 

sin.  t  sin.  1  (D  -f  9) 

n  —  -; ,     or,     n  — : — . 

sm.  X  sm.  i  g 
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Kow  wben  the  angle  of  miuimam  deriation  and  the  ntncting  angle  of  the 
pxiim  are  measured,  tbia  fonnnla  enables  ns  at  onoe  to  determine  tbe  index  of 
itfraotion.  In  this  manner  the  index  of  refraction  of  any  sabstanee  is  easily 
detsrmioed. 

441.  Plane  glass. — A  ray  of  light  passing  through  a  plane  glass,  or 
any  •ther  medium  of  uniform  density  bounded  by  parallel  faces,  will 
have  the  emergent  ray  parallel  to  the  incident  ray.  Parallel  rays  of 
light  passing  through  plane  glass  are  parallel  after  emergence,  and  the 
emergent  rays  are  parallel  to  the  incident  rays. 

If  tbe  two  snrfaoes  of  the  transparent  medium  are  parallel,  it  is  evident  that 
the  ray  of  light  traversing  tbe  medium  will  make  equal  angles  with  tbe  perpen- 
dioalar  at  both  snrfaoes.  Let  /be  the  angle  of  incidence,  B  tbe  angle  of  refrac- 
tion at  tbe  first  surface,  and  also  tbe  internal  angle  of  incidence  on  the  second 
ntrfaee,  and  E  the  angle  of  emergence.  Then,  if  n  represents  the  index  of 
refraction,  we  shall  have: — 

Sin.  / »  n  sin.  27  -«  sin.  £    .*.     I^  Ei 

Or  tbe  angles  of  incidence  and  emergence  are  equal,  and  the  incident  ray  is 
parallel  to  the  emergent  ray.  The  same  is  true  for  any  number  of  rays ;  hence 
tlio  parallel  iaoident  rays  will,  after  passing  through  tiie  glass,  emerge  parallel. 

Let  M  N,  fig.  342,  be  a  plane  glass,  or  any  medium 
boonded  by  parallel  surfaces,  tbe  rays  A  B,  A'  B',  will  be 
refracted  towards  tbe  perpendicular,  on  entering  tbe  medium, 
sad  emerging  at  C,  C,'  they  will  be  refracted  from  tbe  per- 
pendicular, and  take  the  directions,  G  D,  C  D',  parallel  to 
each  other,  and  parallel  to  their  directions  before  entering 
the  nedium.  The  displacement^  A  a.  A'  a',  is  tbe  lateral 
aberration  produoed  by  transmission  through  a  homogeneous  medium  bounded 
hy  parallel  surfaces.  Tbe  amount  of  lateral  aberration  increases  with  the  thick- 
ness of  tbe  medium,  and  it  also  increases  with  tbe  obliquity  of  the  incident  rays. 

442.  Light  passing  through  parallel  strata  of  di£Ferent  media. 
—It  is  found  by  experiment  that  if  a  ray  of  light  passes  throagh  a 
Mries  of  plates  of  dense  media,  all  the  refracting  surfaces  being  parallel 
planes,  that  the  emergent  ray  is  parallel  to 
the  mcident  ray.  It  therefore  follows,  that 
the  direction  of  the  ray  in  passing  through 
anyone  of  the  plates  is  parallel  to  the  course 
it  would  haye  taken  if  it  had  entered  the 
plate  directly,  or  if  that  plate  had  been  the 
first  m  the  series. 

Let  P  A  B  G  Q,  fig.  343,  be  tbe  course  of  a  ray 
of  light  passing  through  two  parallel  strata  of 
dense  media,  the  second  medium  being  more  dense 
than  the  first,  and  P'  D  E  Q'  the  course  of  a  ray  passing  through  tbe  seoond 
aedinm  without  entering  tbe  first ;  if  P  A  is  parallel  to  P'  D,  G  Q  will  be  parallel 
to  B  0',  and  also  B  G  will  be  parallel  to  D  E.    We  may  consider  the  ray  of 
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light  aa  pMsing  in  the  opposite  direetion,  and  make  n"  the  index  of  nfnetiM 
for  the  mediam  traTersed  by  the  ray  C  B,  then  sin.  QCp'  s=  %"  lin.  B  C  p^ 
henoe  the  angle  BOp  depends  only  on  the  direction  of  the  emergent  ray  C Q, 
parallel  to  the  incident  ray  P  A,  and  upon  the  index  of  refraetion,  n",  of  the 
lower  medium.  Let  m  A  m',  nBn',pC  p',  be  perpendicular  to  the  refracting 
surfaces  at  A,  B,  and  C,  and  let  n  be  the  absolute  index  of  refraction  for  the 
first  medium,  n"  that  of  the  second  medium,  and  a'  the  index  of  refraetioa  for 
light  passing  ^m  the  first  medium  to  the  i 


Then, 


sin.  ABn 


sin.  PAm 
"^sin.  BAm'' 
sin.  BAm' 


,,       sin.  QCp' 
sin.  BCp  * 
sin.  BAm'       sin.  QCp' 


X 


sin.  CBn'         sin.  BCp         sin.  PAm  ^  sin.  BCp         w ' 

Henoe :  The  index  of  refraction  for  light  patsing  from  one  medium  to 
another,  ia  equal  to  the  index  of  refraction  of  the  second  medium  dioided 
by  the  index  of  refraction  of  ihe  first  medium, 

443.  FenoiUi  of  light  refraoted  at  plane  aorfaoes.— When  a 
pencil  of  light  falls  upon  a  plane  sorface  of  any  dense  mediam,  it  is  so 
changed  by  refraction  that  a  diverging  pencil  is  made  to  diverge  from 
a  focas  without  the  mediam  more  distant  from  the  dense  medium  than 
before  it  entered  it ;  and  a  converging  pencil  is  made  to  converge  to  a 
focus  within  the  dense  mediam  more  distant  from  its  sur&ce  than  before. 

Let  Q,  fig.  344,  be  the  focus  of  incident  344 

rays,  and  Q  A  B  the  ray  which  enters  the 
medium  perpendicularly  to  its  surface,  suffer- 
ing no  deviation.  Let  Q  P  be  any  oblique  ' 
ray  meeting  the  surface  at  P ;  let  K  P  N'  be 
drawn  perpendicular  to  the  refiracting  surface 
at  P,  it  wiU  also  be  paraUel  to  Q  A  B ;  let 
P  R  be  the  refracted  ray  which  being  extended 
backward  meets  the  line  A  Q  at  ^.  The  angle  of  incidence  QPN  =  PQA,  and 
the  angle  of  refraction  RPN'  s=  P^'A. 


Also  the  index  of  refraction,  n  b 


sin.  QPN      ^  Bin.  PQA 


sin.  RPN'        sin.  Pj'A 

PA  PA  Vq' 

—  J  sin.  Po'A  = .-.    a  =  — . 

PQ  *  Vq'  PQ 

is  very  small,  PQ   =  AQ,  and  Pg'  =  kq'  nearly,  hence 


Sin.  PQA : 


If  the  pencil 

A;'  =  n.AQ.    If  we  let  AQ  =  u,  and  kq*  =  u',  then  ti'  =  nn,  which  deiernunes 
the  point  9',  from  which  the  pencil  diverges  after  reftmotion. 

When  the  pencil  is  large,  and  P  is  so  far  from  A  that  we  cannot  consider 
QP  =s  QA,  let  t  =  the  angle  of  incidence,  i'  c=  angle  of  refraction : — 


We  have  QP  =  - 


-jj'P=. 


And  since  ^'P  =  n.QP  .*.  a'  =  n. 


OPTICS. 
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Since  the  eosine  of  i'  \a  greater  then  cosine  of  i,  this  lest  Talne  of  «'  ie  greater 
than  nuj  the  first  valne ;  this  shows  that  a  pencil  of  light  sniFers  aberration 
when  refraeted  at  a  plane  surface.  The  formula  also  shows  that  u'  is  greater 
than  «y  or  that  the  focus  of  the  pencil  afler  refiraotion  is  more  distant  than  the 
foeiu  of  the  incident  rays.    If  the  pencil  of  345 

ineident  rays  eonTcrges  to  a  point»  Q,  within 
the  denae  medium,  as  in  fig.  346,  the  pencil  of  ^ 
the  refraeted  rays  will  converge  to  point  q^. 
Solving  the  triangle  Q  P  q',  we  should  find  the 
same  result  as  before ;  or  kq'  =  ii.AQ. 

Therefore:  When  a  pencil  of  light  ii 
rtfiraded  ai  a  plane  surface,  the  focus  of 
the  refraeted  rays  is  on  the  same  side  of  the  refracting  surface  as  the 
focMLB  of  ineideni  rays,  and  ai  a  distance  eqwd  to  the  distance  of  the 
foems  of  ineident  rays  muliiplied  by  the  index  of  reaction. 

If  the  rays  had  been  proceeding  irom  the  dense  medium  to  a  rarer 
medinm,  as  from  g^,  fig.  345,  or  towards  q^,  fig.  344,  then  the  focas  of 
refracted  rays  wonld  be  at  Q,  or  nearer  to  the  refracting  surface  than 
the  fbone  of  incident  rays. 

If  the  rays  proceed  from  a  dense  to  a  rarer  medium,  and  if  n  still 
represent  the  index  of  refraction  for  light  entering  the  dense  medium, 
the  index  of  refraction  for  light  passing  from  the  dense  to  the  rare 

mediam  will  be  n^  =  -. 
n 

The  index  of  refraction  for  light  passing  from  air  into  water  is  n  »=  |, 

and  hence  fi<  =  -  =  |,  for  light  passing  from  water  into  air. 
n 

If  therefore  u  represents  the  actual  distance  of  an  object  below  the 
■orface  of  water,  and  u^  its  apparent  distance,  u^  =  n^M  «=  (u,  that  is, 
the  apparent  distance  below  the  surface  of  the  water  is  only  three-fourths 
of  the  real  distance ;  or  water  is  a  third  deeper  than  it  appears  to  be. 
As  eTory  point  in  an  object  appears  elevated  one-fourth  as  much  as  its 
distance  below  the  surface  of  the  water,  a  pole  or  cane  thrust  obliquely 
into  the  water  appears  bent,  or  broken  (406),  just  at  the  surface  of  the 
water. 

It  follows  also,  from  the  preceding  considerations,  that  an  object  im- 
mersed in  water,  or  any  other  transparent  dense  fluid,  appears  larger 
than  when  seen  in  the  air. 

As  the  atmosphere  diminishes  in  density  Tcry  rapidly  above  the 
earth's  surface,  a  man  upon  the  top  of  a  steeple  or  tower  looks  much 
smaller  than  when  seen  at  an  equal  distance  on  leTel  ground ;  and  an 
object  at  the  foot  of  the  tower,  will,  for  the  same  reason,  appear  larger 
when  Tiewed  from  the  top  than  if  placed  at  the  top  of  the  tower  and 
Yiewed  from  below. 
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444.  Penoils  of  Ugbt  tranamlttod  throii«;li  plane  glaas.— TK  beo 
a  pencil  of  light  is  transmitted  through  a  plane  glass,  the  focus  of  the 
emergent  rays  is  remoyed  from  the  focus  of  the  incident  rajs,  in  the 
direction  that  the  light  is  moving,  a  distance  equal  to  the  quotient 
arising  from  dividing  the  thickness  of  the  glass  bj  the  index  of  re&ao* 
Ition,  and  multiplying  the  quotient  by  the  MS 

index  of  refraction  diminished  by  uni^.  ^V^^  r^ 

Let  a  pencil  of  Ught  fall  upon  a  plane  r*^ 

glass,  fig.  84S,  so  that  Q  A  shall  be  perpen- 
dioalar  to  the  snr&oe  of  the  glass,  and  Q  P 
an  obliqne  ray,  Q  A  will  be  transmitted  in  the 
line  Q  A  B  without  deviation,  and  Q  P  will 
be  refracted  in  the  direction  q^  P  R,  and 
emerge  in  the  dirootion  9*  R,  9  being  the  focus 
of  the  emergent  rays.    LetQA»fi,9'A»«i'B9««^  and  A  B  —  (. 

By  the  formnla  already  demonstrated  (4iS),  if  the  pencil  is  small  «'  »  »«; 
and  if  the  pencil  had  entered  the  other  side  of  tlie  plate^,  eon  verging  to  9,  we  should 
have, 

Bg'  -«  a.B^;    or,  «  +  •'  »—  »•  =.  «  ^  nn. 


Henoe  •  a«  «  -f-  -»  by  which  the  position  of  ^  is  determined.    The  displacement 


ofthefocns  Q9 —  BQ^Bf^-n-f  t 


--(-;)---T' 


Or  the  rays  diverge,  after  emerging  from  the  glass,  from  a  point  nearer  to  tbs 
glass  than  the  focus  of  the  incident  rays. 

If  we  suppose  the  rays  to  proceed  in  the  opposite  direction,  we  shall  hare  the 
case  of  a  converging  pencil,  and  the  focus  of  the  rays  after  emergence  will  bo 
more  distant  from  the  first  surface  of  the  glass  than  before.  In  both  cases  th« 
focus  of  the  rays  is  removed  in  the  same  direction  that  the  light  is  prooeediog. 
If  we  take  the  ease  of  plate  glass,  for  which  n  »>  },  the  dietanoe  to  whioh  the 
focus  is  removed  is  equal  to  (  the  thiokness  of  the  glass. 

III.  RErBACTION  AT  CURVID  SURVACXS. 

445.  Principles  determining  the  fooi  of  lenses. — A  double 
convex  lens  may  be  regarded  as  composed  of  a  number  of  segments  of 
prisms,  the  faces  of  each 
prism  more  inclined  as 
we  proceed  from  the 
centre  to  the  borders  of 
the  lens,  as  shown  in  fig. 
347.  The  central  por- 
tion, abed,  may  be  re- 
garded as  a  plane  glass,  having  its  faces,  a c,  6  d,  parallel,  agfh  has 
its  face,  ag,  inclined  towards /&,  and  the  triangular  prism,  ghf,  has 
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its  sides  still  more  inclined.  Now  since  the  deviation  of  any  ray  pass- 
ing through  a  prism  increases  as  the  inclination  of  the  two  faces  of  the 
prism  increases,  s  t  will  deviate  more  than  s  i,  and  if  the  form  of  each 
prism  is  properly  adjusted  to  its  distance  from  the  axis,  M  N,  the  rays, 
si  nndsi,  or  any  number  of  rays,  may  be  made  to  meet  at  a  common 
point,  R,  in  the  axis  M  N. 

If  the  segments  of  prisms,  of  which  we  suppose  such  a  lens  to  be 
composed,  are  made  sufficiently  small,  so  that  each  face  shall  receive 
bat  a  single  ray  of  light,  the  sides  of  the  successive  prisms  will  form  a 
regular  curve,  which,  if  the  lens  be  of  small  diameter,  will  correspond 
■imoet  exactly  with  a  segment  of  a  sphere. 

On  account  of  the  great  difficulty  of  grinding  lenses  with  any  other 
than  spherical  or  plane  surfaces,  other  forms  are  seldom  employed,  and 
require  no  discussion  in  an  elementary  work. 

446.  Small  penoila  of  light  refracted  at  a  spherical  surface 
have  the  position  of  their  848 

foci  changed. 

I<et  PAP',  flg.  848,  be  a  I 
eonvez  spherical  inrfaoe  of  a  | 
deniB  medium,  0  being  the 
eentre  of  onrvatare  of  the 
dense  medinm,  Q  the  focus  of 
the  incident  rays,  and  j'  the  focus  of  the  refracted  rays.  Let  Q  A  ;'  be  the  ray 
which  enters  the  medinm  perpendicular  to  its  surface,  and  Q  P  another  ray  which 
ii  rsfraeted  in  P  4',  so  as  to  meet  Q  A  continued  in  q*.  Draw  0  P  N  perpendicular 
to  the  curved  snrfiMO  through  the  centre  of  curvature  and  point  of  incidence. 

We  shall  then  bare  the  angle  of  incidence  t  =  Q  P  N,  the  angle  of  refraction 
{»  «s  ^  p  0.    Let  P  0  A  =  o,  then  from  the  triangle,  Q  0  P,  we  have  :— 

Sin.  t :  sin.  o  »»  Q  0  :  Q  P, 
sad  from  the  triangle,  f '  0  P,  we  have  :— 

Sin.  o  :  sin.  %'  «■  9'  P  :  9'  0. 
By  compounding  these  proportions  we  have : — 

'     sin.  •  QO      j'P  QO         ^ 

sT^'"*"qp><7o'  ''''qp"°'*7p* 

Since  the  pencil  of  rays  is  very  small,  we  may  consider  Q  P  <»  Q  A,  and 
t'  P  »  }'  A  neariy.    Let  Q  A  »  «,  9'  A  =  h',  A  0  »  r,  then  the  last  formula 
n-{-  r  w'  —  r  n        n  — 11 

beoomes «=»  a. ,  which  may  be  reduced  to  -  «« , 

«  tf'  a'  r  a 

If  we  suppose  Q  to  be  situated  at  an  infinite  distance  from  A,  thf  incident 
rays  will  be  parallel,  and  we  shall  have  a  =  infinity,  and : — 

a         n         1 

Making  this  value  of  a'  =  /',  the  general  formula  will  be  -  = . 

80  n        r       ^ 
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Refraction  at  a  concave  anrface. — If  the  ni&M  of  the  donM  nedte 
if  oonoare,  m  shown  in  fig.  349,  let  Q,  as  &49 

bofore,  be  the  focns  of  the  incident  rays,  <^ 
the  rirtnal  focns  of  the  reflraoted  rays,  and  0 
the  centre  of  enrratnre.  Then  the  angle  of 
Incidence  t*  ss  Q  P  0 ;  the  angle  of  refraction 
C  —  RPN  —  f'PO;  let  the  angle  POA»o. 
In  the  triangle  Q  P  0  we  hare : — 

Bin.t:iin.o  =  QO:QP, 
and  from  the  triangle  ^  P  0  we  have : — 

Sin.  o  :  sin.  t*  =  9'  P  :  ^  0. 
Combining  these  proportions  we  hare : — 

sin.t  __<iO      <'P  Q0_    9'0 

^^"■"""qp^^'   ^''  QP ""•??* 

The  pencil  being  small,  we  may  pnt  Q  A  =  Q  P,  and  f'  A  s=  f'  P  neariy,  sad 
patting  Q  A  =  «,  ;'  A  =  m',  and  0  A  =  r,  we  hare  :— 

QO  9*0  «  — r  •'— r 

QA         j'A'  «  yf 

i»        a —  1       1         a        1 
From  this  wo  obtain   -  = 1-  -  =  —  -f  -  j  In  which/'  fepranti  iba 

w  r  a      /'       « 

Talne  «'  when  «  =  infinity,  or  the  incident  rays  are  paralleL 

We  may  take  the  general  formula  for  refraction  at  a  oonvez  aarfsoe 

of  a  dense  medium,  and,  by  applying  proper  values  to  the  letters,  dednoo 

formulas  for  all  other  cases,  whether  the  medium  be  dense  or  rare,  and 

the  refracting  surface  convex  or  concave. 

^     .     *.        ,    w       « — 1      1 

In  the  formula  ->  =  -^— , 

u^  r         u 

«re  have  supposed  the  value  of  u  measured  from  the  convex  surface  of 
the  dense  medium,  in  the  direction  A  Q  in  the  rarer  medium.  CaUing 
this  direction  positive,  if  the  focus  of  incident  rays  were  taken  in  the 
dense  medium  u  should  be  considered  negative ;  u^  has  been  reckoned 
positive  when  measured  in  the  dense  medium,  therefore  if  it  is  measured 
in  the  rare  medium,  as  in  the  example  of  the  concave  dense  sur&oe,  it 
should  be  reckoned  negative ;  we  idso  reckon  r  positive  when  it  lies  in 
the  dense  medium,  and  negative  when  it  lies  in  the  rare  medium. 

Therefore,  to  apply  the  general  fbnnola  for  a  conTCX  snrfkoe  of  a  dense  medinm 
to  the  case  where  the  incident  rays  converge  to  a  focns  in  the  dense  median, 

n        a  — 1        1 

we  make  «  negative,  and  the  formala  becomes   —  = 1 — . 

u'  r  u 

To  adapt  the  formnla  to  the  case  of  diverging  rays  refracted  at  the  concaTS 
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ipberieal  nufkoe  of »  dense  medium,  we  make  r  negatiTei-and  the  formula  becomei 

»  »— 1       1 

•  s ,  which  showi  that «'  is  eMentially  negatiTe,  or  that  it  liei 

^  r  « 

IB  the  Mme  aide  of  the  refiractiBg  surfaoe  as  the  centre  of  cnrratore. 

n        n  — 1        I 

If  then  we  ehanee  the  iiirn  of  «'  in  the  formula,  it  becomes  —  = 1 — . 

«'  r       '    t« 

in  which  w'  represents  the  distance  of  the  focus  of  refracted  rays  measured  in  the 
dizeotaon  of  the  rarer  medium.  This  formula  is  the  same  as  was  deduced  from 
ig.  349,  where  the  same  conditions  were  applied  to  the  analysis  of  the  diagram. 
To  apply  the  formula  to  the  case  of  rays  of  light  proceeding  from  a  dense  to 
a  rarer  medium,  we  hare  but  to  let «  and  u'  change  places  in  the  formula,  and 
change  the  sign  of  r.  Making  these  changes  in  the  general  formula  for  a  coutcx 
larfaee  of  a  dense  medium,  the  formula  for  diyerging  rays  refracted  at  a  oonrez 
rnUte^  of  a  rare  medium  will  become : — 


n 


n— 1       1  1  n        n— 1 


■  or-: 


-  =  —  -^—  —  - ,  I 

tt  r  u'        W  «  r 

The  formula  for  diyerging  rays,  refracted  at  a  concave  surfaoe  of  a  rare 

medium  (by  similar  changes),  will  become  ~  = . 

«'        M  r 

The  foimulA  for  conyerging  rays  issuing  from  a  conrex  surfaoe  of  a  dense 
Bedium,  or,  which  is  the  same  thing,  entering  a  concaye  surfaoe  of  a  rare  medium, 

will  become j  = \u'  being  the  focus  of  rays  traTcrsing  the  dense 

nedinm,  and  •  the  focus  of  rays  issuing  from  a  dense  medium  or  entering  a  rare 
medinm. 

447.  Action  of  a  doable  convex  lene  npon  small  pencils  of 

ligllt.~Let  P  A  P'  B,  flg.  350,  be  a  double  oonyex  lens,  of  which  r  is  the  radius 
of  the  first  surface,  and  «  the  35O 

radios  of  the  second  surface. 
Let  Q  be  the  focus  of  the  inci- 
doit  rays,  q'  the  focus  of  the 

nyi  after  xefraotion  at  the    a;;:.:;.'"" g<^]jp — jj — U         < 

«nt  snr&oe  of  the  lens,  and    ^        ^^"^      »    ^        ^- 

9  the  focus  of  the  rays  as  they 
emeige  from  the  second  sur- 
face of  the  lens.    Also,  let  Q  A  =  ti,  A  9^  =  «',  B  9  s=  9,  and  the  thickness  of 
ths]eniAB  =  l. 

»  — 1       1 


After  refraction  at  the  first  surface,  we  shall  hare  (446)  --  : 
By  refraction  at  the  second  surface,  we  have  (446)  • 


W  r  « 

H     _n  — 1       1 

'Bj'"~  1  9' 

If  the  thickness  of  the  lens  is  so  small  that  when  compared  with  B  q'  it  may  be 
neglected,  we  make  B  g'  =  A  9'  =  «'  nearly ;  adding  the  two  preceding  equations; 


»Z-i       »  — 1        11             1                      /I        1\       1 
•  = + .      Or-  =(»-!)  (--f-) . 
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For  parallel  raya,  «=  infinitj,  -  =  0,  and  -=(»  —  l)f  — I-"-)* 


Let  /=  this  ralne  of  v  when  the  incident  rays  are  parallel^  and  the  geneni 
formula  for  a  double  eonrex  lens  beoomea  —  =  — . 

V  f  H 

If  i  is  imall,  but  not  small  enough  to  be  neglected,  we  shall  hare  :— 
«  n  »         n(  /n^  \ 

"■B7  =  ""a"rri  =  ~;;-"«^«+  ^;r,-^(-'-oj; 

but  as  f*  must  be  Terj  small  compared  with  «",  the  quantity  eontained  in  Uw 
brackets  may  be  neglected ;  hence, 

%        ni        n — 1       1      i»        i» — 1        1 
u'       «'•  «  V      vf  r  » 

1                        /I        1\        1         «l 
Adding  and  transposing,  -  =  (»  —  1)  I  — f-~] h  "^5 


«-— 1      1  «i 


111*  /»  — 1     1  V 

And  -==- +  -( )  . 


ConolQslons  dednoed. — AnalyBis. — 1.  Faralld  raya  of  light  fall- 
ing upon  a  oonvez  lens,  A  B,  fig.  351,  will  be  refracted  to  some  point) 
as  F,  on  the  other  side  of  $51 

the  lens.  The  distance  of 
the  fooos,  F,  from  the  lens, 
will  depend  upon  the  amount 
of  curvature,  and  also  upon 
the  refractive  power  of  the  substance,  of  which  tbe  lens  is  composed. 
If  the  two  surfaces  of  the  lens  have  the  same  curvature,  and  the  index 
of  refraction,  as  for  ordinary  glass,  is  one  and  a  half,  the  focus  of 
parallel  rays,  called  the  principal  focus,  will  be  at  a  distance  from  the 
lens  equal  to  the  radius  of  curvature  of  either  surface  of  the  lens. 

1                   /I       1\       1  8 

In  the  formula  -  =  (»  —  1)  I  -  -|-  -  J ^,  let  n  =  -,  the  index  of  rsfrao- 

tion  for  ordinary  glass,  then  since  the  incident  rays  are  supposed  to  be  parallel, 

1 
II  ==  00,  and  -  =  0,  and  if  the  two  surfaces  of  the  lens  have  the  same  currature, 

r  =  •,  and  the  formula  becomes  -  =  -  (  — | —  )  -  -  —    •*•    »  :=  r,  or  F  the 


1        1/1        1\        1 


focus  of  parallel  rays  is  at  a  distance  firom  the  lens  equal  to  the  radius  of 
curvature. 
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%  Diwerffing  raya, — If  the  rays  falling  apon  the  lens  come  from  a 
point,  R,  at  a  distance  from  the  lens  equal  to  twice  the  principal  focus, 
ihej  will  oonverge  to  a  point,  S,  at  an  equal  distance  on  the  other  side 
oftiielens. 

It  will  be  oMilj  seen  from  flg.  351,  thftt  the  angles,  X  and  Z,  are  equal  to 
each  other  (being  the  alternate  angles  formed  bj  the  straight  line,  R  A,  meeting 
two  paralld  lines),  and  iJso  that  the  angles,  X  and  0,  are  eqnal.  In  the 
triangle,  ASF,  the  sides,  F  A  and  F  8,  are  eqaal,  hence  the  angles,  0  and  T, 
are  equal,  and  Y  equals  Z,  therefore  if  the  incident  ray  is  bent  inward  to  a  dis- 
tance represented  by  the  angle,  Z,  the  refracted  ray  must  be  bent  outward  by  as 
equal  angle,  Y,  by  which  means  the  radiant  point  is  removed  from  F,  the  princi- 
pal focus  of  parallel  rays,  to  S,  which  is  at  double  the  distance  of  F. 

The  formola  shows  the  same  thing.  Making  u  =  2r,  we  find  v  =s  2r. 
If  the  radiant  point  is  taken  more  distant  than  R,  as  at  V,  fig.  352,  the 

8SS 


conjugate  focns  will  be  remoyed  irom  S,  to  some  point,  T,  between  S 
ind  the  principal  focus. 

The  formula  will  then  give  —  = r—;;- ;  ->  ^ ;  or  t?  <  2r. 

3.  Convergir^  rays. — If  rays  of  light  falling  upon  the  lens,  A  B,  fig. 
353,  converge  towards  a  point,  V,  be-  353 

fore  refraction,  they  will  converge, 
after  refraction,  towards  a  point,  T, 
between  the  principal  focus,  F,  and  the  ' 
lens.  Conversely,  if  rays  of  light 
diTerge  from  a  point,  T,  between  the 
lens  and  its  principal  focus,  they  will  diverge  after  passing  through 
the  lens,  from  a  virtual  focus,  V,  more  distant  than  the  principal  focus. 
In  the  first  case  u  becomes  essentially  negative,  and  with  the  same 

Talues  of  11,  r,  and  s  the  formula  becomes  -  =  — I-  - :  and  as  -  is 

t7      r       tt  V 

greater  than  -^  v  must  be  less  than  f^  hence  T  lies  between  the  princi- 
pal focus  and  the  lens. 

4.  Plano-convex  lenses, — ^The  action  of  a  pltmo-convez  lens  is  in 
general  the  same  as  that  of  the  double  convex  lens,  but  its  foci  are  at 
doable  the  distance,  the  principal  focus  being  at  a  distance  equal  to 
twice  the  radius  of  the  curved  surface. 

80* 
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To  adopt  the  formola  to  this  case,  we  make  »  =  f ,  and  r  =  oo,  henee 

-  = .    If  the  rays  are  parallel,  -  =  0,  and  r,  or/=  2*. 

448.  Action  of  a  doable  concave  lena  upon  small  pencils  of 
Ught.— Let  P  A  P'  ^'  B  p,  fig.  354 

S64,  be  a  doable  eoncare  lens 
of  a  dense  medinm,  r  being  the  > 
radios  of  the  first  surface  and  • 
the  radius  of  the  seoond  surface. 
Let  Q  be  the  focus  of  the  inci- 
dent rays,  q*  the  focus  of  the  ^ 
rays  after  refraction  at  the  first ' 
surface,  and  q  the  focus  of  the 

emergent  rays  p  R,  p'  R'.    Let  Q  A  =  i«,  Aq'  =  u\  B  91  =  e,  and  A  B  = «. 
According  to  the  fonnnla  for  refiraotion  at  a  coneaye  dense  surfaoe  (446):^ 
%         a  — 1        1 

and  by  the  formula  for  rays  emerging  from  a  concaTC  dense  surface, 
n  a  — 1       1 

b7~""    •        «' 

If  the  thickness  of  the  lens  is  so  small  that  when  compared  with  B  9'  it  mty 
be  neglected,  and  that  we  may  consider  B  9'  =  A  f '  =  u',  combining  tbew  two 

1                       /I       1  \       1  111 

equations  we  hare  -  =  (  n —  1)  I  -  H I  H — .    Or,  — =  -  4-  -. 

•  '\rt/tt  9       /       n 

If  the  thickness  of  the  lens  is  too  great  to  be  neglected,  we  find  by  the  una 
1       1       1        «   /  n   \« 
method  as  for  a  conrex  lens  —  =  -  H I  -:i-  I 

«     /     «      «  V^"  /• 

This  formula  for  the  double  eoncare  lens  may  be  deduced  directly  from  tbe 
formula  for  the  double  ooutcx  lens,  by  substituting  in  that  formula  for  r  and 
«,  —  r  and  —  «,  and  as  the  value  of  •  would  then  be  negatire,  changing  that 
sign  also  when  its  positiTc  value  is  reckoned  on  the  same  side  as  «. 

ConcloBionB  deduced  from  analysla. — A  oonoaye  lens  produces, 
upon  rays  of  light  transmitted  through  it,  an  ass 

effect  the  opposite  of  that  produced  by  a  con- 
vex lens. 

1.  Paro^ray^  of  light,  transmitted  through  ^ 
a  double  concave  lens,  diverge  from  a  virtual . 
focus  in  front  of  the  lens,  as  shown  in  fig. ' 
355 ;  the  virtual  focus  being  at  the  centre  of  the  sphere  of  which  the 
first  surface  forms  a  part    This  is  its  principal  focus. 

2.  Diverging  rays, — If  the  radiant  point  is  more  distant  than  the  prin- 
cipal focus,  as  at  B,  fig.  356,  the  virtual  355 
conjugate  focus,  A,  will  be  between  the  * 
principal  focus,  F,  and  the  surface  of  the ' 
lens,  and  the  rays  will  diverge  after  re-  ] 
fraction. 

3.  Converging  rays,  transmitted  tlirough  a  concave  lens,  will  be  1 
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tiered  less  oonyergent,  parallel,  or  divergent,  depending  upon  the 
distance  of  the  point  towards  which  they  converge  before  entering 
the  lens. 
The  »boTe  propositions  an  easily  prored  by  reference  to  the  formala  for  a 

doable  ooneare  lens,  -  =  {n  —  1)( J ]-j • 

V  \r         9  /        u 

449.  Rulea  for  determining  the  fooi  of  lenses. — When  lenses 
are  made  of  glass  whose  refractive  indes  is  one  and  a  half,  their  foci 
may  be  determined  by  the  following  rules : — 

Rule  for  the  I^ncipcU  Focus, 
Divide  twice  the  product  of  the  radii  by  their  difference,  for  the 
meniscus  and  concavo-convex  lenses,  and  by  their  sum,  for  the  double 
convex  and  double  concave  lenses.  The  quotient  will  give  the  focus  for 
parallel  rays.  The  focus  of  parallel  rays,  or  principal  focus,  of  the 
plano-convex  or  plano-concave  lens,  is  double  the  radius  of  curvature. 

Rule  for  the  (Jonjugaie  Focus,  when  the  Focus  of  the  Incident  Rays  is 

given. 
Multiply  the  length  of  the  principal  focus,  with  its  proper  sign,  by 
the  focus  of  the  incident  rays,  and  divide  the  product  by  the  difference 
between  the  principal  focus  and  the  focus  of  incident  rays,  and  the 
quotient  will  be  equal  to  the  conjugate  focus. 

If  the  distance  of  the  focus  of  incident  rays  is  less  than  the  principal  foons, 
tbe  valae  of  the  conjugate  focus  will  be  positive,  and  it  wUl  lie  on  the  same  side 
of  the  lens  as  the  focus  of  incident  rays ;  but  if  the  valae  of  the  focus  of  inci- 
dent rays  is  greater  than  the  principal  focus,  the  value  of  the  conjugate  focus 
will  be  negative,  and  the  focus  of  refracted  rays  will  lie  on  the  other  side  of  the 
lens. 

450.  Combined  lenses. — If  two  convex  lenses,  A  A,  B  B,  are  placed 
near  together,  as  in  fig.  357,  their  com-  857 

bined  focus  will  be  shorter  than  that  •        t — h^lifL:  ri 

of  either  lens  used  alone.  I      |ZI^^^jS^^^^^^^  I    ' 

Let  parallel  rays  be  refracted  by  the  first "  JL^  "^ 
lens,  A  A,  to  a  focus  at  N ;  represent  the  distance  of  this  point  from  the  first  lens 
by/',  and  let  the  distance  between  the  lenses  be  represented  by  a,  let/"  repre- 
Mot  the  corresponding  focal  length  of  the  second  lens  for  parallel  rays,  and 
/  the  distance  of  the  focus  L  from  the  second  lens.  In  the  general  formula 
1  1  1 
-  =  -r ,  considered  w,th  reference  to  the  second  lens,  u  =  —  (/'  —  a),  and 

/becomes/",  •  =/,  and  we  have: — 

1        i        _i_  .      /"  X  {/'  - «) 


faieontaot,  ^  =  1  4-  ^,+  :^  -f  ^1+  *o.,  ~  1    .  1  (?)  "^ 
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If  (Im  diitanoe  bttwasii  th«  Immm  is  nothing,  th«n  Ibr  the  foou  of  panU 

/"  X/' 
nj%  /=  ■        For  nji  not  pnnlloly  the  foimqla  will  be^- 

When  the  lenaei  nre  in  oonteot»  ~  =  — | For  eny  nomber  of  l«na« 

451.  Obliqae  pencils,  when  transmitted  through  lenses,  bare  their 
fool  in  secondary  axes,  and  their  foci  are  determined  by  the  same  roles 
as  the  foci  of  direct  pencils  in  the  principal  axis. 

It  has  been  shown,  in  {  439,  that  a  ray  of  light  transmitted  through  a 
prism  in  a  direction  parallel  to  its  base,  suffers  the  least  deriation  possible; 
henoe  in  every  other  position  the  doTiation  is  inereased.  From  this  prindple  it 
follows  that  the  foei  of  oblique  peneils  transmitted  through  lenses  will  bo  somo- 
what  shorter  than  the  foei  of  direet  pencils.  This  fact  requires  consideration  ia 
the  formation  of  the  images  of  large  objects.     (See  {  456.) 

452.  The  optioal  centre  of  a  lena  is  a  point  so  situated  that  efvy 
ray  of  light  passing  through  it  will  868 

undergo  equal  and  opposite  refrao- 
tion  on  entering  and  leaving  the 
lens.  It  will,  therefore,  i)e  found 
where  a  line  joining  the  eztremi-  ]p 
ties  of  two  parallel  radii  of  the 
opposite  surfaces  outs  the  axis  of 
the  lens. 

Let  8  P  B  Q,  fig.  868,  be  a  ray  of  light  passhig  through  a  double  eouTez  leni 
so  that  the  radii  0'  P,  0  R,  drawn  from  the  points  of  inoidenoe  and  emergenet 
are  paraUeL  Let  C  be  the  point  where  this  ray  intersects  the  axis  of  the  leal. 
The  triangles  0'  C  P,  0  C  R,  are  similar,  henoe  :— 

0'P:0'C  ==OR:OC; 

O'P  — CCtOR  — OC  =  0'P:OR; 

AC:BC  =  0'P:ORj 

AC  -f-BOzCP  +  ORrrrAC.O'P. 

Pnttiag  O'P  =  r,  OR  =  s,  and  AB  =  (. 

AC  :l  =  r:r  +  «    .«.    AC  = ,    BC= 

«•+•  »•  +  • 

If  the  lens  were  double  oonoare,  r  and  •  both  beeome  negatirei,  but  the  TtlMi 
of  A  C  and  B  C  remain  unchanged.  Since  these  yalues  are  both  positive  sad 
eonstant»  whaterer  may  be  the  positions  of  the  points  P  and  R,  the  opti«sl 
eentre  of  a  double  conrex  or  double  concaTO  lens  will  be  a  fixed  point  in  tht 
lens.    For  a  plano-couTex  or  piano -eonsave  lensi  r=  oo^AO  =  sBC=xO. 
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The  optiMi  Mntn  will  be  »t  ilw  inteneetion  of  the  axis  with  the  nured  rarfiioe. 
For  »  meniflcas,  either  r  or  •  will  be  negatire,  and  the  formalsB  show  that  in 
thet  ease  the  optieal  centre  will  be  situated  without  the  lens  at  a  point  depend- 
ing upon  the  relative  ralaes  of  the  two  radii. 

All  rays  of  light  passing  through  the  optical  centre  emerge  from  the 
lens  parallel  to  the  incident  rays.  The  position,  form,  and  foci  of  all 
pencils  of  light  passing  through  a  lens  are  determined  by  their  relation 
to  some  line,  or  secondary  axis,  passing  through  the  optical  centre  of 
the  lens,  whether  any  ray  of  light  from  the  radiant  point  actually 
passes  through  that  centre  or  not 

453.  Images  formed  by  lenaea. — If  an  object  is  placed  before  a 
ooDTex  lens  at  a  greater  distance  than  the  principal  focus,  an  image  of 
the  object  will  be  formed  on  the  other  side  of  the  lens. 

If  from  the  extremities  of  the  ol^eot  A  B,  flg.  369,  the  seeondary  axes,  A  a, 
B  6,  are  drawn  throngh  the  optieal  eentre  of  the  359 

lens,  the  image  will  be  formed  between  these 
sxes  prolonged,  at  a  distance  equal  to  the  con- 
jagftte  focus  of  (he  lens,  estimated  separately  for 
•Toiy  point  of  the  object.  If  the  object  is  placed 
beyond  the  principal  focus,  and  at  less  than 
twice  this  distance,  the  image  will  be  more  distant  and  larger  than  the  object. 
If  the  object  recedes  from  the  lens,  the  image  will  approach  it.  When  the 
object  is  remored  from  the  lens,  more  than  twice  the  principal  focus,  the  image 
will  be  smaller  than  the  object,  and  it  will  gradually  approach  the  lens,  and 
diminish  in  siie  as  the  object  recedes.  The  image  can  nerer  approach  nearer  to 
the  lens  than  the  principal  focus.  The  linear  magnitude  of  the  image  as  com- 
pered with  the  object  will  be  proportional  to  their  respective  distances  from  the 
lens.  360 

If  the  objeet  is  placed  nearer  to  the  lens  than  the  * 
principal  focns,  as  A  B,  flg.  360,  the  rays  will 
direrge  after  passing  the  lene,  and  a  virtual  imager 
e  ht  will  be  formed  on  the  same  side  of  the  lens  as 
the  object  The  virtual  image  formed  by  a  convex 
lens  is  always  larger  than  the  object. 

If  an  object,  A  B,  fig.  361,  is  placed  before  a  concave  lens,  the  rays  from 
erery  point  of  the  object  will  diverge  after  refraction  more  than  they  did 
before  entering  the  lens ;  consequently  a  virtual  361 

imagt,  smaller  than  the  object,  will  be  formed  on 
the  same  side  of  the  lens.   The  sise  of  the  virtual : 
ima^e  will  be  in  proportion  to  its  distance  from  - 
the  lens. 

454.  Spherical  aberration  of  lenaea. — It  has  been  assumed  that 
spherical  lenses  bring  rays  of  light  issuing  from  a  point  to  a  sensible 
focus.  For  many  purposes,  however,  greater  accuracy  is  required, 
aod  it  becomes  necessary  to  consider  the  imperfections  of  spherical 
lenses. 


S30  PHT8I08  OF  IMFONDKRABLS  AGSNTS. 

If  the  duuneler  of  the  lens  T  W,  fig.  362,  is  large  in  proportton  to  iti 
ndioa  of  eairature,  rays  of  parallel  light 
will  not  be  brought  to  an  accurate  focus, 
but  while  the  central  rajs  cross  the  axis  at . 
F,  the  extreme  rajs  will  intersect  the  axis  - 
at  G,  and  intermediate  rajs  will  intersect  [ 
the  axis  at  everj  possible  point  between 
F  and  O.  The  distance,  F  Q,  is  called  the  longiiudinai  tphaieal  dbemt- 
turn  of  the  leas. 

For  leiiMs  of  tmjJl  spertare,  the  ftb«mUoii  ia  nearly  in  proportion  to  the  aqaara 
of  the  sngnlnr  spertare  of  the  lens ;  bat  for  lenses  of  larger  aperture,  the  aberra- 
tion ineresses  more  rapidly  than  would  be  required  by  this  proportion.  If  the 
length  of  the  principal  foens  be  taken  as  nnity,  the  longitudinal  aberration  for 
lenses  of  diffsrent  angular  apertures  will  be  as  follows : — 
For  15«  the  aberration  will  be  0*025, 
a   22*    M         u  u    tt  0-002, 

u   30»    «*         "  "    «  0*160, 

M   450    t$         it  tt    tt  0-375. 

This  effwt  of  spherteal  lenses  onuses  images  to  be  formed  at  erery  point 
between  F  and  O,  the  rays  going  firom  eaeh  image,  more  or  less  interfering  with 
the  distinetness  of  all  the  others. 

The  amount  of  spherieal  aberration  depends  also  on  the  form  and  position  of 

lenses.    If  a  =s  index  of  refraction,  r  =  the  radius  of  the  anterior  surface,  and 

M  =s  the  radius  of  the  posterior  surface,  then  for  parallel  rays,  the  form  of  letst 

aberration  will  be  expressed  by  the  following  equation : — 

r  ^4-f  a  — 2a« 

5""      2»»-f«    * 

If  •  :^  1^,  the  form  of  least  aberration  will  be  a  lens  whose  surfiwes  have 
their  radii  In  the  proportion  of  1  to  6,  the  side  of  deeper  currature  being  towards 
parallel  rays.  If  the  spherical  aberration  of  such  a  lens,  in  its  best  position,  is 
taken  as  unity,  the  aberration  of  other  lenses  will  be  as  follows : — 

Piano- oonrex  with  plane  surface  towards  distant  objects,  4-2. 

Plano-oonrex  with  oonrex  surfaee  towards  distant  olgects,  1-08L 

Plano-oonoare  the  same  as  plano-couTox. 

Double  conrex  or  double  concare  with  both  faces  of  the  same  ourrature,  the 
aberration  will  be  1*567. 

The  spherical  aberration  of  a  convex  lens  is  called  pontiioe^  and  the 
aberration  of  a  concave  lens  is  called  negative  because  it  is  in  an 
opposite  direction  from  that  produced  bj  a  convex  lens. 

Aoonrate  eatlmate  of  apherioal  aberration.* — To  estimate  with 
accuracj  the  amount  of  spherical  aberration  in  anj  given  case,  it  is 
necessary  to  calculate  the  exact  course  of  a  raj  which  falls  upon  the 
border  of  the  lens. 

*  Miorosoopleal  Journal,  VoL  VIU.  p.  2L 
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Let  A  C,  fig.  863,  be  *  Motion  of  a  oarred  refracting  eurfaoe  in  the  plane  of 
nfriotioiiy  Q  0  f  being  iti  azia.    The  refractiye  index  ^  ».    Here  the  diitanoe 


QO ef  the  ladiaat  p^nt  from  the  refracting  snrftoe  is  giren.    Alto  C  D  and 

DA  eo^rdinatee  of  the  point  A.    Henee,  also  the  normal  A  E  and  tub-normal 

B  B  nay  be  found.    Let  A  ^  be  the  refracted  ray  required,  cutting  Q  C  f  in  9. 

Now  tin.  incidence  it  to  tin.  AEOasQEcQA. 

Sin.  E  it  to  tin.  refraction  s=  9  A  :  g  E. 

oA    QA 
.'.  Sin.  incidence  :  tin.  refraction  =  «  :  1  =  i—  :  -— -• 

9B    QB 

oA       111.QA 
.-.  —  s=  -— -  =  c,    (a  known  quantity). 

...gA«=so«.gB«. 
«.«.,      9E>-f-BA*-f  S9B.BD»  «*.9B>. 
.%  (o«— 1)  gB»  —  2BD.JB  «  B  A«. 
.       2  E  D  E  A' 

r  ED    1  «  BD'  (c«  — 1)EA« 

•■•    (*  e«-lj     ~(c«-l)>+      (e*-l)* 

.-.  9  E  =  —L-  I  B  D  db  v/BD»-f.(o»  — ly  E^«  I . 

Vrom  thia  formula  the  accurate  ralue  of  9  E  for  any  surface  may  be  calculated. 

455.  Abezration  of  sphericity ;  diatortion  of  images. — When  a 
■tnight  object  is  placed  before  a  lens,  the  extremities  of  the  object  not 
bemg  in  the  principal  axis,  if  the  images  of  the  extreme  points  are 
formed  in  the  secondary  axes  at  the  same  distance  from  the  optical 
centre  of  the  lens,  as  the  central  portions  of  the  image,  the  image  will 
not  be  straight^  but  formed  on  a  cnrre,  the  centre  of  which  is  at  the 
optical  centre  of  the  lens,  as  a^  V^  fig.  364.  Bat  as  an  olgect  recedes 
from  the  lens,  the  image  will  364 

approach  it,  therefore  as  A  and 
B  are  more  distant  from  the 
lens  than  the  centre  of  thej 
object,  the  extremities  of  the  -^ 
image  must  be  nearer  than  the  1 
centre,  and  instead  of  a^  G  V^  we 
shall  have  the  image  a^^  G  V^ 
daaeribed  around  a  centre,  somewhere  between  the  lens  and  the  centre 
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of  the  image.  Oblique  pencils  are  also  more  stronglj  refracted  thin 
pencils  which  belong  to  the  principal  axis ;  hence  this  caose  must  tend 
to  curre  the  image  still  more.  This  ourvatnre,  or  distortion  of  images, 
is  called  aberration  of  spherieiiif.  For  ordinary  purposes  this  imperfec- 
tion of  lenses  may  be  disregarded.  The  practical  method  of  OTercoming 
these  difficulties  will  be  best  explained  in  connection  with  the  descrip- 
tion of  achromatic  lenses. 

]  4.  Chromatios. 

456.  Analysis  of  light. — Spectrnm. — Primaiy  colors. — A  beam 
of  sunlight,  S  H,  fig.  365,  admitted  into  a  dark  chamber,  throng  a 
small  opening  in  the  shutter,  £,  forms 
a  round  white  spot,  P,  upon  a  screen  or 
any  other  object  upon  which  it  falls. 
If  a  triangular  prism,  B  A  C,  is  inter-  ^ 
posed  in  its  path,  as  shown  in  the  figure,  I 
the  light  will  be  refracted  both  on  enter- 
ing and  leaying  the  prism,  but  instead 
of  forming  only  a  circular  white  spot  on 
the  screen,  M  N,  it  will  be  spread  oyer 
a  considerable  space  from  S  to  K,  called  the  solar  apedrumf  in  which 
will  be  seen  all  the  colors  of  the  rainbow.  Beginning  with  the  color 
most  refracted,  they  are  violett  indigo^  bhie^  green,  yeUow,  orange,  and 
red. 

If  an  opening  is  made  in  the  screen  so  as  to  permit  only  the  rays  of 
a  single  color  to  pass,  and  we  attempt  to  analyse  this  color  by  passing 
it  through  a  second  prism,  we  find  it  cannot  be  further  decomposed  by 
refraction ;  hence  the  colors  of  the  solar  spectrum  produced  by  the 
refraction  of  a  triangular  prbm  are  generally  called  primary  colors. 

457.  Recomposition  of  white  light. — If  a  second  prism,  A  B  a, 
exactly  similar  to  B  A  C,  is  placed  behind  the  first,  but  in  a  reversed 
position,  as  shown  in  the  figure,  the  differently  colored  rays  will  be  re- 
united and  form  white  light  at  P,  as  though  no  prism  had  been  used. 

Moreover,  if,  instead  of  the  second  prism,  a  double  convex  lens  is  so 
placed  as  to  receive  the  colored  rays  and  converge  them  to  a  focus,  a 
round  spot  of  white  light  will  be  again  formed  in  the  focus  of  the  lens. 

If  oolorod  powders  are  mixed  in  the  proportions  that  the  several  colors  occupy 
in  the  solar  spectrum^  the  color  of  the  compound  will  be  a  grayish  white.  That 
the  resultmg  color  is  not  pure  white  is  probably  owing  to  the  fact  that  we  cannot 
procure  artificial  colors  that  will  accurately  represent  the  colors  of  the  solar 
spectrum. 

458.  Analysis  of  oolors  by  absorption. — Although  the  colors  of 
the  prismatic  spectrum  cannot  be  further  divided  by  refraction,  Brewster 
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hMB  shown,  that  any  of  the  colon  may  be  still  further  decomposed  b^ 
transmission  through  variously  colored  glass.  He  thus  ascertained  thai 
red,  yellow,  and  blue  light  are  found  in  various  proportions  in  all  parts 
of  the  spectrum,  and  that  any  other  color  whatever  may  be  formed  by 
snitable  combinations  of  these  three.  Brewster  and  other  eminent 
philosophers  have  hence  inferred  that  there  are  really  only  three  pri- 
wuary  colors,  red,  yellow,  and  blue. 

Dr.  Young  considered  red,  green,  and  violet,  primary  colors.  According  to 
Herschely  any  three  colors  of  the  spectrum  may  be  taken  as  primary,  and  all 
other  colors  may  be  compounded  from  them,  with  the  addition  of  a  certain 
amount  of  white.  The  distinction  of  colors  into  primary  and  secondary,  should 
therefore  be  considered  to  a  certain  extent  as  arbitrary,  and  as  adopted  princi- 
pally for  convenience  of  illustration. 

459.  Complementary  colon. — ^Any  two  colors  which  by  their 
union  would  produce  white  light,  are  said  to  be  complementary  to  eac:. 
other.  If  we  take  away  from  the  solar  spectrum  any  color  whatever, 
we  may  reunite  all  the  remaining  colors,  by  means  of  a  double  convex 
lens,  or  by  a  second  prism,  and  the  resulting  color  will  obviously  be 
complementary  to  the  first,  because  it  is  just  what  the  first  wants  to 
make  white  light.    In  this  manner  it  is  found  that, 

Bed  is  complementary  to Green. 

Violet  red         "  " Yellowish  green. 

Violet  "  " Yellow. 

Violet  blue       "  " Orange  yellow. 

Blue  "  " Orange. 

Greenish  blue  "  " Reddish  orange. 

Black  "  " White. 

The  subject  of  harmony  and  contrast  of  colors,  will  be  treated  in  connection 
with  the  phenomena  of  vision. 

460.  Properties  of  the  solar  speotmm. — In  the  solar  spectrum 
there  are  found  three  distinct  properties  which  exist  in  various  degrees 
of  intensity  in  the  differently  colored  rays.     See  fig.  868. 

(a)  Luminous  rays. — According  to  Herschel,  Fraunhofer,  and  others, 
it  is  found  that  the  maximum  illumina5ng  power  resides  in  the  yellow 
rays,  and  the  minimum  in  the  violet.    ' 

(6)  Calorific,  or  heating  rays, — The  position  of  greatest  intensity  for 
the  calorific  rays  varies  with  the  nature  of  the  material  of  the  prism 
with  which  the  spectrum  has  been  produced.  In  the  spectrum  pro- 
duced by  a  prism  of  croum  glass,  the  greatest  heating  power  is  found 
in  the  pale  red.  If  a  prism  filled  with  water  is  used,  the  greatest 
heating  power  is  found  connected  with  the  yellow  rays.  If  the  prism 
ie  filled  vrith  alcohol,  the  greatest  heat  is  connected  with  the  orange 
81 
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pdlow.  With  prisms,  formed  of  highly  refracting  ffems,  the  muzimiini 
heating  power  is  found  beyond  the  red  ray,  Flint  glass  resembles  the 
gems  in  this  respect. 

(c)  Chemical  rays, — In  a  great  yariety  of  phenomena,  solar  light  sets 
as  a  chemical  agent.  Under  the  influence  of  solar  light,  plants  deoom- 
pose  carbonic  acid,  CTolving  pure  oxygen,  and  most  vegetable  colors  an 
destroyed ;  phosphorus  is  changed  to  its  red  or  amorphous  state,  and 
loses  its  power  of  emitting  light ;  chlorine  and  hydrogen  may  be  safely 
mixed  in  the  dark,  but  combine  with  an  explosion  when  exposed  to 
the  sun's  light ;  the  green  color  of  plants  disappears  in  the  dark,  and 
the  nature  of  the  yegetable  juices  is  changed  when  withdrawn  from 
the  chemical  action  of  light ;  and  the  wonderful  phenomena  of  pho- 
tography depend  upon  the  action  of  light  upon  sensitive  chemical 
substances. 

The  maximum  chemical  effect,  produced  by  solar  light,  appears  to 
be  connected  with  the  violet  rays,  or  with  rays  between  the  violet  and 
the  blue.  Some  chemical  effect  is  produced  by  rays  refracted  entirely 
beyond  the  extreme  border  of  the  visible  violet  rays.  The  lavender 
light  of  Herschel  results  from  the  concentration  of  the  so-called  invisi- 
ble rays,  beyond  the  border  of  the  violet.  A  large  convex  lens  gathers 
these  otherwise  invisible  rays  into  a  faint  beam  of  lavender  colored 
light. 

461.  Frannhofer'a  dark  linea  in  the  aolar  apeotmin. — In  1802, 
Dr.  WoUaston  first  discovered  the  existence  of  dark  lines  in  the  solar 
spectrum,  but  the  discovery  excited  no  special  attention,  and  ras 
applied  to  no  practical  purpose. 

Unacquainted  with  WoUaston's  observations,  the  late  celebrated 
Fraunhofer,  of  Munich,  rediscovered  the  dark  lines  of  the  spectrum, 
now  distinguished  as  Frannhofer'a  dark  lines.  Viewing  through  a 
telescope  the  spectrum  formed  from  a  narrow  line  of  solar  light,  by 
the  finest  prisms  of  flint  glass,  he  noticed  that  its  surface  was  crossed 
by  dark  lines  of  various  breadths.  None  of  these  lines  coincide  with 
the  boundaries  of  the  colored  spaces. 

From  the  distinctness  and  ease  with  which  they  may  be  found  and 
identified,  seven  of  these  lines  have  been  distinguished  by  Fraunhofer 
by  the  letters  B,  C,  D,  E,  F,  G,  H.  Numerous  other  lines — ^varying 
from  600  to  2000  in  number,  according  to  the  power  of  the  telescope 
with  which  they  are  viewed — have  since  been  counted  in  the  solar 
spectrum. 

To  view  these  lines  with  the  naked  eye,  a  ray  of  snalight  is  admitted  bto  s 
dark  chamber  through  narrow  openings  in  two  screens,  one  placed  behind  tht 
other,  as  shown  in  fig.  366,  and  is  then  refracted  by  a  prism  of  the  purest  flint 
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glaH.  The  lines,  or  some  of  them,  will  then  be  seen  on  the  screen.   The  position  & 
sf  these  lines  in  the  colored  spaces  of  the  spectmm  is  p^ectly  definite,  but  their 
866  367 
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distances  from  each  other  vary  with  the  sabatance  of  which  the  prism  is  formed. 

Prof.  O.  N.  Rood  sUtes  (Am.  Jour.  Sci.  [2]  XVII.  429),  that  fine  flint  glasH 
prisms  are  by  no  means  indispensable  for  viewing  the  fixed  lines,  as  he  found  no 
prism  among  twolre  in  a  candelabrum  which  did  not  show  several  of  them. 

Fig.  367  shows  the  arrangement  of  the  dark  lines  in  the  spectrum,  formed  by 
prisms  of  flint  and  crown  glass,  and  also  by  a  prism  filled  with  water.  These 
dark  lines  answer  the  important  purpose  of  landmarks  for  determining  the 
indices  of  refraction  for  rarions  substances.  The  exact  limits  of  the  several 
colors  in  the  spectmm  are  not  well  defined,  but  the  dark  lines  establish  definite 
points  from  which  the  practical  optician  estimates  the  refractive  power  of  any 
medium,  and  also  the  comparative  ref^angibility  of  the  differently  colored  rays 
in  which  the  dark  lines  occupy  fixed  positions. 

Lines  in  light  from  cUfferent  sources. — In  the  spectrum  produced 
by  the  light  of  the  sun,  whether  reflected  by  the  moon  or  planets,  or  from  the 
clouds  or  any  terrestrial  object,  the  position  of  the  dark  lines  is  inrariable.  But 
the  light  of  the  stars  differs  from  that  of  the  sun,  and  the  light  of  one  star  dif 
fers  from  other  stars  in  regard  to  the  number  and  position  of  the  dark  lines  in 
the  spectrum.  Electrical  light,  and  the  light  of  flames  produced  by  any  burn- 
ing body  whatever,  give  bright  lines  instead  of  the  dark  lines  in  the  spectrun 
Tormed  by  solar  or  stellar  light. 

The  relation  of  the  dark  lines  to  the  colors  of  the  spectrum  is  shown 
in  fig.  368.  B  lies  in  the  red  portion  near  the  end;  G  is  farther 
advanced  in  the  red ;  D  in  the  orange  is  a  strong  double  line  easily 

368 


recognised ;  £  in  the  green  ;  F  in  the  blue ;  G  in  the  indigo ;  and  H  in 
Che  Tiolet  Besides  these,  there  are  also  others  very  remarkable  ;  thus 
6  IS  a  triple  line  in  the  gfeen,  between  £  and  F,  consisting  of  three 
strong  lines,  of  which  two  are  nearer  each  other  than  the  third ;  A  is 
in  the  extreme  border  of  the  red,  and  a  is  a  band  of  delicate  linos 
between  A  and  B. 
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462.  Fixed  lines  in  the  spectra  from  ▼aiions  colored 
— It  is  well  knowD  to-chemists  that  characteristic  colors  ore  iioparteil 
to  the  flame  of  alcohol  by  the  salts  of  yarious  metals.  It  has  been 
lately  obeerred  that  the  spectra  from  flames  thus  colored  possess 
characteristic  fixed  lines.  Thus  the  spectrum  of  a  soda  flame  is  cbarao- 
terized  by  two  bright  lines  in  the  position  of  the  two  dark  lines  at  D  in 
the  solar  spectrum.  Lithium  giTOs  a  brilliant  red  line  between  B  and 
C,  and  potash  salts  giTC  bright  lines  corresponding  to  the  dark 
lines  A  a  B  shown  in  fig.  368.  The  spectrum  from  lime  (in  the 
Drummond  light)  giTes  at  first  two  bright  lines  like  salts  of  sodium, 
which  however  soon  disappear  as  the  heat  is  continued ;  bat  if  sq 
alcohol-sodium  flame  is  held  in  the  path  of  the  rays,  two  dark  lines 
assume  the  place  of  the  original  bright  lines  in  this  spectrum,  corres- 
ponding exactly  in  position  to  the  two  dark  lines  D  of  the  solar  spectrum. 

These  yariously-eolored  flames  held  in  the  path  of  the  rays  producing 
the  solar  spectrum  render  the  dark  lines  more  distinct  although  these 
flames  alone  would  produce  bright  lines. 

From  iT*"*'**^  obserrations  Kirchoff  deduces  the  inference  that  the 
sun's  atmoephere  oontuns  compounds  of  sodium  and  pouwsium  but  no 
lithium.* 

463.  Intensity  of  laminons,  calorific,  and  chemical  rays.— 
Fig.  368  also  shows  how  the  intensity  of  the  luminous,  calorific,  and 
chemical  rays,  varies  in  different  parts  of  the  spectrum.  The  greatest 
illuminating  power  resides  in  the  yellow  part  of  the  spectrum.  The 
heating  power  is  almost  entirely  absent  in  the  violet  and  the  blue,  where 
the  chemical  agency  is  at  its  maximum,  and  it  is  greatest  beyond  the  rcJ, 
and  extends  a  considerable  distance,  where  nu  iilu  *  hemiocti 
power  is  ordinarily  manifest  The  relative  positions  of  the  maximum 
illuminating,  chemical,  and  heating  powers  of  the  solar  spectrum,  vary 
somewhat  vrith  the  nature  of  the  substance  composing  the  prism  with 
which  the  spectrum  has  been  produced. 

464.  Refraction  and  dispersion  of  the  solar  spectrnm. — ^Kaly- 
chromatics. — If  a  glass  tube,  retort  neck,  drinking  glass,  or  any 
similar  instrument  of  glass,  be  held  in  the  path  of  the  colored  rays 
from  a  triangular  prism  in  a  dark  chamber,  a  beautiful  system  of 
colored  rings  vrill  be  formed,  rarying  their  form,  position,  and  color, 
with  every  change  in  the  position  or  form  of  the  glass  interposed. 

This  experiment  exhibits,  in  a  surprising  and  agreeable  manner, 
the  wonderful  resources  of  color  contained  in  the  solar  beam,  hast- 
guage  fails  to  express  the  exquisite  and  wonderful  beauty  of  this 
simple  experiment,  involving  only  the  refraction  and  dispersion  of  the 


*  Monthly  notices  of  the  Berlin  Academy,  1859,  p.  66S. 


OPTICS.  337 

■olar  spectrum.  Kalychromatica  (from  the  Greek  for  beautiful  colors) 
has  been  suggested  as  a  word  to  distinguish  these  phenomena. 

465.  Chromatic  aberration. — When  rays  of  ordinary  white  light 
are  refracted  by  a  lens  of  any  form,  consisting  of  a  single  transparent 
substance  like  glass,  or  a  transparent  gem,  the  rays  are  each  acted  upon 
as  by  a  prism,  and  dispersed  into  all  the  colors  of  the  nolar  spectrum. 

This  effect  is  shown  by  fig.  369,  where  V  is  the  focus  of  the  violet  rays  which 
are  most  refracted,  and  R  is  the  focus  of  red  369 

rays  which  are  least  refracted.  A  violet  image 
is  formed  at  V,  and  a  red  image  at  R,  and  as 
the  other  colors  are  situated  between  the  violet 
and  the  red,  all  the  space  between  V  and  R  is 
oeoapied  by  images  of  intermediate  colors. 
If  an  image  of  a  point  or  line  is  formed  at  V, 

its  color  will  be  violet,  but  it  will  be  surrounded  by  fringes  composed  of  all  the 
eolors  of  the  spectrum,  the  outer  border  of  the  fringe  being  red.  This  defect  of 
all  single  lenses,  formed  of  whatever  substance,  is  called  chromatic  aberration. 

466.  Achromatiflm.— We  have  seen,  I  461,  fig.  367,  that  the  spec- 
trum formed  by  flint  glass  is  nearly  twice  as  long  as  that  370 
formed  by  crown  glass.    If  therefore  we  take  a  prism  of 

crown  glass.  A,  fig.  370,  and  another  prism  of  flint  glass,  W 
B,  having  a  refractive  angle  so  much  smaller  than  the   \     -^ 
refractive  angle  of  A,  that  the  solar  spectrum  formed  by      \ 
it  will  exactly  equal  in  extent  the  spectrum  formed  by       \    /  ^ 
ibe  first  prism,  we  may  place  the  two  prisms  in  opposition, 
aa  shown  in  the  figure,  and  the  colored  rays  separated  by  transmis- 
sion through  one  prism,  will  be  exactly  reunited  by  the  other.     The 
light  transmitted  through  the  two  prisms,  thus  placed,  will  therefore 
be  of  the  same  color  as  before  transmission.    But  while  the  color  of  the 
transmitted  light  is  unaltered,  its  direction  will  be  changed  by  about 
one-half  the  refractive  power  of  the  prism  A ;  for  while  the  prism,  B, 
has  neutralized  all  the  dispersion  of  color  produced  by  A,  it  has  neu- 
tralised only  about  half  of  its  refractive  power. 

Applying  these  principles  to  lenses,  a  double  convex  lens  of  crown 
glass,  A  A,  fig.  371,  may  be  united  with  a  plano-concave  lens  of  flint 
glass,  B  B,  having  a  focus  about  double  the  focus  of  the  convex     371 
lens.   These  two  lenses  will  act  like  the  prisms  in  the  preceding 
figure.     The  concave  lens  of  flint  glass  will  correct  the  chro- 
matic aberration  of  the  double  convex  lens  of  crown  glass,  and 
leave  about  one-half  of  the  refractive  power  of  the  convex  lens 
as  the  effective  refracting  power  of  the  compound  lens. 

An  achromatic  lens,  formed  of  a  double  convex  lens  of  crown    ji^ 
glass,  equally  convex  on  both  sides,  joined  with  a  plano-concave  lens 
81  ♦ 
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of  flint  glass,  having  its  ooncave  side  ground  to  fit  one  side  of  the  double 
convex  lens,  will  have  the  focus  of  a  simple  plano-convex  lens,  with  its 
convexity  equal  to  one  side  of  the  double  convex  lens. 

467.  FormolaB  for  aohromatiam. — Let  it  be  required  to  determine 
the  forms  of  two  thin  lenses  composed  of  different  media,  which  will 
together  form  a  compound  lens  free  from  chromatic  aberration.  In 
this  problem  we  will  consider  only  two  colors  of  the  spectrum,  as  red 
and  violet. 

Let  m  and  m  be  the  indioea  of  refraction  for  the  meui  nj  in  the  two  mediA; 
m'  and  »'  the  indieee  for  one  of  the  colored  rays,  and  m"  and  n*[  the  lefrtetire 
indioes  for  the  other  ray. 

Let  /  and  /  be  the  mean  focal  lengths  of  the  two  lenseiy  of  which  r  and  t  and 
r'  and  t'  are  the  radii  of  the  snrfaoes.  By  the  principles  already  established  we 
ihall  have : — 

Snbtraeting  the  first  aqnation  from  the  second, 

0  =  K._«.'){i  +  ;}  +  («"--'){p.^}. 

This  equation  may  be  put  under  the  form, 

m"  —  «'  1        «"  —  a'  1 

«  — 1    /^    a  — 1    f 

fn" m'  a" »' 

The  coefficients and -,  are  called  the  dispersive  powers  of  the 

m  —  1  n  —  1 

P      P' 
two  media,  and  may  be  represented  by  p  and  p',  hence  0  =  -  -f"  Tf  *°^  **  P 

and  p'  are  either  both  positive  or  both  negative,  under  any  supposition  this  equr 

tion  can  only  be  satisfied  by  making  either  f  ot  f*  negative,  that  is,  one  of  the 

/        P 
lenses  must  be  ooncave.     We  shall  then  have ;       —  s=  ~,      Or/:  f  ssp'.p\ 

We  therefore  obtain  the  following  coAclusions: — 

1st.  An  achromatic  combination  must  he  composed  of  two  or  mart 
lenses  formed  of  media  having  different  dispersive  powers. 

2d.  One  of  the  lenses  must  be  concave  and  the  other  convex, 

3d.  The  two  lenses  forming  an  achromatic  cambintttion  must  have 
focal  lengths  directly  proportional  to  the  dispersive  powers  of  the  media 
of  which  they  are  respectively  composed. 

As  it  was  stated  in  2  454  that  the  spherical  aberration  of  a  concave 
lens  is  the  opposite  of  the  aberration  of  a  convex  lens,  it  is  easy  to  eee 
that  the  combination  of  such  lenses  as  are  required  to  produce  aehro- 
maiifim  will  also  wholly,  or  in  part,  correct  the  spherical  al>erratiou. 
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2  5.  Vision. 

468.  Stmctore  of  the  human  eye. — Tho  human  eye  is  the  most 
perfect  of  all  optical  iDBtniments.  By  means  of  this  organ,  stimulated 
by  the  light  reflected  or  refracted  from  external  objects,  wo  recognise 
their  presence,  nearness,  color,  and  form.  Some  knowledge  of  the 
Btructare  and  action  of  the  eye  is  essential  to  a  proper  understanding 
of  the  uses  of  other  optical  instruments. 

The  eye,  situated  in  its  bony  cavity  called  the  orbit,  is  maintained  in 
its  position  by  the  optic  nerve  and  its  sheath,  by  muscles  which  serve 
to  move  it  or  hold  it  steady  in  any  required  position,  and  by  the  delicate 
membrane  called  the  conjunctiva,  which  covers  its  anterior  surface  and 
lines  the  eyelids.  The  eyelids  serve  to  protect  the  organ  from  external 
injuries,  and  also  to  shut  out  light  which  might  otherwise  be  t|^)uble- 
•ome  or  injurious  by  its  excess,  or  too  long-continued  action. 

Fig.  372  shows  a  horizontal  section  of  the  eye,  the  lower  part  of  the 
figure  representing  the  side  of  the  eye  towards  the  nose.  The  globe,  or 
ball  of  the  eye,  is  nearly  spherical, 
though  the  anterior  portion  is  more 
convex  than  the  other  portions,  as 
shown  in  the  figure. 

The  principal  portions  of  the  eye 
which  require  consideration,  are  the 
sclerotic  coat,  the  cornea,  the  choroid 
coat,  the  retina  and  optic  nerve,  the 
iris,  the  pupil,  the  crystalline  lens, 
the  aqueous  humor,  the  vitreous 
humor,  and  the  hyaloid  membrane. 

The  tderotie  cocU,  «,  u  a  strong  opaque  structaEO,  compOBod  of  bnndles  of 
itrong  white  fibres,  interlacing  each  other  in  all  directions.  This  membrane 
eoTen  about  foor-flflhs  of  the  eyeball,  and  more  than  any  other  stmcture,  serves 
to  preserve  the  globnlar  form  of  the  eye.  It  has  a  posterior  sieve-like  opening,  for 
the  transmission  of  the  fibres  of  the  optic  nerve,  n ;  anteriorly,  a  transparent 
membrane  called  the  eomea,  a,  is  set  into  a  groove  in  the  sclerotic  coat,  as  a 
watch  crystal  is  set  in  the  case,  but  these  two  membranes  are  so  firmly  united 
that  they  are  separated  only  with  considerable  difficulty.  The  cornea  is  moi^ 
ooDTex  than  the  sclerotic  coat 

Tkt  ekoroid  coat,  k,  is  a  strong  vascular  membrane,  lining  the  sclerotic  coat, 
and  covered  internally  by  a  dark  pigment,  the  pigmentum  nigrum,  which  pre- 
vents any  reflection  of  light  from  the  internal  parts  of  the  eye. 

The  third,  or  inner  membrane  of  the  eye,  is  the  retina,  m,  which  is  merely  an 
expansion  of  the  optic  nerve,  n,  uniting  it  to  the  brain.  It  is  on  this  delicate 
lining  membrane  (Uie  retina)  that  the  images  of  external  objects  are  formed. 

The  trie,  d,  which  forms  the  colored  part  of  the  eye,  is  a  dark  annular  curtain 
<>r  diaphragm,  adhe'-ent  at  its  outer  margin,  with  a  central  opening  which,  in 
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man,  is  euroalar ;  in  cats  and  the  feline  tribe  generally  it  is  elongated  vertiMlly; 
in  the  oz  and  oUier  ruminating  animals,  in  a  horizontal  direction.  The  oentral 
opening  of  the  iris,  e,  which  allows  light  to  penetrate  the  eye,  is  called  the  pupil 
It  varies  from  one- eighth  to  ono-quarter  of  an  inch  in  diameter.  In  a  strong 
light  the  pupil  contracts,  but  where  the  light  is  diminished  it  expands. 

Every  one  knows  the  sensation  produced  by  entering  a  house  after  spendinj^ 
hours  in  the  open  air  exposed  to  the  light  of  the  sun  reflected  from  snow.  In 
this  case  the  pupil  becomes  so  contracted,  and  the  eye  so  aecnstomed  to  a  strooj; 
light,  that  objects  within  doors  are  almost  invisible  until  the  pupil  expand?  sDtl 
the  eye  recovers  its  sensitiveness  in  ordinary  light.  The  movements  of  the  itii 
are  involuntary. 

The  pupil  of  the  owl  is  so  rery  large  that  it  sees  distinctly  at  night,  while  in 
the  day-time  the  pupil  cannot  contract  enough  to  protect  the  eye  from  the  blind- 
ing eifect  of  the  solar  rays,  and  hence  the  owl  is  nearly  blind  by  day. 

The  crtf§taUiue  lena,/,  is  a  transparent  body,  placed  behind  the  iris  and  verj 
near  to  it;  it  is  enveloped  in  a  transparent  membrane  or  capsule,  which  adheres 
by  its  borders  to  the  ciliary  process,  g.  The  posterior  inrface  of  the  crystalline 
lens,  is  more  oonvex  than  the  anterior.  The  eiystalline  lens  is  made  up  of 
serrated  fibres,  arranged  in  layers  which  increase  in  density  from  the  circnin- 
ference  to  the  centre  of  the  lens. 

Aqueout  humor. — The  space  between  the  cornea  and  the  crystalline  lens  is 
filled  with  a  transparent  liquid  called  the  aqueous  humor.  The  iris  dirides  ihu 
space  into  two  chambers,  the  anterior  chamber,  b,  between  the  cornea  and  the  iris, 
and  the  posterior  chamber,  e,  between  the  iris  and  the  crystalline  lens.  These 
two  chambers  communicate  freely  with  each  other  through  the  pupil,  e.  The 
free  edge  of  the  iris  floats  in  the  aqueous  humor. 

Vitteous  humor. — The  posterior  compartment  of  the  eye,  k,  behind  the  crystal- 
line lens,  constitutes  by  far  the  larger  part  of  the  internal  cavity  of  this  orgm, 
and  is  filled  with  a  transparent  gelatinous  fluid,  enclosed  in  exceedingly  delicate 
cellular  tissue,  which  is  condensed  externally,  and  forms  a  delicate  hyaloid 
membrane,  everywhere  covering  the  retina  and  the  posterior  surface  of  the 
crystalline  lens.  The  vitreous  humor,  enclosed  in  its  cellular  tissue,  and 
enveloped  by  the  hyaloid  membrane,  is  called  the  vitreout  body. 

469.  Action  of  the  eye  apon  light, — The  eye  may  be  compared 
to  a  dark  chamber,  the  pupil  being  the  opening  to  admit  the  light,  the 
orjRtalline  lens  being  a  converging  lens  to  collect  the  light,  and  the 
retina  a  screen  upon  which  is  spread  out  the  image  of  external  objects. 
The  effect  is  the  same  as  when  a  double  convex  lens  forms,  at  its  con- 
jugate focus,  an  image  of  any  object  placed  in  the  other  focus. 

Let  A  B,  fig.  373,  be  an  object  placed  before  the  eye,  and  consider  that  nyi 
are  emitted  from  any  point,  as  873 

A,  in  all  directions ;  only  those 
rays  which  are  directed  towards 
the  pupil  can  penetrate  the  eye, 
or  contribute  to  the  phenomena 
of  vision.  The  rays,  on  enter- 
ing the  aqueous  humor,  are 
refracted  towards  the  axis,  0  o,  drawn  through  the  optical  centre  of  the  crystal- 
line lens ;  but  on  entering  the  lens,  which  is  more  dense  than  the  aquoons 
humor,  they  arc  still  further  refracted,  and  undergoing  yet  another  refrsctioo 
on  leaving  the  crystalline  lens,  they  converge  towards  a  point,  a,  where  they 
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form  an  image  of  the  point  A  The  rays  of  light  emittei  from  B  form  ite 
image  in  the  point  5,  and  in  the  lame  manner  every  part  of  the  ohject,  A  B,  la 
delineated  in  the  yerj  small  in.  age  a  6,  which  ia  a  real  image,  inverted,  and 
formed  exactly  upon  the  retina. 

470.  XxiTenion  of  the  image  formed  in  the  eye. — To  prove  that 
the  image  formed  in  the  eye  is  really  inverted,  take  the  eye  of  an  ox, 
cut  away  the  posterior  part  of  the  sclerotic  and  choroid  coats ;  fix  the 
eye  thus  prepared  in  an  opening  in  the  shatter  of  a  dark  chamber,  and 
look  at  it  with  the  aid  of  a  magnifying  glass,  when  external  objects 
will  be  seen  beautifully  delineated  in  an  inverted  position,  on  the  retina 
at  the  posterior  part  of  the  eye. 

PhUoeophera  and  physiologists  have  proposed  various  theories  to  explain  how 
we  come  to  perceive  objects  erect,  when  their  images  in  the  eye  are  actually 
inverted.  The  most  rational  of  these  theories  are  the  two  following  :  1st  That 
we  jndge  of  the  relative  position  of  objects,  or  of  different  parts  of  the  same 
objecty  hy  the  direction  in  which  the  rays  come  to  the  eye,  the  mind  tracing 
them  hack  from  the  eye  towards  the  object.  2d.  That  the  image  formed  on  the 
retina^  gives  correct  ideas  of  the  relation  of  external  objects  to  each  other;  up 
and  down  being,  in  reference  to  impressions  on  the  retina  or  brain,  merely  the 
relative  directions  of  the  sky  and  earth ;  and  we  see  all  bodies,  including  oar 
own  persons,  oeenpying  the  same  relations  to  theae  fixed  directions  as  our  other 
lenses  demonstrate  that  they  really  occupy. 

471.  Optio  aadfl. — Optio  angle. — ^The  principal  axis  of  the  eye, 
ealled  the  cptic  axis,  is  its  axis  of  figure,  or  the  right  line  passing 
through  the  eye  in  such  a  position  that  the  eye  is  symmetrical  on  all 
sides  of  it.  In  a  well  formed  eye  this  is  a  right  line,  passing  through 
the  centre  of  the  cornea,  the  centre  of  the  pupil,  and  the  centre  of  the 
crystalline  lens,  as  0  o,  fig.  373.  The  lines  A  a,  6  &,  which  are  sensi- 
bly right  lines,  are  secondary  axes.  Objects  are  seen  most  distinctly 
in  the  principal  optic  axis. 

When  both  eyes  are  directed  towards  the  same  object,  the  angle 
formed  by  lines  drawn  from  the  two  eyes  to  the  object,  is  called  the 
uptie  angle,  or  the  binocular  parallax. 

To  appreciate  this  difference  of  direetion,  look  at  two  objects  that  are  situated 
in  a  line  with  one  eye,  the  other  being  closed ;  then,  without  moving  the  head, 
look  at  the  same  objects  with  the  other  eye,  and  the  objects  will  not  both  appear 
in  the  lame  line,  but  wUl  seem  suddenly  to  change  their  positions.  By  such 
experiments  it  will  readily  be  found  that  some  persons  see  principally  with  the 
right,  and  others  chiefly  with  tlte  left  eye,  when  both  eyes  are  open.  Others 
will  find  that  a  part  of  the  time  the  direction  of  objects  is  determined  by  one 
eye,  and  part  of  the  time  by  the  other.  374 

472.  Visual   angle. — The   angle 
formed  between  two  lines  drawn  from  ^ 
the  eye  to  the  two  extremities  of  an 
object,  is  called  the  tUual  angle,  as  A  0  B,  fig.  374.     If  the  object  ia 
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remcved  to  twice  the  distance,  the  visual  angle  A''  O  B^  will  be  only 
one-half  as  great  as  A  0  6,  and  the  breadth  of  the  image  farmed  oq 
the  retina  will  be  proportionally  decreased. 

The  apparent  linear  magnUnde  of  an  object  is  in  inrerse  proportion  to  iti 
distance  from  the  eye,  or  in  direct  proportion  to  the  riflual  angle.  The  cpparttA 
•uperjieial  magnitude  is  always  the  square  of  the  apparent  linear  magnitude,  aai 
if  in  inverse  proportion  to  the  square  of  the  distance. 

473.  The  brightness  of  the  oonlar  image  of  anj  object  will  be 
m  direct  proportion  to  the  intensity  of  the  light  emanating  from  each 
point  in  the  object. 

The  amount  of  light  received  by  the  eye  from  any  point  in  the  object, 
or  from  the  entire  object,  will  be  inversely  as  the  square  of  the  distance, 
and  directly  as  the  intensity  of  the  light  from  each  point  (413).  But 
the  superficial  magnitude  of  the  image  will  diminish  as  the  square  of 
the  distance  increases :  Hence,  the  apparent  brightness  of  the  image  wiU 
remain  constafU,  whatever  may  be  the  distance  of  the  object. 

As  the  object  recedes  from  the  eye,  the  sise  of  the  image  formed  on  the  retina 
diminishes^  the  details  of  the  various  parts  become  crowded  together,  and  only 
the  bolder  outlines  occupy  sufficient  space  to  make  a  sensible  impression,  or  to 
be  clearly  discerned. 

475.  Conditions  of  distinct  vision. — ^It  may  be  stated  in  general, 
that  t¥ro  conditions  are  essential  to  distinct  vision.  Ist.  That  an  object 
should  be  situated  at  such  a  distance  as  to  form  on  the  retina  an  image 
of  some  appreciable  magnitude.  2d.  That  the  object  shall  be  saffi- 
oiently  illuminated  to  produce  a  distinct  impression  upon  the  retina. 

The  distance  at  which  an  object  can  be  eeen  varies  with  the  color  of  the  object, 
and  the  amount  of  illumination.  A  white  object  illuminated  by  the  light  of  tbe 
sun  can  be  seen  at  a  distance  of  17,250  times  its  own  diameter.  A  red  object 
Illuminated  by  the  direct  light  of  the  sun  can  be  seen  only  about  half  as  far  u 
though  it  were  white,  and  blue  at  a  distance  somewhat  less.  Objects  illuminated 
by  ordinary  day-light  can  be  seen  only  about  half  as  great  a  distance  as  when 
illuminated  by  the  direct  rays  of  the  sun.  The  smallest  visual  angle  under 
which  an  object  can  be  seen  with  the  naked  eye,  is  estimated  at  twelve  seconds. 
All  these  calculations  will  vary  for  different  eyes. 

Persons  having  dark-colcred  eyes  can  generally  see  much  farther  than  those 
who  have  light-colored  eyes.  Those  whose  eyes  are  trained  to  view  distent 
objects,  as  sailors  and  surveyors,  will  see  objects  that  are  far  too  distant  to  be 
seen  by  the  eyes  of  inexperienced  persons. 

476.  Baokgronnd. — The  distance  at  which  the  outline  of  any  object 
can  be  distinguished,  depends  very  much  upon  the  color  of  adjacent 
objects,  or  of  the  background  on  which  the  object  appears  projected. 
Objects  are  most  distinctly  seen  when  the  color  of  adjacent  objects,  or 
the  background,  presents  a  strong  contrast  to  the  colors  of  the  object 
we  wish  to  see. 
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Colored  9igntMl*,-^'SoT  lignal  fin^B  used  at  sia,  the  colon  red,  yellow,  blue,  and 
wkito  are  employed,  because  they  are  readily  ^Ustingaished,  and  are  easily  seen, 
with  the  water  or  the  sky  for  a  backgronnd.  For  railroad  signals,  the  colors 
red,  eehiie,  and  black  are  mostly  used. 

477.  Sufficiency  of  iUnmination. — It  is  not  enough  for  distinct 
▼iaion,  that  a  well-defined  image  of  the  object  shall  be  formed  on  the 
retina.  This  image  must  be  sufficiently  illuminated  to  affect  the  senbes, 
and  at  the  same  time  not  so  intensely  illuminated  as  to  overpower  the 
organ.  An  image  may  be  so  faint  as  to  produce  no  sensation,  or  it  may 
be  so  intensely  brilliant  as  to  dazzle  the  eye,  destroy  the  distinctnetta 
of  Tiaion,  and  produce  absolute  pain. 

When  we  look  at  the  meridian  snn,  its  light  is  so  brilliant  as  to  orerpower 
the  eye  and  render  it  impossible  eren  to  see  distinctly  the  solar  disc,  but  if  a 
mffieient  stratum  of  vapor  or  a  colored  or  smoked  glass  is  interposed,  we  see  a 
well-defined  image  of  the  snn. 

Many  stars  are  so  distant  that  the  rays  whieh  enter  the  pupil,  when  converged 
to  a  point  on  the  retina,  produce  no  appreciable  sensation,  but  when  the  amount 
of  light  from  the  same  stars  falling  upon  a  large  lens  is  concentrated  upon  the 
retina*  it  produces  sensation,  and  the  stars  become  visible. 

On  paseing  from  a  dark  room  to  one  brilliantly  illuminated,  or  on  going 
ont  into  the  open  air  at  night  from  a  well-illuminated  room,  the  sensations 
ezperieneed  are  owing  partly  to  the  contraction  and  expansion  of  the  iris,  as 
explained  in  }  468,  and  also  to  the  fact  that  the  eeneibility  of  the  retina  is 
diminished  by  long  exposure  to  intense  light,  and  increased  by  remaining  a  long 
time  in  feeble  light. 

478.  Distance  of  diatlnot  viaion. — Although  the  human  eye  is 
capable  of  seeing  objects  at  both  great  and  small  distances,  most  per- 
sons, when  they  wish  to  see  the  minute  structure  of  an  object  clearly, 
instinotively  place  it  at  a  distance  of  from  six  to  ten  inches  from  the 
eye.  This  point,  called  the  limit  of  distinct  vision,  sometimes  varies  for 
the  two  eyes  of  the  same  person.  Persons  who  see  objects  at  very 
short  distances  are  called  near-sighted,  while  those  who  see  objects  dis- 
tinctly only  at  greater  distances,  are  said  to  be  long-sighted. 

479.  Visual  rays  nearly  parallel. — When  we  consider  that  the 
diameter  of  the  pupil,  when  the  eye  is  adjusted  for  viewing  near  objects, 
is  only  about  one-tenth  of  an  inch,  if  we  take  the  limit  of  distinct  vision 
at  six  inches,  it  will  be  found  that  the  cone  of  rays  entering  the  eye, 
from  any  single  point,  is  included  within  an  angle  of  one  degree  If 
we  take  the  limit  of  distinct  vision  at  ten  inches,  the  angular  divergence 
of  the  cone  of  rays  entering  the  eye  from  a  single  point  will  be  little 
more  than  half  a  degree.  In  either  case,  therefore,  the  rays  differ  but 
slightly  from  parallel  rays.  For  all  objects  more  remote,  the  rays  may 
properly  be  considered  as  parallel.  Distinct  vision  is  therefore  obtained 
only  by  rays  that  are  sensibly  parallel  or  very  slightly  divergent. 
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480.  Adaptation  of  the  eye  to  different  difltancea.— Altiioagh 
there  is  a  definite  distance  at  which  minute  objects  are  most  distinctl/ 
seen,  the  eye  has  a  wonderful  facility  of  adapting  itself  to  viewing 
objects  at  different  distances. 

Let  two  similar  objects  be  placed,  one  three  feet  from  the  eye  and  the  other  st 
a  distance  of  six  feet :  If  the  eje  is  fixed  steadily  upon  the  nearer  object  for  s 
few  moments,  it  will  be  distinctly  seen,  while  the  more  remote  object  will  appesr 
indistinct^  bnt  if  the  eye  is  steadily  fixed  upon  the  remote  object,  that  object 
will  soon  be  clearly  seen,  and  the  nearer  object  will  appear  indistinct.  Wc  tlia« 
see  that  eitber  the  conyerging  power  of  the  eye  is  subject  to  rapid  variatioD,  or 
that  the  distance  of  the  crystalline  lens  from  the  retina  is  changeable.  The 
moans  by  which  the  eye  thus  rapidly  adapts  iUelf  to  Tiewing  objects  at  diSbnnt 
distances,  hare  not  been  satisfactorily  determined. 

481.  Appreciation  of  diatance  and  maguitade : — ^Aerial  per- 
apectlve. — The  appreciation  of  the  distance  and  magnitude  uf  objects 
is  entirely  a  matter  of  unoonsoious  training,  or  education,  and  depends 
upon  a  variety  of  circumstances,  as  the  visual  angle,  optic  angle,  com- 
parison with  familiar  objects,  distinctness,  or  dimness  of  the  image 
caused  by  intervening  air  or  vapor. 

When  the  magnitude  of  an  object  is  known,  as  the  height  of  a  man,  a  honsc, 
07  a  tree,  the  visual  angle  under  which  it  is  seen  enables  us  to  appreciate  its  dis- 
tance.  If  its  magnitude  is  unknown,  we  judge  of  its  sise  by  comparing  it  with 
other  familiar  objects  situated  at  the  same  distance. 

In  viewing  a  range  of  buildings,  or  a  row  of  trees,  the  yisual  angle  decreases 
as  the  distance  increases,  and  the  objects  decrease  in  apparent  size  in  the  ssme 
proportion,  but  the  habit  of  viewing  the  houses  or  trees,' and  their  known  altitude, 
causes  us  to  correct  the  impression  produced  by  the  visual  angle,  so  that  they  do 
not  appear  to  decrease  in  siie  as  fast  as  their  distance  increases. 

Thus,  when  distant  mountains  are  seen  under  a  very  small  visual  sngle, 
\.ccupying  but  a  small  space  in  the  field  of  view,  being  accustomed  to  aerial  per- 
spective, we  unconsciously  restore  to  some  extent  their  real  magnitude. 

The  optic  angle,  or  binocular  parallax,  is  an  essential  element  in  appreciating 
distances.  This  angle  increases  or  diminishes  inversely  as  the  distance;  the 
movement  of  the  eyes  required,  to  cause  the  optic  axes  of  the  two  eyes  to  eon- 
verge  upon  any  object  which  we  are  viewing,  gives  us  an  idea  of  its  distanee. 
It  is  only  by  habit  that  we  appreciate  the  relation  between  the  distance  of  an 
object  and  the  corresponding  movement,  required  to  direct  both  eyes  upon  it 

Perfect  vision  cannot  then  be  obtained  without  two  eyes,  as  it  is  by  the  com- 
bined effect  of  the  images  produced  on  the  retinas  of  both  eyes,  and  the  different 
angles  under  which  objects  are  observed,  that  a  judgment  is  formed  respecting 
their  solidity  and  distances. 

A  man  restored  to  sight  by  coQching  cannot  tell  the  form  of  a  body  without 
touching  it,  until  his  judgment  has  been  matured  by  experienco,  although  a  per- 
fect image  may  be  formed  on  the  retina  of  each  eye.  A  man  with  only  one  eye 
cannot  readily  distinguish  the  form  of  a  body  which  he  had  never  previonsly 
seen,  but  quickly  and  unwittingly  moves  his  head  from  side  to  side,  so  that  his 
one  eye  may  alternately  occupy  the  different  positions  of  a  right  and  a  left  eye; 
and,  if  we  approach  a  candle  with  one  eye  shut,  and  then  attempt  to  snuff  it^  we 
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ihall  experienee  more  diffienlty  than  we  might  have  expected,  heoanse  the  asual 
mode  of  detennining  the  correct  distance  is  wanting. 

lofants  plainly  hare  no  notions  of  distances  and  magnitudes  till  taught  oy 
experience  and  eomparison  of  optical  appearances  with  the  sense  of  touch. 

482.  Single  ▼Iflion  with  two  eyes. — When  both  eyes  are  directed 
to  the  same  object,  images  are  produced  in  both  eyes,  and  the  inquiry 
is  most  natural  why  all  objects  thus  seen  do  not  appear  double  ?  Pass- 
ing by  much  learning  bestowed  on  this  subject,  the  simplest  and  most 
ntisfactory  explanation  of  the  phenomenon  is  deduced  from  the  ana- 
tomical structure  of  the  optic  nerves,  and  their  relations  to  each  other, 
and  to  the  brain. 

The  eyes  may  be  compared  to  two  branches  issuing  from  a  single 
root,  of  which  every  minute  portion  bifurcates,  so  as  to  send  a  twig  to 
eseh  eye.  (MttUer.)  The  optic  nerve  from  the  right  lobe  of  the  brain 
sends  a  portion  of  its  fibres  to  each  eye,  and  also  sends  some  branches 
tcross  and  backward  to  the  left  lobe  of  the  brain.  A  portion  of  the 
optic  nerve  from  the  right  eye,  instead  of  proceeding  to  the  brain,  curves 
around  and  enters  the  optic  nerve  and  the  retina  of  the  left  eye.  In 
the  same  manner  the  optic  nerve  arising  from  the  left  lobe  of  the  brain 
is  connected  with  the  right  eye,  and  sends  branches  also  to  the  left  eye. 

Branches  of  the  same  nerve  fibres  which  go  to  the  external  side  of 
the  retina  of  one  eye,  go  to  the  internal  side  of  the  other  eye. 

It  is  thus  that  a  perfect  sympathy  and  correspondence  is  established  between 
limilar  parts  of  both  eyes.  Hence  whatever  object  is  observed,  if  the  optic  axes 
of  both  eyes  are  directed  towards  it,  the  image  is  formed  on  corresponding  por- 
tions of  the  retina  in  both  eyes,  and  the  mind  receives  the  impression  of  a  single 
object;  but  the  impression  is  more  virid  than  if  the  same  object  were  seen  with 
indy  one  eye.  80  perfect  is  this  sympathy  between  the  two  eyes,  that  if  one  eye 
oalj  is  exposed  to  a  strong  light  the  pupUs  of  both  eyes  contract.  If  one  eye  is 
diseased  and  protected  from  the  light,  it  saffers  pain  firom  light  entering  only 
tile  soond  eye. 

483.  Double  Tiaion. — If  both  eyes  are  fixed  steadily  upon  one 
object^  any  other  object  seen  at  the  same  time  will  appear  double. 

Fix  both  eyes  steadily  npon  the  flame  of  a  lamp  or  candle,  and  a  finger  held 
between  the  eyes  and  the  light  will  appear  double. 

Drunken  persons,  or  persons  abont  falling  asleep,  often  see  objects  double^ 
owing  to  the  inability  to  direct  both  eyes  steadily  npon  the  same  object.  The 
same  phenomena  may  occur  when,  from  any  cause,  the  nerres  which  control  the 
eje  become  diseased. 

484.  Binocular  ▼iaion. — A  picture  of  an  object  is  formed  on  the 
retina  of  each  eye ;  but  although  there  may  be  but  one  object  presented 
to  the  two  eyes,  the  picture  formed  on  the  two  retinas  are  not  precisely 
tiike,  because  the  object  is  not  observed  from  the  same  point  of  view. 

If  the  right  hand  be  held  at  right  angles  to,  and  at  a  few  inches  from  the  fae^ 
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the  back  of  the  hand  will  be  seen  when  Tiewed  by  the  right  eye  onlj,  tad  tiit 
palm  of  the  hand  when  Tiewed  by  the  left  eye  only ;  hence  the  imagee  fomad 
on  the  retinae  of  the  two  eyes  mnst  differ^  the  one  inclnding  more  of  the  ri^ht 
side,  and  the  other  more  of  the  left  side  of  the  same  solid  or  projeeting  al^eeL 
Again ;  if  we  bend  a  oard  so  as  to  represent  a  triangular  roof,  place  it  on  the 
table  with  the  gabi*  end  towards  the  eyes,  and  look  at  it,  first  with  one  eje  then 
with  the  other,  qnicKl}  and  alternately  opening  and  closing  one  of  the  eyes,  tli« 
oard  will  appear  to  move  from  side  to  side^  beoaase  it  is  seen  by  each  eye  ander 
a  different  angle  of  rision.  If  we  look  at  the  card  with  the  left  eye  only,  the 
whole  of  the  left  side  of  the  card  will  be  plainly  seen,  while  the  right  side  will 
be  thrown  into  shadow.  If  we  next  look  at  the  same  card  wiUi  the  right  eys 
only,  the  whole  of  the  right  side  of  the  card  will  be  distinetly  visible^  while  (h« 
left  side  will  be  thrown  into  shadow ;  and  thns  two  images  of  the  same  objed, 
with  differences  of  outline,  light  and  shade,  will  be  formed,  the  one  on  the  ratins 
of  the  right  eye  and  the  other  on  the  retina  of  the  left  These  images  falling  on 
corresponding  parts  of  the  retinas  oonTcy  to  the  mind  the  impression  of  a  siogls 
object,  while  experience  baring  taught  us,  bowerer  unconscious  the  mind  may 
be  of  the  existence  of  two  different  images,  that  the  effect  obserred  is  alwayi 
produced  by  a  body  which  really  stands  out  or  projects,  the  judgment  natonlly 
determines  the  object  to  be  a  projecting  body.* 

485.  Near-aightedneas. — Many  persons  are  unable  to  see  minate 
objects  distinotly  unless  they  are  placed  within  three  or  four  inches  of 
the  eye.  Such  persons  are  often  unable  to  see  ordinaty  oljects  di» 
tinctly  in  a  large  room  or  across  the  street ;  they  are  therefore  said  to 
be  near-sighted  (478).  This  defect  is  owing  to  a  too  great  oonveigeni 
power,  the  eye  bringing  parallel  or  slightly  divergent  rays  to  a  fooos 
before  they  reach  the  retina. 

To  secure  distinct  vision  in  sueh  cases,  it  is  necessary  to  bring  the  object  lo 
near  the  eye  as  to  render  Uie  rays  entering  the  eye  considerably  divergent,  when 
the  image  will  be  formed  on  the  retina.  The  same  object  may  be  aooomplishfld 
by  placing  a  concave  lens  before  the  eye,  when  the  rays  from  distant  ol^jects  wQI 
be  rendered  divergent^  and  the  strong  convergent  power  of  the  eye  will  form  the 
image  on  the  retina.  Concave  lenses  for  near-sighted  persons  should  be  sneh 
as  have  a  focus  a  little  longer  than  the  distance  at  which  they  see  objects  most 
distinctly. 

486.  Iiong-aightedneas  commonly  occurs  in  old  people,  when  the 
eye  becomes  flattened  by  diminution  of  its  fluids,  or  some  structortl 
change  in  the  crystalline  lens  occurs^  by  which  its  convergent  power  ii 
diminished.  In  such  oases  the  rays  of  light  tend  to  form  an  image 
behind  the  retina,  and  vision  is  most  distinct  when  the  object)  as  • 
book  when  reading,  is  held  at  a  considerable  distance  from  the  eyes,  so 
as  to  allow  the  image  to  be  formed  on  the  retina. 

This  defect  of  the  eyes,  when  not  accompanied  by  disease,  may  be  entixely 

•  Tor  a  discussion  of  this  snlyeot^  sec  Prof.  W.  B.  Bogers  on  Bmoonlar  visioi^ 
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mncdied  hj  using  cosTex  glasses,  which  make  ap  for  the  diminished  conTorg- 
tag  power  of  the  eyes,  and  hring  the  rays  to  such  a  oondition  that  the  eye  is 
•nabled  to  hring  the  light  from  near  ohjeots  to  a  distinct  foons  upon  the  retina. 
In  sach  cases,  however,  the  power  of  accommodating  the  eye  to  different  dis- 
tances ia  often  not  as  great  as  in  younger  persons;  hence  many  people  in 
adraaeed  life  find  it  necessary  to  use  one  set  of  glasses  for  near,  and  another  for 
distant  olgeetB. 

487.  Duration  of  the  ImpreBsion  upon  the  retina. — Every  one 
knows  that  a  lighted  stick  whirled  rapidly  around  a  circle  appears  like 
a  ring  of  fire.  The  rapidity  of  revolution  required  to  produce  this 
impression  is  one-third  of  a  second  in  a  dark  room,  and  one-sixth  of  a 
second  by  daylight. 

When  a  meteor  darts  across  the  heavens,  it  appears  to  leave  a  luminous  track 
behind  it,  hecause  the  impression  produced  upon  the  retina  remains  after  the 
meteor  has  passed  a  considerable  distance  on  its  way.  The  sigsag  course  of  the 
lightning  appears,  for  the  same  reason,  as  a  continuous  track. 

Winking  does  not  interfere  with  distinct  vision,  because  the  continu- 
ance of  the  impression  of  external  objects  on  the  retina  preserves  the 
sense  of  continuous  vision. 

488.  Optical  toys. — Thaomatrope. — A  great  number  of  optical 
toys  and  pyrotechnic  exhibitions  owe  Cheir  effect  to  the  continuance  of 
the  impression  upon  the  retina,  when  the  object  has  changed  its  place. 

If  a  horse  is  painted  on  one  side  of  a  card  and  a  rider  on  the  other  side,  the 
rapid  revolution  of  the  card  causes  the  rider  to  appear  seated  on  the  horse.  In 
the  same  manner,  if  any  object  which  takes  a  variety  of  positions  in  moving  is 
painted  in  successive  positions,  at  equal  distances  on  a  revolving  wheel,  so 
arranged  that  one  only  of  the  figures  shall  be  seen  at  a  tune,  the  object  is  seen 
performing  all  the  motions  of  real  life.  In  this  manner  a  horse  may  be  made  to 
appear  leaping  a  gate,  or  boys  playing  at  leap-frog.  These  toys  are  called 
tkaumatropet  and  anortho»cope».  Other  toys,  CBilod  phenakittotcopea  and  pAanla«- 
eepeB,  are  variations  of  the  same  thing,  combined  with  mirrors  and  other  ingenious 
arrangements  on  the  same  principle. 

4Q9.  Time  required  to  produce  vianal  ImpreasionB. — If  an  object 
moves  with  sufficient  velocity,  it  is  entirely  invisible,  its  image  upon  the 
retina  not  remaining  long  enough  to  produce  any  impression.  This  is 
the  case  with  a  cannon-ball  or  rifle-ball,  viewed  at  right  angles  to  the 
direction  of  its  flight.  But  if  the  projectile  is  going  from  us,  or  coming 
towards  us,  it  preserves  the  same  direction  long  enough  to  produce  an 
impression.  Motions  describing  less  than  one  minute  of  arc  in  a  second 
of  time  are  not  appreciable  to  us.  Hence  we  do  not  see  the  movements 
of  the  hour  hand  of  a  clock,  or  of  the  heavenly  bodies. 

490.  Appreciation  of  colors. — Color  blindness. — The  power  of 
the  eye  to  distinguish  colors,  yaries  greatly  in  different  persons.  Some 
eyes  ful  entirely  in  this  particular,  "while  in  every  other  respect  they 
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are  perfeot  Sach  ejoe  are  said  to  be  color-blind  Some  oonfonnd 
certain  colors,  as  red  and  green,  while  they  distinguish  others,  or  while 
thej  recognise  all  the  colors  of  the  speotrom,  they  cannot  appreciate 
delicate  shades  of  the  same  color. 

Colors  are  greatly  modified  by  proper  contrast  with  other  cobrs. 
Thns  the  complementary  colors  mntnally  enhance,  while  those  not  com- 
plementary diminish  each  other's  beauty  when  contrasted.  The  send- 
lE>ility  of  the  eye  is  much  diminished  by  long  inspection  of  any  color, 
and  its  power  of  peroeiying  the  complementary  color  is  proportionally 
increased.  This  principle  is  the  key  to  harmony  of  colors  in  nature 
and  art,  and  serves  to  explain  the  modification  of  color  by  contrast,  and 
proximity  of  two  or  more  colors. 

491.  C]ieTreiil*a  claiMificatloii  of  colors,  and  chromatic  dia- 
gram.— ^The  chromatic  diagram  of  Chevreul,  fig.  375,  greatly  facilitates 
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the  study  of  complementary  colors,  and  the  modifications  produced  by 
their  mutual  proximity. 

Tbre«  radii  of  a  circle  represent  Brewster's  three  cardinal  colors,  red,  yellow, 
and  blue ;  between  these  are  placed  orange,  green,  and  violet.  Between  tbeae 
six  colors  are  placed  reddish  orange,  orange  yellow,  yellowish  green,  greenish  blue, 
Tiolet  blue,  and  violet  red.  We  thus  obtain  twelve  principaN  colors,  each  uf 
which  may  be  again  divided  into  five  scales  or  hues,  which  gradually  approach 
the  succeeding  color. 

We  thus  have  the  oiroumferenoe  of  the  cirele,  which  represents  the  prisnuitio 
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■pocljum,  dirided  into  sixty  scales  of  pure  colon.  Bach  radins  nprMcntiog  a 
acal«  of  colors  is  divided  into  twenty  tone;  to  represent  the  intensity  of  each 
color  in  its  own  scale.  The  tone  of  any  color  may  be  lowered  by  the  addition 
ef  white,  when  it  will  remain  in  the  same  radius  or  scale,  but  take  a  position  at 
a  lower  tone,  or  nearer  the  centre  of  the  circle.  A  color  modified  by  black,  is 
eallad  a  broken  eolor,  bnt  as  the  color  is  deeper,  the  tone  is  carried  towards  the 
sireumferenoe  of  the  circle.  To  represent  Uie  modifications  produced  by  black, 
ChoTrenl  employs  a  movable  quadrant^  not  easily  introduced  in  our  illustration. 

When  two  complementary  colors  are  mixed,  their  combination  produces  white, 
If  4h«  colors  are  pure.  The  combination  of  two  colors  not  complementary  pro- 
dveea  a  certain  quantity  of  white,  but  principally  a  color  whieh  will  be  found 
In  the  diagram  intermediate  between  the  two  colors,  if  Uiey  are  of  the  same 
tone,  or  nearer  to  the  color  of  deeper  tone,  when  Uieir  tones  or  intensities  are 
different.  The  complementery  color  in  the  diagram  is  found  at  the  opposite 
extremity  of  the  diameter  of  the  circle. 

Thla  diagram  thus  explains  the  effect  which  two  colors  produce  upon  each 
other  by  their  mutual  proximity. 

Wkeu  tvDO  eolort  art  placed  near  eacA  other,  each  color  appeare  modified  ae 
tUongh  mixed  teitk  a  email  portion  of  the  complement  to  the  color  which  i»  near  it, 

Szamplea. — (a)  Suppose  blue  and  fellow  to  be  placed  side  by  side ;  at  one 
extremity  of  a  diameter  we  read  yellow,  and  at  the  opposite  violet,  hence  the 
proximity  of  yellow  g^ves  to  the  blue  a  shade  of  violet,  or  makes  it  approach 
vioUt  blue.  In  the  same  manner  we  find  orange  complementery  to  blue;  hence 
the  blue  gives  a  shade  of  orange  to  the  yellow,  or  makes  it  approach  orange 
fellow^ 

(b)  Let  green  and  ffellow  be  oontignons,  the  yellow  will  receive  red,  the  com- 
plement of  green,  and  will  become  orange  yellow,  while  the  green  will  receive 
from  the  yellow  ito  complementary  violet  A  part  of  the  yellow  in  the  green 
will  thus  be  neutralised,  and  the  green  will  appear  bluer  or  less  yellow,  in  fact, 
greenish  blue. 

492.  The  atady  of  colors  upon  the  principles  here  laid  down  is 
of  great  importance  to  the  artist  and  manufacturer,  whether  in  repro- 
ducing the  beauties  of  nature,  or  in  architectural  decoration ;  also  in 
weaving,  embroidery,  and  costume. 

The  skillful  salesman  knows  how  to  enhance  the  brilliancy  or  beauty  of  his 
gooda  by  artfully  contrasting  the  pieces  which  he  hopes  to  sell  by  others  having 
complementery  colors.  Oood  taste  in  dress  never  violates  Uiese  principles, 
regarding  wiUi  care  the  complexion  of  the  wearer  in  contrast  to  the  colors 
•elected.  Florid  skins  can  bear  dark  hues  in  dress,  while  delicate  complexions 
are  made  pallid  by  heavy  colors.  A  green  dress  or  wreath  increases  the  freshness 
of  a  rosy  complexion.  A  crimson  dress  and  scarlet  shawl  worn  together  appear 
mntaally  dull  and  heavy,  while  either,  with  the  contrast  of  an  appropriate  shade 
of  green,  would  be  attractive  and  tastefuL  These  topics  will  be  found  fully  con- 
sidered in  "  Chevreul  on  Colors." 

2  6.  Optical  InBtmmeiita. 

493.  Magnifying  glaaaea. — Single  lenses,  used  for  magnifying 
small  objects,  occupy  an  important  place  in  the  arte.  They  are  used 
by  watoh-makers,  jewelers,  engravers,  and  other  artisans,  whose  labors 
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nre  performed  upon  minute  Btructuree.     These  instrument?  oocnp;  a 
middle  place  between  spectacles  and  the  regular  micro*sct>pH  c>ni|<  ■< 
of  a  variety  of  parts. 

A  thorough  knowledge  of  the  uses  and  powers  of  simple  lenses  forui$  I'.e  )<::-• 
of  all  oalcnlations  of  the  powers  and  uses  of  more  complex  iQ8truiu«Dt$,  ako 
the  compound  microscope  and  the  telescope. 

The  eye  takes  no  cognisance  of  real  magnitude,  which  it  can  only  estimate  U 
inference,  bat  notices  directly  apparent  magnitude,  which  is  determined  in  »K 
cases  by  the  Tisnal  angle  under  which  objects  are  seen  (472). 

We  have  seen  (479)  that  it  is  essential  to  distinct  Tision  that  the  r&ys  enterii>): 
the  pupil  from  any  one  point  of  an  object  should  be  parallel,  or  slightly  diver- 
gent, the  distance  of  most  distinct  Tision  being  generally  from  fire  to  teo  inches. 
For  near-sighted  persons,  this  distance  is  as  ^mall,  sometimes,  as  two  or  three 
inches,  and  for  eyes  enfeebled  by  age,  it  extends  from  fifteen  eren  to  thirtj 
inches. 

494.  The  magnifying  power  of  a  lena  is  found  with  sufficieot 
accuracy  for  ordinary  purposes  by  dividing  the  limit  of  distinct  vision 
(ten  inches)  by  the  distance  of  the  principal 
focus  of  the  lens. 

Let  A  B,  fig.  376,  be  an  object  placed 
before  a  convex  lens,  so  much  nearer  to  the 
lens  than  the  focus,  F,  that  the  rays,  after 
refraction  by  the  lens,  shall  be  in  that  state 
of  slight  divergence  best  adapted  to  produce  distinct  vision,  that  is, 
diverging  as  though  emanating  from  a  point  at  a  distance  of  ten 
inches  or  the  limit  of  distinct  vision.  Let  a  b  represent  the  virtual 
image,  formed  where  the  refracted  rays  would  meet  if  extended  back- 
ward, then  a  b  will  be  as  much  greater  than  A  B,  as  its  distance  from 
the  lens  is  greater  than  the  distance  of  the  object,  A  B,  from  the  lens. 
The  divergence  of  rays  of  light  entering  the  small  opening  of  the 
pupil,  from  a  point  ten  inchea  distant,  is  so  small  that  we  may  consider 
them  parallel,  and  then  the  object,  AB,  will- be  nearly  at  F,  the  prin- 
cipal focus  of  the  lens. 

To  estimate  the  magnifying  power  of  a  lens  more  accurately;  let  the  distaaee 
of  most  distinct  vision  be  represented  by  e ;  with  a  lens  interposed,  the  eye 
sees  a  virtual  image  of  the  objeet^  therefore,  in  the  formula  for  a  convex  lens,  let 

»  =  —  e,  and  then = .*.  «  =  — — ,  which  is  the  distance  of  the 

object  from  the  lens.    If  the  eye  is  placed  close  to  the  lens,  the  magnifying 

power  represented  by  if  will  be,  If  =  -  =  :=  I  -| . 

«  /  / 

If  the  eye  Is  placed  at  a  distance  from  the  lens  represented  by  d,  we  sbslibavt 
the  distance  of  the  virtual  image  a  b  from  the  lens  represented  hy  t'  s^e  —  d, 

e  —  d 

and  the  magnifying  power  will  become,  if  s=  1  -| . 
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If  the  eye  is  placed  ut  a  distance  from  (he  lens  eqaal  to  its  principal  fiouga 

e 
or.  d  =  /,  then  if  =r  ^  and  in  that  case  the  magnifying  power  for  different 

eyvn  varies  as  the  limit  of  most  distinct  rision. 

If  the  eye  is  placed  at  a  distance  from  the  lens  equal  to  the  distance  at  which 

e  — rf 
it  sees  objects  most  distinctly,  then =  0,  and  Jf  =  1,  or  the  object  is  not 

m«^nified  by  the  action  of  the  lens. 

Tlie  superficial  magnifying  power  is  equal  to  the  square  of  the  linear 
tna^^nifying  power  given  bj  the  rule  stated  above  ;  but  the  linear  mag- 
nifying power  is  alone  commonly  used  in  scientific  treatises. 

405.  The  simple  microscope  acts  in  the  same  manner  as  the 
mogle  lens  or  magnifying  glass.  Instead  of  a  single  lens,  a  doublet  or 
triplet,  acting  as  a  single  lens,  is  often  used. 

Raspairs  dissecting  microscope,  shown  in 
fig.  377,  is  the  most  complete  simple  microscope.  The 
magnifying  lens,  o,  moanted  in  a  dark  cup,  A,  to 
protect  the  eye  from  extraneous  light,  is  fixed  in  the 
end  of  a  moyable  arm  which  can  be  rotated  on  its 
support,  elevated  and  depressed  by  the  milled  head 
B,  or  lengthened  by  turning  the  milled  head  C. 
B<b1ow  the  lens  is  the  stage  B,  which  supports  the 
object  to  be  examined.  The  concave  mirror,  M,  can 
be  »o  SMyusted  as  to  illuminate  the  object  by  a  con-  j 
^«^ated  pencil  of  transmitted  light. 

In  using  this  microscope,  the  eye  is  placed  overl 
the  lens  o,  which  may  be  elevated  or  depressed  till 
the  focus  is  a4justed  to  give  the  most  distinct  view  of  the  object  on  the  stage. 
Opaque  objects  are  illuminated  by  a  bull's  eye  lens. 

B  J  using  lenses  of  different  fooi,  magnifying  powers  may  be  obtained  with  this 
instrament,  varying  from  two  to  one  hundred  and  twenty  diameters. 

496.  The  compound  microscope  consists,  essentially,  of  two 
lenses,  so  arranged  that  when  an  object  is  placed 
a  little  beyond  the  principal  focus  of  the  first 
lens,  its  image  may  be  formed  in  the  principal 
focus  of  the  second  lens,  by  which  it  is  viewed 
as  an  object  is  viewed  by  a  common  magnifier. 

The  arrangement  of  the  lenses  in  the  compound  ^ 
microscope  is  shown  in  fig.  378,  and  also  the  position  /. 
of  the  object,  and  the  images  both  real  and  virtual.  /^ 

The  object,  •  r,  being  placed  near  the  first  lens,  a  h,  ^^*- 
called  the  object-glass,  an  image,  inverted  and  much 
enlarged,  is  formed  at  R  5,  in  the  focus  of  the  second 
lens,  d  c,  called  the  eye-glass.  By  this  lens,  the  rays 
are  transmitted  slightly  divergent,  and  in  the  exact 
condition  to  produce  distinct  vision  when  viewed  by 
the  eye.    The  rays  transmitted  through  the  eye-glass,  if  traced  backward  to  the 
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diituioe  of  distlDot  vision,  form  a  TiitOAl  image  at  B'  8',  much  larger  Uxib  tte 
real  image  R  S,  formed  by  the  action  of  the  first  lens. 

Such  a  compound  microscope  as  the  one  shown  in  this  figure,  is  snbjeot  to 
chromatic  and  spherical  aberration,  and  the  image  viewed  by  the  eye  ii  D«i 
straight  as  shown  in  the  figure,  but  ounred  so  as  to  appear  convex  towardi  ths 
eye.  These  imperfections  are  almost  entirely  corrected  in  the  aehnmatie  eom- 
pound  microscope  described  in  {  511. 

497.  The  taleaoope  is  an  instrament  conBtructed  for  viewing  dis- 
tant objects. 

Telescopes  are  of  two  kinds.  Refracting  telescopes  are  constructed 
of  lenses.   Reflecting  telescopes  contain  one  or  more  metallic  reflectors. 

498.  The  teleaoope  oaed  by  Ghalileo  in  1609,  is  the  oldest  fonn 
of  which  we  have  any  definite  description.  The  Galilean  telescope 
consists  of  a  convex  lens,  of  long  focus,  and  a  concave  lens  of  short 
focus  placed  at  a  distance  apart,  equal  to  the  difference  of  their  princi- 
pal foci.  The  light  from  distant  objects  collected  by  the  large  surface 
of  the  convex  field-lens,  is  brought  to  such  a  state  of  divergence  by  the 
concave  eye-lens  as  to  produce  distinct  vision  in  the  eye. 

The  magnifying  power  of  the  Galilean  telescope  is  found  by  dividing 
the  principal  focus  of  the  convex  lens  by  the  principal  focus  of  the  con- 
cave lens. 

The  convex  lens,  M  N,  fig.  370,  tends  to  form  an  image  of  a  distant  objedi 
AB,  very  near  its  principal  focns,  as  at  aft.    The  concave  lens,  EF,  being 
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placed  between  the  convex  lens  and  the  image,  a  b,  renders  the  rays  which  were 
converging  to  a,  slightly  divergent,  as  though  emanating  from  a  point,  a',  at 
the  distance  of  distinct  vision,  about  ten  inches.  The  same  efiect  is  prodaeed 
on  the  rays  converging  to  6.  The  direction  of  the  obliqne  pencils  is  changed, 
and  the  extremities  of  the  image  appear  in  the  secondary  axis  a  0'  a',  and  b  0'  V$ 
drawn  from  a  and  b  through  0',  the  optical  centre  of  the  lens  E  F.  It  is  espe- 
cially to  be  noticed,  that  while  the  rays  from  any  one  point  in  the  object  are 
rendered  parallel,  or  slightly  divergent,  by  the  concave  lens,  the  pencils  from  the 
extreme  points  converge  at  0'  much  more  than  at  0,  making  the  visual  angle 
a'  0'  b  f  under  which  the  object  is  seen  by  the  telescope,  much  greater  than  the 
visual  angle  a  Ob,  under  which  the  object  would  appear  without  the  telescope. 

Since  the  angle  A  0  B  is  equal  to  a  0  6,  and  a'  0'  b'  is  equal  to  a  0'  6,  the 
visual  angle  a'  0'  b'  is  to  the  angle  A  0  B  as  0  F  is  to  0'  F,  and  the  image  a'  V 
appears  as  much  greater  than  the  object  as  the  focal  length  0  F  of  the  convex 
lens  exceeds  the  focal  length  0'  F,  of  the  concave  lens. 
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The  opem-glaas  consists  generallj  of  two  Qslilean  telescopes,  placed 
near  together,  to  aUow  of  distinct  vision  by  both  eyes. 

Kight-glaaaea,  used  by  seamen,  are  constructed  like  large  opera- 
glasaes.  They  serre  to  concentrate  a  large  amount  of  light  in  such  a 
eondition  as  to  allow  of  distinct  Tision,  and  thus  enable  the  eye  to  see 
objects  distinctly  in  the  night.    They  have  a  low  magnifying  power. 

With  the  GaUlean  telesoope  in  all  its  fomi  the  objeot  appears  ereei 

499.  The  aatronomical  telescope  may  be  constructed  with  a 
convex  lens  placed  beyond  the  image  formed  by  the  field-lens.  The 
second  lens  then  magnifies  the  image  formed  by  the  first  lens.  The 
object  appears  inverted,  but  this  occasions  very  little  inconvenience  in 
astronomical  observations. 

500.  Xiye-piecea  are  certain  combinations  of  lenses  used  in  both 
telescopes  and  microscopes  to  magnify  the  image  formed  by  the  lens 
nearest  to  the  object.  They  have  less  spherical  and  chromatic  aberration 
than  a  single  lens,  and  also  enable  the  eye  to  take  in  a  larger  extent 
of  the  object  to  be  examined  than  could  otherwise  be  seen. 

The  positive  eye-pieoe,  invented  by  Ramsden,  consists  of  two 
plano-convex  lenses,  with  their  convex  surfaces  turned  towards  each 
other,  and  placed  at  such  a  distance  that  the  object  or  image  to  be 
viewed  by  it  is  seen  distinctly  when  brought  very  nearly  in  contact 
with  the  first  lens.  To  secure  this  result,  the  distance  between  the 
lenses  must  be  a  very  little  less  than  one-half  the  sum  of  their  focal 
lengths  for  parallel  rays.  The  spherical  aberration  produced  by  this 
eye-piece  is  only  about  one-fourth  as  much  as  if  a  single  lens  were  used. 
The  chromatic  aberration  also  is  less  than  with  a  single  lens. 

Let  F  F,  fig.  380,  be  the  field-lens,  and  E  B  the  eye-lens  of  the  positive  eye- 
piece. Let  m  n  be  an  image  formed  by  the  880 
object-glass  either  of  a  teleseope  or  a  miero- 
scope,  then  each  ray  from  the  image  on' 
passing  the  lens  F  F  becomes  colored,  ev,bv, 
representing  the  Tiolet  rays,  and  e  r,  b  r, 
representing  the  red  rays.  The  red  rays, 
•rhicb  are  least  refracted  by  the  first  lens,  ^r^ 
fall  near  the  borders  of  the  second  lens,  where  the  refraotire  power  is  greater 
thaa  where  the  more  refrangible  Tiolet  rays  fall ;  hence  the  second  lens  tends  to 
correct  the  chromatic  dispersion  of  the  first,  and  the  violet  and  red  rays  enter 
the  eye  very  nearly  as  thongh  emanating  firom  a  common  point.  This  is  an 
important  excellence  of  the  positire  eye-piece ;  bnt  a  yet  more  important  advan 
Uge  of  this  eye-piece  is,  that  the  image  is  less  distorted  than  when  only  a  single 
lens  is  used. 

The  negative  eye-piece,  which  was  invented  by  HuyghenR,  con- 
generally  of  two  plano-convex  lenses,  having  the  convex  surfaces 
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of  both  turned  towards  the  object-glass.  The  two  lenses  are  placed  at 
a  distance  from  each  other  eqaal  to  one-half  the  sum  of  their  focil 
lengths.  The  image  is  formed  between  the  lenses.  This  arrangement 
considerably  enlarges  the  field  of  view,  and  diminishes  the  spherical 
aberration;  the  chromatic  aberration  is  also  less,  and  it  is  more 
equalised  m  all  parts  of  the  field  than  in  other  eye-pieces. 

In  the  most  perfect  form  of  the  negatiTe  eye-pieoe,  according  to  Profl  Airy, 
the  first,  or  field  lens,  is  a  meniacus  whose  radii  are  as  four  to  eleven,  with  the 
conyex  side  toward  the  ohjeot,  and  an  eye-lens  having  the  form  of  least  spherical 
aberration  (454),  with  the  more  convex  side  towards  the  ohject. 

The  focal  lengths  of  the  field  and  eye  lenses  shoold  be  to  each  other  as  3  to  1, 
and  their  distance  apart  eqnal  to  one-half  the  sum  of  their  focal  lengths. 

In  eye-pieces  designed  for  the  microscope,  instead  of  estimating  the  prioeipal 
focal  length  of  the  field-lens,  we  mast  take  its  coqjagate  focus  when  the  object 
Ib  placed  in  the  position  of  the  ohject-glass  of  the  microscope. 

The  action  of  the  negative  eye-piece  will  be  more  fully  explained  in  conneeti<m 
with  the  compound  achromatic  microscope  (511). 

The  terrestrial  eye-pieoe  consists  of  four  lenses,  two  of  them  being 
added  solely  to  produce  an  erect  image. 
Fig.  381  shows  a  section  of  the  common  tpy^gloit  or  Um&tritU  feletcopc,  with 
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the  erecting  eye-piece.     The  several  tubes  which  shut  one  within  another,  allow 
the  instrument  to  be  reduced  to  a  convenient  length  when  not  in  use. 

501.  Reflecting;  telescopes  are  extensively  used  for  astronomical 
observations.  A  variety  of  forms  have  been  invented  by  different 
observers,  but  in  all  a  metallic  speculum  is  employed  to  form  an  image 
of  distant  objects,  and  an  eye-piece  is  used  to  magnify  the  image. 

502.  Sir  William  Hersohers  telescope,  shown  in  fig.  382,  con- 
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Bists  of  a  speculum,  S  S,  set  in  a  tube  somewhat  larger  than  the  diameter 
of  the  speculum,  and  an  eye-piece,  ef,  placed  at  one  side  of  the  open 
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end  of  the  tube.  The  axis  of  the  specalum,  represented  by  the  dotted 
line  a  N,  is  so  inclined  that  parallel  rays,  falling  on  every  part  of  the 
specnlum,  will  be  reflected,  converging  to  the  side  of  the  tube  where 
the  eye-piece  is  placed  to  receive  them.  The  size  of  the  tube,  and  the 
inclination  of  the  axis  of  the  speculam,  is  so  ac^usted  that  the  eye  of 
the  observer  may  be  placed  at  £  vrithont  intercepting  any  part  of  the 
light  which  can  fall  upon  the  speculum  in  such  a  direction  as  to  be 
reflected  to  the  eye-piece. 

Sir  Williun  Hersehel's  great  telescope  had  a  speculam  four  feet  in  diameter, 
three  and  a  half  inches  thick,  weighing  two  thousand  one  hundred  and  eighteen 
ponnda.  Its  focal  length  was  forty  feet»  and  it  was  sot  in  a  sheet-iron  tube 
thirty-nine  and  a  half  feet  long,  and  four  feet  ten  inches  in  diameter.  When 
directed  to  the  fixed  stars  it  Would  bear  a  magnifying  power  of  six  thousand 
four  hundred  and  fifty  diameters. 

This  is  called  the  front  view  telescope,  because  the  observer  sits  with  his  back 
to  the  object  and  looks  into  the  front  end  of  the  telescope. 

503.  Iiord  RoB8e*a  taleaoope. — ^By  far  the  largest  reflecting  tele- 
scope ever  constructed  was  made  by  the  Earl  of  Rosse.  It  was  com- 
menced in  1842,  and  was  so  far  completed  as  to  be  used  for  the  first 
time  in  February,  1845. 

The  great  speculam  is  six  feet  in  diameter,  has  a  focal  length  of 
fifty-four  feet,  and  weighs  four  tons.  An  additional  speculum  to  be 
used  in  the  same  instrument  weighs  three  and  a  half  tons.  The  tube 
is  of  wood,  hooped  vrith  iron,  seven  feet  in  diameter,  and  fifty-two  feet 
in  length. 

This  telescope  has  fittings  to  mount  the  eye-pieces  either  for  front  view,  as  in 
Henehel's  telescope,  or  at  the  side,  as  in  the  Newtonian  form  :  for  this  purpose  a 
■mall  speculum  is  placed  at  an  angle  of  45^,  reflecting  the  rays  at  a  right  angle 
through  an  orifice  in  the  side  of  the  tube,  where  the  eye-piece  is  placed. 

The  base  of  the  instrument  is  supported  upon  a  universal  joint ;  and  by  chains 
and  windlasses  this  mammoth  telescope  is  moved  with  ease,  between  two  lofty 
walls  supporting  movable  galleries,  which  enable  the  observer  to  follow  the 
instrument  in  any  required  position. 

The  amount  of  light  on  any  surface  being  as  the  square  of  the  diameter,  if  we 
xeekon  the  pupil  of  the  human  eye  at  one-tenth  of  an  inch  in  diameter,  this 
telescope  will  be  seven  hundred  and  twenty  times  as  broad  as  the  pupil,  or  have 
an  area  five  hundred  and  eighteen  thousand  and  four  hundred  times  as  great  as 
the  unaided  eye.  If  one-half  the  light  is  lost  by  reflection  from  the  mirror,  we 
shall  still  have  two  hundred  and  fifty  thousand  times  as  much  light  as  commonly 
enters  the  eye.  We  need  not  wonder  therefore  at  the  marvellous  power  witii 
which  this  instrument  penetrates  the  remoter  regions  of  celestial  space. 

504.  Aohxomatlo  telescopea. — The  principle  of  achromatism  has 
been  briefly  explained  in  {  466,  where  it  has  been  shown  that  a  convex 
lens  of  crovm  glass  may  be  combined  with  a  concave  lens  of  longer 
fuons,  made  of  flint  glass,  which  has  a  higher  refractive  and  dispersive 
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power,  the  combination  producing  refraction  without  dispersion,  and 
consequently  forming  an  image  free  from  the  primary  priBmatic  colors. 

The  oommon  form  of  achromatic  oompoand  lens  is  a  plano>eoncaTe  lens  of 
flint  glass,  united  with  a  doable  convex  lens  of  erown  glass.  Such  lenses  are 
found  in  opera-glasses  and  spy-glasses,  called  achromatic,  used  both  on  land  and 
at  sea.  This  form  of  lens  is  also  often  employed  in  the  smaller  astronomieal 
telescopes.  But  in  snoh  glasses  a  certain  amount  of  spherical  aberration  remains 
uncorrected. 

To  secure  perfect  correction  of  spherical  and  chromatic  aberration  at  the  same 
time,  a  double  eoneare  lens  of  flint  glass  has  been  placed  between  two  double 
oouTez  lenses  of  crown  glass,  the  curved'  surfaces  of  the  several  lenses  being 
carefully  estimated  in  view  of  the  refiraotive  and  dispersive  powers  of  the  two 
kinds  of  glass  employed. 

The  refractive  and  dispersive  powers  of  glass  are  so  variable,  that  the  optician 
is  obliged  to  determine  them  anew  for  every  new  specimen  of  glass,  and  estimate 
again,  by  the  formulas  already  given,  the  proportional  curvatures  of  the  lenses 
to  be  constructed  from  it. 

Sir  John  Hersohel  found  that  an  achromatic  object-glass  of  the  form 
shown  in  fig.  383,  will  be  nearly  free  from  spherical  aberration,  if  the 
exterior  surface  of  the  crown  lens  is  6*72,  and  the  exterior  sur-     333 
face  of  the  flint  lens  14*20,  the  focal  length  of  the  combination  ^ . 
being  10*00 ;  and  the  interior  surfaces  of  the  two  lenses  being 
computed  from  these  data  to  destroy  the  chromatic  aberration 
by  making  the  focal  lengths  of  the  two  glasses  in  the  direct  I 
ratio  of  their  dispersive  powers  (467).   The  two  interior  surfiuses 
that  come  in  contact  may  be  cemented  together  if  the  lenses  are 
small. 

Until  quite  recently,  almost  insuperable  obstacles  interfered  with  the  1 
ilMture  of  flint  glass  in  large  pieces  of  uniform  density,  flree  from  veins  and 
imperfections. 

In  1828,  an  achromatic  lens  fourteen  inches  in  diameter  was  considered  a  true 
marvel  of  optical  art  The  object-glass  in  the  great  achromatic  refh^ting  tele- 
scope at  Cambridge,  Mass.  (one  of  the  largest  in  use),  is  about  sixteen  inches  in 
diameter,  with  a  dear  aperture  of  fifteen  inches,  and  it  cos^  unmounted,  about 
$15,000.  Mr.  Bontemps,  a  French  artist,  employed  in  the  glass  works  of  Messrs. 
Chance,  Brothers  St  Co.,  Birmingham,  Bng.,  has  suooeeded  in  producing  a  disk 
of  flint  glass  twenty-nine  inches  in  diameter,  two  and  a  half  inches  thick,  weigh- 
ing two  hundred  pounds,  and  pronounced  by  the  most  skillful  opticians  very 
nearly  faultless. 

505.  Equatorial  monntlnga  for  teleacopea. — ^With  telescopes  of 
great  power,  the  diurnal  motion  of  the  earth  causes  a  celestial  object  to 
pass  out  of  the  field  of  view  too  rapidly  to  allow  of  satisfactory  observa- 
tion. To  obviate  this  difficulty,  a  system  of  machinery  called  an 
equatorial  mounting,  has  been  devised,  to  give  to  the  telescope  such  s 
uniform  motion  as  to  keep  any  celestial  object  constantly  in  the  field 
of  view. 
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Ao  azifl  firmly  supported  U  placed  parallel  to  the  azii!  of  the  earth,  and  is 
uosed  to  revolye  by  clock-work  with  a  motion  exactly  equal  to  the  sidereal 
notion  of  the  heayens.  A  second  axis,  across  which  the  telescope  is  moanted, 
is  fixed  upon  the  first  axis,  and  at  right  angles  with  it.  The  telescope  can 
be  elevated  or  depressed  in  declination  by  motion  of  the  second  axis,  and  it  can 
be  mored  in  right  ascension  by  motion  on  the  first  axis.  When  the  telescope 
has  been  thus  directed  tu  any  celestial  object,  it  may  be  clamped  on  both  axc9, 
and  the  movement  of  the  clock-work  will  cause  it  to  follow  the  motion  of  the 
object  in  the  heavens. 

506.  The  Cambridge  telescope  with  equatorial  moantinge  is 
shown  in  fig.  384. 

It  stands  on  a  granite  pier  surmounted  by  a  single  block  of  granite  ten  feet 
la  Mgbt»  to  whieh  the  metallic  bed-plate  of  the  telescope  is  secured  by  bolts 

384 


and  screws.    It  is  covered  by  a  dome  moving  on  a  ofreular  raQway,  which  Is 
easily  rotated  so  as  to  allow  the  great  telescope,  twenty-three  feet  in  length,  to 
be  directed  to  any  part  of  the  heavens.     A  narrow  window,  closed  by  shutters 
S3 
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moved  bj  ohains,  Ib  opened  when  the  telescope  is  in  use.  The  hour  eirelt 
attached  to  the  equatorial  axis  is  eighteen  inches  in  diameter,  divided  on  sUret, 
and  reads  by  two  verniers  to  one  second  of  time.  The  decliDation  cirtle  ii 
twenty-six  inches  in  diameter,  divided  on  silver,  and  reads  by  four  verniers  tft 
four  seconds  of  arc. 

The  movable  portion  of  the  telescope  and  machinery  is  estimated  to  veigb 
about  three  tons,  but  it  is  so  perfectly  oonnterpoised  and  a4jasted  that  the 
observer  can  direct  the  instrument  to  any  part  of  the  hearens  by  a  very  slight 
pressure  of  the  hand  upon  the  balance  rods.  This  great  achromatic  teleieope 
has  eighteen  different  eye-pieces,  giving  to  the  instrument  magnifying  powers 
varying  from  103  to  2000  diameters. 

507.  The  visua'  power  of  teleBCopefl,  or  the  aid  which  they  afford 
in  viewing  distant  objects,  depends  upon  the  comhined  effects  of 
increased  light  and  magnifying  power. 

Sir  William  Hersohel  relates  that,  on  a  certain  occasion,  when  on 
account  of  the  darkness  a  distant  steeple  was  invisible,  a  telescope 
shf>wed  very  distinctly  the  time  by  the  clock  on  the  tower.  Here  but 
little  magnifying  power  was  required,  and  there  was  a  deficiency  of 
illumination,  yet  the  telescope  supplied  both. 

To  understand  the  principles  upon  which  this  power  of  telescopes 
dnpends,  it  is  necessary  to  attend  to  the  following  particulars  :— 

1.  Magnifying  power  is  measured  by  the  enlargement  of  the  image 
seen  in  the  telescope,  as  compared  with  the  apparent  dimensions  of  the 
object  as  seen  by  the  naked  eye. 

2.  ,The  iUuminating  power  of  the  telescope  is  the  amount  of  light 
vvhich  it  collects  from  any  object,  and  transmits  to  the  eye  for  the  pu^ 
poses  of  vision,  as  compared  with  the  amount  of  light  from  the  same 
object  received  by  the  unassisted  eye. 

The  illuminating  power  of  the  telescope  should  be  oareAilly  distingnished  fan 
illumination  of  the  object 

3.  Penetrating  power  is  the  ratio  of  the  distances  at  which  the  eye  aod 
telescope  would  collect,  for  the  purposes  of  vision,  an  equal  amount  of 
light.  Hence  the  penetrating  power  of  a  telesoope  is  equal  to  the 
square  root  of  the  illuminating  power. 

4.  The  visual'power  of  a  telescope  is  found  by  extracting  the  square 
root  of  the  product  obtained  by  multiplying  the  penetrating  power  by 
the  magnifying  power. 

Putting  P  for  the  penetrating  power  of  a  refracting  telescope,  x  for  the  pro- 
portion of  light  transmitted  by  a  single  lens,  n  for  the  number  of  lenses  in  the 
instrument,  A  the  available  diameter  of  the  fteld-lens,  and  a  for  the  diameter  of 

the  pupil  of  the  eye,  we  shall  have  the  illuminating  power  sss  — p. 

/2v"    A    .- 

The  penetrating  power,      P  =  -^f  — j-  =s  —  i/«". 
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The  Tslae  of  x  in  this  eqiuktion  will  rtaj  with  the  thiokness  of  the  lenses,  the 
Aegne  of  polish,  and  the  amount  of  coryature;  but  for  ordinary  purposes  of 
ealenlation  we  maj  consider  its  ya^ue  as  varying  from  -f^f  to  |^. 

Let  if  represent  the  magnifying  power  and  V  the  yisual  power  of  a  telescope, 

and  we  shaU  have  generally,       V  =  i/Hp  =  ]  if.-.*'  I  K 

It  will  be  evident  that  the  best  effect  with  the  telescope  will  bo  obtained  when 
Ihe  penetrating  and  magnifying  powers  are  nearly  equal.  If  the  magnifying 
power  is  in  excess,  though  the  image  may  be  enlarged,  it  will  be  too  faint  to 
produce  a  clear  impression.  If  the  magnifying  power  is  too  small  in  proportion 
to  the  penetrating  power,  the  eyes  will  be  dauled  by  the  excess  of  light,  while 
the  several  parts  of  the  image  will  not  be  clearly  separated  upon  the  retina. 

The  magnifying  power  of  the  telescope  is  therefore  varied  by  the  use  of  dif- 
ferent eye-pieces  (606)  to  suit  the  state  of  the  atmosphere  and  the  degree  of 
illumination  of  the  object  viewed. 

508.  Aohromatio  object  glaBaes  for  miorosoopes,  if  oonstruoted 
of  the  forms  used  in  telescopes,  are  very  unsatisfactory.  In  the  first 
place,  it  is  found  exceedingly  difficult  to  construct  such  lenses  sufficiently 
small  for  the  high  magnifying  powers  required  in  the  microscope. 
Secondly,  the  largest  achromatic  lenses  for  telescopes  have  but  a  small 
diameter  in  proportion  to  the  length  of  their  foci,  and  if  lenses  for  the 
microscope  have  a  diameter  equally  small  in  proportion  to  their  foci, 
they  admit  too  little  light  to  be  of  much  practical  utility.  But  if  their 
diameter  is  increased,  the  light  admitted  through  the  borders  of  the 
lenses  producen  fringes,  with  colors  in  the  inverse  order  of  the  solar  spec- 
trum, showing  that  while  the  color  is  perfectly  corrected  in  the  centre, 
the  correction  effected  by  the  concave  lens  is  too  great  at  the  margin. 

509.  iaater'8  aplanatic  fool,  and  compound  objeotives: — The 
«i iscoveries  of  Joseph  Jackson  Lister,  Esq.,  communicated  to  the  Royal 
Society  in  1830,  have  proved  of  the  utmost  value  in  perfecting  the  com- 
pound achromatic  microscope.  His  preliminary  principles  are,  1st,  that 
plano-couTex  achromatic  lenses,  shown  in  fig.  371,  are  most  easily  con- 
structed. 2d,  that  if  the  convex  and  concave  lenses  have  their  inner 
surfaces  of  the  same  curvature,  and  are  cemented  together,  much  less 
light  is  lo8t  by  reflection  than  if  the  lenses  are  not  cemented.  Mr. 
Lister  dis<:overed  that  every  such  piano-  386 

convex  achromatic  combination  as  A  A,  o..^ 

fig.  385,  has  some  point,  as  /,  not  far    ......^ ^^^jj|2fcf_ £_ 

from  ita  principal  focus,  from  which  <...      tr-i^"?^;  "  LJ| 

radiant  liglit  falling  upon  the  lens  will    i ^^^^^^-^    ^ 

be  transmitted  free  also  from  spherical  ^   -^  ^^5""^ 

aberration.  This  yoint  is  therefore  called  an  aplanatic  focus.  The 
incident  ray,  /d,  makes  with  the  perpendicular,  t  d,  an  angle  con- 
siderably less  than  the  emergent  ray,  e  g,  makes  with  e  h  the  perpen- 
dicular at  the  point  of  emergence.    The  angle  of  emergence  is  nearly 
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three  times  as  great  as  the  angle  of  incidence,  and  the  rays  emerge  from 
the  lens  nearly  parallel,  or  converging  towards  a  focus  at  a  moderate 
distance  from  the  lens. 

If  the  radiant  point  is  now  made  to  approach  the  lens,  so  that  the  ny/dey 
becomes  more  divergent  from  the  axis,  as  the  angles  of  inoidenee  and  emerpenoe 
become  more  nearly  equal  to  each  other,  the  spherical  aberration  becomes  nop- 
live  or  over-corrected.  But  if  the  radiant  point,  /,  continues  to  approach  the 
glass,  the  angle  of  incidence  increases,  and  the  angle  of  emergence  dimiDishes 
and  becomes  less  than  the  angle  of  incidence,  and  the  negative  spherical  abem- 
tion  produced  by  the  outer  curves  of  the  compound  lens  becomes  again  equal  to 
the  opposing  positive  aberrations  produced  by  tbe  Inner  curves  which  sra 
cemented  together.  When  the  radiant  has  reaohed  this  point  f  (at  which  the 
angle  of  incidence  does  not  exceed  that  of  emergence  so  much  as  it  had  at  fint 
come  short  of  it),  the  rays  again  pass  the  glass,  free  from  spherical  aberration. 
The  point/'  is  called  the  shorter  apian atic  focus. 

For  all  points  between  the  two  aplanatin  foci /and/  the  spherical  aberration 
is  over-corrected,  or  negative ;  and  for  all  radiant  points  more  distant  than  the 
longer  aplanatio  focus/,  or  less  distant  than  the  shorter  aplanatic  focus  /,  the 
spherical  aberration  is  under-corrected,  or  positive.  These  aplanatic  foci  have 
another  singular  property.  If  a  radiant  point  in  an  oblique  or  secondary  axis 
is  situated  at  the  distance  of  the  longer  aplanatio  focus,  the  image  situated  in 
the  corresponding  oonjngate  focus  will  not  be  sharply  defined,  but  will  have  a 
eoma  extending  outwards,  distorting  the  image.  If  the  shorter  aplanatic  focus 
is  used,  the  image  of  a  point  in  the  secondary  axis  will  have  a  coma  extending 
towards  the  centre  of  the  field.  These  peculiarities  of  the  coma  produced  by 
oblique  pencils  are  found  to  be  inseparable  attendants  on  the  two  aplanatic  foeL 

These  principles  furnish  the  means  of  entirely  correcting  Ixttb  chro- 
matic and  spherical  aberration,  and  of  destroying  the  coma  of  oblique 
pencils,  and  also  of  transmitting  a  large  angular  pencil  of  light  free 
from  every  species  of  error. 

Two  plano-convex  achromatic  lenses,  AM,  fig.  086,  are  so  arranged 
that  the  light  radiating  from  ^^® 

the  shorter  aplanatic  focus  of 
the  anterior  combination  is  re- 
ceived by  the  second  lens  in  the 
direction  of  y^'',  its  longer  apla- 
natic focus.  "^^ 

If  the  two  compound  lenses  are  fixed  in  this  position,  the  radiant 
point  may  be  moved  backwards  or  forwards  within  moderate  limits,  and 
the  opposite  errors  of  the  two  compound  lenses  will  ba-  337 

lance  each  other. 

Achromatic  lenses  of  other  forms  have  similar  pro- 
perties. It  is  found  in  practice  that  larger  pencils  free 
from  errors  can  be  transmitted  by  employing  three  com- 
pound lenses,  the  middle  and  posterior  combinations 
being  so  united  as  to  act  as  a  single  lens,  together  balancing  the  aber- 
rations of  the  more  powerful  anterior  combinations.     Fig.  387  shows 
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a  oommon  form  of  the  triple  aplanatic  and  achromatic  objective,  used 

for  the  compound  microscope. 
510.  Aberration  of  glass  cover  corrected. — If  an  object  viewed 

with  an  achromatic  microscope,  which  has  all  its  aberrations  corrected 

for  an  uncovered  object,  is  covered  with  even  a  thin  film  of  glass  or 

mica,  spherical  aberration  is  again  produced,  thus  Rennibly  impairing 

the  distinctness  of  vision  when  a  high  power  is  used. 
Let  abed,  fig.  388,  be  a  film  of  glaas  or  mica  bounded  by  parallel  snrfaoetf. 

[f  rays  of  light,  diverging  from  0,  pass  through  this  film,  the  ray  0  T'  R'  E' 

will  raffer  greater  displacement  than  the  ray  0  T  R  E,  388 

which  makes  a  smaller  angle  with   tho  perpendicular 

OP.  If  R  E  and  R'  E'  are  extended  backward,  they 
will  croes  the  axis  or  perpendicular  at  the  points  X  and 
Y.  This  separation  of  the  points  X  and  Y  is  exactly 
similar  to  the  spherical  aberration  of  a  concave  lens,  and 
is  therefore  called  negative  spherical  aberration.  Chro- 
matic aberration  is  also  produced  by  the  same  means. 
The  efiioct  observed  by  the  eye  in  such  oases  is,  that  lines  are  not  so  sharply 
defined,  and  the  outline  of  an  object  appears  bordered  with  broader  fringes,  with 
colors  of  the  secondary  spectrum  upon  the  borders  of  the  object.  These  errors 
are  easily  corrected  by  diminishing  the  distance  between  the  anterior  and 
posterior  combinations  of  the  compound  objective,  which  is  furnished  with  an 
a4jasting  screw  for  this  purpose. 

511.  The  compoand  achromatic  microscope  is  composed  of  the 

389 


triple  achromatic  objective,  AMP, fig.  389,  and  the  negative  eye-piece, 
formed  of  the  field-lens  F  F,  and  the  eye-lens  E  E. 

The  section  drawn  m  the  figure,  shows  how  the  light  is  acted  upon  in  passing 
through  the  different  parts  of  the  instrument  Pencils  of  rays  from  all  parts  of 
the  object,  •  I,  pass  through  the  compound  objective  AMP,  and  tend  to  form  a 
red  image  at  R  R,  and  a  violet  image  at  V  V,  the  object-glass  being  slightly 
over-corrected,  so  as  to  project  the  violet  rays  as  far  beyond  tho  rod  as  may  be 
necessary  to  make  up  for  the  want  of  absolute  achromatism  in  the  eye-piece. 
The  converging  pencils  8,  C,  T,  being  intercepted  by  the  field-lens  F,  are  fore- 
shortened, and  at  the  same  time  the  lateral  pencils  are  bent  inward,  so  that  the 
images  v  v,  rr,  are  smaller,  nearer  together  than  V  V,  R  R,  and  curved  in  an 
opposite  direction.  The  reversion  of  the  curvature  of  the  images  is  produced  by 
the  form  of  the  field-lens,  which  meets  the  central  pencil,  C,  much  farther  from 
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the  images  V  V,  B  R,  than  where  it  meets  the  lateral  pencils  8  T ;  thus  the  foesi 
of  the  central  pencil  is  more  shortened  than  the  others.  The  field-lens  of  th« 
negative  eye-piece  does  not  reverse  the  onrvatare  in  every  variety  of  instrament, 
but  it  always  changes  the  form  of  the  images  so  as  to  improve  the  defiaition. 
The  violet  rays  8  n,  T  »,  fall  upon  the  eye-lens  nearer  its  axis,  than  the  red  nji 
8  m,  T  m,  which  are  less  refrangible,  and  hence  the  eye-lens  eoanteraets  the 
divergence  of  the  colored  rays  which  wore  separated  by  the  fleld-lens,  and  csaisi 
them  to  pass  to  the  eye  so  nearly  parallel  that  they  appear  to  diverge  from  the 
same  point  of  the  virtual  image  S  T,  formed  at  the  distance  of  distinct  vision. 
The  distance  between  the  red  and  violet  images  rr,  r  r,  is  jnst  eqnal  to  the  dif- 
ference between  the  red  and  violet  foci  of  the  lens,  and  these  images  being  onrred 
jnst  enough  to  bring  every  part  ,into  exact  focus  for  the  eye-lens,  the  eye  sees 
the  image  at  S'  T'  spread  out  in  its  true  form  on  a  flat  field. 

By  means  of  this  beautiful  system  of  compensations,  for  the  various  errors  of 
chromatic  and  spherical  aberration  and  curvature  of  the  ima^,  which  interfers 
with  the  performance  of  a  single  lens,  the  compound  achromatic  microscope  baa 
been  brought  to  a  degree  of  perfection  unsurpassed  by  any  instrument  employed 
in  practical  physics. 

512.  Solid  eye-piece. — A  negative  eye-piece,  coDstructed  of  » 
single  pieoe  of  glass,  has  been  patented  by  Mr.  R.  B.  Tolles,  uf  Canas- 
tota,  N.  Y.  In  the  solid  eye-piece  there  is  mach  less  loss  of  light 
by  reflection,  as  there  are  only  one-half  as  many  refracting  surfaces 
as  in  the  ordinary  eye-piece.  The  image  is  of  course  formed  in  the 
substance  of  the  glass.  This  eye-piece  allows  the  use  of  a  higher 
magnifying  power  than  the  eye-piece  formed  of  two  lenses,  and  it  is 
thought  also  to  give  more  perfect  definition. 

513.  Visual  power  of  the  achromatio  mioroscope. — The  great 
distinction  between  the  telescope  and  the  microscope  consists  in  the 
fact  that  while  the  former,  practically  speaking,  is  suited  to  receive 
parallel  rays  from  a  distant  object,  the  latter  has  to  deal  vrith  rajs 
which  diverge  from  a  closely  approximate  point  On  this  account  the 
formula  for  visual  power  will  require  some  modification. 

Angular  aperture, — The  angular  breadth  of  the  cone  of  light  which 
a  microscope  receives  from  an  object,  and  transmits  to  the  eye,  is  called 
its  angular  aperture. 

Illuminating  power  in  the  microscope  depends  upon  the  square  of  the 
angular  aperture,  due  allowance  being  made  for  the  light  Kwt  in  its 
passage  through  the  instrument. 

When  the  formula  for  visual  power  is  applied  to  tiie  microscope,  A  mast  repre- 
sent the  angular  aperture  of  the  instrument  measured  in  degrees ;  and  a  will 
represent  the  angular  breadth  of  a  cone  of  light  which  can  enter  the  pupil  of 
the  eye  from  an  object  at  the  distance  of  distinct  vision  =  1°  very  nearly.  We 
shall  then  have : — 

The  penetrating  power  of  the  microscope,  P  =  ilj/«";  or  the  penetrating 
power  varies  directly  as  the  angular  aperture.  This  is  not  absolately  oorrsel» 
for  the  loss  of  light  by  reflection  causes  x  to  diminish  as  A  increases. 


OPTI08. 


363 


L«t  C  s*  |/x"f  ftod  we  shall  bate : — The  visual  power  of  the  mioroseope. 

Or  (since  the  magnifying  power,  or  the  eye-piece,  which  may  be  employed, 
raries  with  the  angular  aperture),  generally : — 

The  vieual  power  of  the  microeeope  ie  proportional  to  the  equare  root  of  the 
emgwlar  aperture  of  the  objeet-glaee, 

Ihfitiing  power,  or  sharpneBS  of  minute  details  in  an  object  seen  by  the  micro- 
scope, requires  perfect  correction  of  chromatic  a^d  spherical  aberration. 

In  fig.  390,  A,  B,  G,  D,  show  the  suooessiye  appearances  of  a  scale  of  Mor^ 
pho  Jfeftelaue,  by  regular  enlargements  of  the  angular  aperture  of  the  micro- 
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seope  with  which  it  was  riewed.  The  arailable  angular  aperture  of  a  single 
lens  seldom  exceeds  fifteen  or  twenty  degrees.  In  the  triple  achromatic  objec- 
tire,  the  aperture  for  ordinary 
obserrations  has  been  extended 
to  lOO^.  With  the  highest  powers 
UMd  for  viewing  infusoria,  both 
English  and  American  opticians 
hare  advanced  the  angular  aper- 
ture to  150®,  and  in  some  glasses 
to  176<». 

514.  The  mechanioal  ar- 
rangement of  the  mioro- 
soope  18  well  exhibited  in 
fig.  391,  which  has  been  en- 
graTed  from  a  yery  excellent 
inBtrnmeni,  manufactured  by 
J.  &  W.  Grunow,  New  Haven, 
Conn. 

The  instrument  is  mounted  on 
trunnions,  which  allow  it  to  be 
inclined  at  any  angle.  The  body 
of  the  microscope  is  moved  in  a 
grooved  support,  by  a  rack  and 
pinion  motion  for  ac^usting  the 
focus.  The  stage  has  a  fine,  deli- 
cate movement,  by  a  screw  and 
milled  head,  acting  upon  a  lever 
at  the  back  of  the  instrument,  by 
which  movement  the  focus  can  be 
adjofted  with  the  utmost  delicacy. 

The  stage  itself  can  be  moved  freely  in  any  direction  by  a  lever  at  the  right. 
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A  mirror,  ooi  care  on  one  side,  and  plane  on  the  other,  is  so  monnted  below  Uu 
ttage  aa  to  illuminate  the  object  with  either  parallel  or  convergifig  rajs. 

Polarising  apparatus,  and  other  aeoessories,  are  fitted  to  the  stage,  and  to  tbt 
body  of  the  microscope. 

515.  The  magio  lantern  is  an  instrument  for  projecting  opon  a 
screen,  images  of  transparent  pictures  painted  on  glass. 

A  lamp  is  plaeed  in  a  dark  box,  before  a  parabolio  reflector,  M  N,  fig.  892, 
which  throws  the  light  upon  a  conrex  lens,  A,  bj  which  it  is  strongly  eondsnscil 

892 


upon  the  object  painted  on  the  glass  slid^  inserted  at  C  D.  The  magnifjing 
lens,  B,  forms  an  image  of  the  illuminated  picture  upon  a  screen  E  F,  placed  tX 
its  coxgugate  focus.  The  picture  is  placed  in  an  inverted  position,  to  prodace 
an  erect  image  upon  the  screen. 

A  great  variety  of  objects  painted  on  glass  can  thns  be  exhibited  either  for 
amusement  or  instruction.  The  magnifying  power  of  the  magic  lantern  is 
equal  to  the  distance  of  the  screen  from  the  lens,  B,  divided  by  the  distance  of 
the  lens  from  the  object. 

516.  The  solar  miorosoope  is  a  species  of  magic  lantern  illomi- 
nated  by  the  sun.  It  is,  however,  much  more  perfect  in  its  stmctare, 
and  it  is  commonly  employed  for  viewing  on  a  screen  images  cf  natonl 
objects,  very  highly  magnified. 

The  stractnre  and  arrangement  of  the  solar  microscope  are  shown  in  fig.  S91 

393 


It  is  mounted  over  an  opening  in  the  shatter  of  a  dark  room,  on  the  side  towards 
the  sun.     A  plane  mirror,  M,  is  so  surranged  oataide  the  shatter  as  to  refieoi  the 
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imyf  of  sanligbty  S,  through  the  oondensiog  lens,  A,  into  the  mioioscope.  By  turn- 
ing the  eorew,  B,  the  mirror  may  be  elevated  or  depressed,  and  by  means  of  another 
screw,  T,  it  can  be  rotated  on  the  axis  of  the  microscope,  so  as  to  follow  the  motions 
of  the  sun.  A  small  lens,  E,  moved  by  the  rack  and  pinion  with  the  milled  head 
C,  Mtrefl  to  condense  the  light  upon  the  object  slide,  0.  The  slide  0,  which  carries 
the  object^  is  secured  between  the  brass  plates  K  K,  by  the  screws,  H  U. 

The  object,  strongly  illuminated,  is  ac^justed  to  the  focus  of  the  small  lens,  L 
(which  may  be  either  a  small  globule  of  glass,  or  a  compound  achromatic  objec- 
tive, of  short  focus),  and  an  image,  a  6,  greatly  enlarged,  formed  in  the  conjugate 
focus  of  the  lens,  is  received  upon  a  white  screen  placed  in  a  convenient  position. 
By  diminishing  the  distance  between  the  object  and  the  lens,  L,  the  conjugate 
focus  will  be  more  distant,  the  screen  may  be  placed  farther  from  the  lens,  and 
the  magnifying  power  will  be  proportionally  enlarged. 

Instead  of  employing  the  light  of  the  sun,  the  solar  microscope  may  be  illu- 
minated by  the  electric,  or  by  the  oxyhydrogen  light. 

517.  The  camera  obacora  consists  of  a  dark  chamber  in  which 
images  of  external  objects  are  formed  by  the  aid  of  a  mirror,  and  a 
concave  lens.    This  instrument  affords  a  con-  894 

nient  method  of  sketching  natural  scenery. 

A  plane  mirror,  m,  fig.  394,  placed  at  an  angle  of 
45®  with  the  horizon,  reflects  the  light  downward, 
through  a  converging  lens,  placed  in  the  top  of  the 
dark  chamber.  A  sheet  of  paper  placed  on  the  table 
»in  the  focus  of  the  IenS|  receives  the  image  of  aland- 
Bcapci  or  other  object,  which  can  be  traced  with  a 
pencil  by  the  artist,  sitting,  as  shown  in  the  figure, 
with  his  head  and  shoulders  protected  from  extra- 
neous light  by  a  dark  curtain. 

The  student  can  easily  prepare  an  instrument  of 
this  kind,  by  inserting  a  spectacle  glass  in  an  ori- 
fice in  the  top  of  a  box  about  two  feet  high,  and 
placing  a  common  mirror  at  the  required  angle  j 
above  it.  The  paper  on  the  table  can  be  placed  on  I 
a  drawing-board,  and  fixed  at  such  a  distance  from' 
the  lens  as  gives  the  most  distinct  image.  A  cloak  thrown  over  the  side  of  the 
box  where  the  observer  sits,  will  darken  the  chamber  so  as  to  permit  sketches  to 
be  made  with  great  facility.  396 

Instead  of  the  mirror  and  lens  shown  in  fig.  394,  a  rectangu- 
lar prism  is  often  used  as  a  reflector,  and  if  one  side  of  the  prism 
ii  ground  in  the  form  of  a  lens,  the  two  parts  of  the  instrument 
are  eombined  in  one. 

518.  Wollaston'a  camera  lacida  is  another  instru- 
ment used  for  sketching  from  nature.  It  consists  of  a 
prism,  abed,  fig.  395,  of  which  the  angle,  b,  is  a  right 
angle,  the  angle,  d^  is  135°,  and  the  angles  at  a  and  c 

•  are  each  67^''. 

It  is  mounted  on  a  suitable  stand,  and  the  eye,  P  P',  placed  I 
as  shown  in  the  figure,  sees  the  image  of  a  distant  object  as  though  projected 
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apon  the  paper  M  N,  where  the  ontline  may  bo  traced  by  the  pencil  S,  the  eye 
setiing  the  imago  and  the  pencil  at  the  same  time.  The  light  from  a  dictaat 
object  entering  the  prism  nearly  at  right  angles  with  the  face,  6  e,  twice  inffen 
total  reflection,  and  emerges  perpendicular  to  the  face  a  b,  when  it  enters  the 
eye,  and  appears  as  if  coming  from  the  paper,  MN.  The  image  psojected  upon 
the  paper  is  as  much  smaller  than  the  objeet  as  its  distance  firom  tiie  prism  is 
less  than  the  distance  of  the  object.  The  image  can  be  made  to  assume  any 
required  dimensions  by  Tarying  the  relatire  distances  of  the  pa^r  and  the 
object.  This  instrument  is  principally  employed  by  artists  for  sketching  land- 
scapes. 

A  number  of  other  forms  of  camera  Incida  are  employed  to  suit  different  pur- 
poses, but  in  all  of  them,  either  the  objeet,  or  the  pencil  and  paper,  are  riewed 
by  reflected  light,  made  to  coincide  in  direction  with  the  direct  light. 

519.  Photog;raphy  is  the  art  of  prodaoing  pictures  by  the  ohemiotl 
action  of  light.  The  daguerreotype,  ambrotype,  erystallotype,  and 
photo>lithograph,  are  all  produced  by  modified  applications  of  the 
camera  obscura.  Instead  of  the  plain  paper  and  pencil  nsed  by  the 
artist  for  sketching  with  the  camera,  a  surface  of  silver  or  collodion, 
made  sensitive  by  iodine,  bromine,  or  some  other  chemical  preparataon, 
is  placed  in  the  camera  and  subjected  to  the  action  of  the  light  of  the 
image  projected  there  by  the  lens.  896 

A  oamera  employed  for  photography  in  any 
of  its  forms,  requires  to  be  aobromatio,  and 
also  that  the  chemical  rays  shall  be  brought  to 
a  focus  at  the  same  point  as  the  rlsnal  rays,  or 
at  a  well-deflned  distance  from  them.  As  objects 
copied  by  photography  are  seldom  flat,  the  objec-  ' 
tiTe  of  the  camera  requires  to  be  so  constructed 
as  not  only  to  giro  perfect  definition  of  all  objects 
situated  in  the  focal  plane,  but  also  it  should  be  adapted  to  give  tolerably  good 
definition  of  parts  of  an  object  that  are  situated  a  little  anterior  or  posterior  to 
the  focal  plane. 

The  usual  form  of  the  camera  employed  in  photography,  is  shown  in  fig.  396 
ThA  achromatic  compound  lens,  A,  is  attached  to  the  box,  C,  and  can  be  moved 
backwards  or  forwards  by  turning  the  milled  bead,  D.  The  second  box,  B, 
slides  within  the  first.  A  plate  of  ground  glass  set  in  the  frame,  E,  is  inserted 
in  B,  and  when  the  focus  is  so  acyusted  as  to  give  a  perfect  image  on  the  grouad 
glass,  this  is  removed,  and  the  sensitive  plate  covered  by  a  dark  screen  is  inserted 
in  its  place.  The  dark  screen  is  then  removed,  and  the  light  produces  a  ehemi- 
eal  change  where  the  image  is  projected.  This  image  is  then  made  permanent 
by  vapor  of  mercury  or  other  chemical  applications. 

520.  Railway  illaminatlon. — For  illuminating  railroads,  it  is 
important  to  throw  upon  the  track  a  powerful  beam  of  light*  consisting 
of  rays  nearly  parallel.  When  the  track  is  thus  illuminated,  objects 
upon  it  are  more  readily  distinguished  by  contrast  with  surrounding 
darkness ;  it  is  therefore  desirable  to  limit  the  light  to  the  immediate 
▼ioinity  of  the  track. 

Tlic  common  method  of  effecting  this  object  is  to  place  an  Argand  lamp  in 
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Hm  fo«as  of  a  Urge  parabolio  refleotor  (326),  situated  in  front  of  the  locomotive. 
The  light  ia  thus  thrown  forward  in  parallel  lineSi  and  the  lateral  illumination 
produced  by  light  radiated  direetly  from  the  lamp  is  comparatively  small. 

521.  The  Fresnel  lens,  a  section  of  which  is  shown  at  o  A^,  fig. 
397,  is  also  employed  for  projecting  a  powerful  beam  of  parallel  light 
upon  objects  to  be  illuminated  at  a  (lis-  397 

tance.     This  form  of  lens,  invented  and  ,     . 

first    applied    to    practical    purposes   by 

Fresnel,  consists  of  a  central  plano-convex 

lens,   surrounded    by   segmentary    rings, 

with  curvatures  successively  diminishing 

as  much    as  is   necessary  to  avoid  the 

spherical  aberration  of  a  single  lens,  the 

central  lens,  and  all  the  angular  segments  having  their  cur\es  ^.i 

adjusted  as  to  have  a  common  focus. 

The  segmentary  rings  are  sometimes  made  entire,  bat  generally,  when  the 
siie  is  eonsiderable,  each  ring  is  composed  of  several  parts.  The  central  Ions 
and  lateral  segments  are  all  cemented  to  a  plate  of  glass,  as  shown  in  the  figure. 

For  most  purposes,  where  the  Fresnel  lens  is  employed,  it  is  necessary  to  give 
the  illaminating  beam  of  light  a  slight  degree  of  divergence.  It  will  be  easily 
teen  from  the  fligure,  that  if  the  centre  of  the  lamp  is  placed  at  the  principal 
foeus  of  the  lens,  F,  the  divergence  of  the  beam,  after  passing  the  lens,  will  be 
eqval  to  the  angle  bAb,  which  the  flame  of  the  lamp  subtends  at  the  surface  of 
the  lens.  A  concave  mirror  is  also  placed  behind  the  lamp,  to  throw  forward 
the  light  in  a  condition  to  be  refracted  nearly  parallel  by  the  lens  in  front  of  the 
lamp.  A  much  more  brilliant  beam  of  light  is  obtained  in  this  manner  than  by 
the  parabolic  reflectors  alone.  This  lens  i»  also  used  in  France  for  railway 
illomination. 

522.  Sea-lights,  designed  as  beacons  to  the  mariner  upon  danger^ 
ouB  coasts,  or  for  lighting  harbors,  are  usually  placed  in  towers,  called 
light-houses.  The  great  elevation  of  the  light 
permits  it  to  be  seen  far  out  at  sea.  It  is  evident 
that  all  light  thrown  out  above  or  below  the 
plane  of  the  horizon,  is  of  no  avail  to  the 
mariner. 
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By  an  ingenious  application  of  the  principles  of  the 
Fresnel  lens,  a  sheet  of  light  is  thrown  out  in  every 
direction  in  the  plane  of  the  horizon.  If  fig.  398  is 
revolved  about  the  central  perpendicular  line,  as  an 
axis,  it  will  generate  the  apparatus  Imown  as  the 
Fr^nul  fixed  light.  The  central  sone  will  consist  of  a 
series  of  hoops  whoso  perpendicular  section  is  everywhere  the  same  as  a  section 
of  the  Fresnel  lens.  This  lone  will  therefore  sg  act  upon  the  light  of  a  lamp 
placed  at  the  centre,  as  to  project  a  sheet  of  light  in  every  direction  in  the  plane 
ef  the  horiion.     Above  and  below  the  central  sone,  are  series  of  triangular 
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hoops.    A  seetion  of  one  of  these  hoops,  and  its  Mtion  upon  light  nditiHng 

from  the  central  lamp,  is  shown  in  fig.  399 ;  A  C  and  B  C  are  plane  Dmss,  wbil« 

A  B  is  a  convex  snrface.     Light  from  the  focns,  F, 

fs  refracted  on  entering  the  face  B  C,  it  undergoes 

total  reflection  at  the  surface  A  B,  and  a  second 

refraction  at  A  C,  from  which  it  emerges  in  lines 

parallel  to  the  horison. 

The  focus  of  each  prismatic  hoop  is  carefully 
calculated  for  the  place  it  is  to  occupy,  so  that 
every  part  of  the  apparatus  throws  out  the  light 
that  falls  upon  it  in  a  horiiontal  direction. 

523.  Revolving  UghtB.-— To  distinguish 
one  lighthouse  on  the  coast  from  another,  the 
Fresnel  light  is  so  modified  as  to  give  a 
steady  light,  and  also  revolving  flashes  of  light  of  very  great  intensitj. 

In  the  revolving  Fresnel  light,  the  triangular  400 

prismatic  hoops  above  and  below  the  central  zone 
are  the  same  as  for  the  fixed  light,  but  the  central 
tone  is  made  of  eight  Fresnel  lenses,  fig.  400,  set 
as  shown  in  the  lower  part  of  figure.  The  upper 
part  of  the  same  figure  shows  a  front  view  of  the 
central  sone.  While  the  entire  apparatus  revolves 
as  shown  by  the  direction  of  the  arrows,  each  of 
the  eight  lenses  gives  a  very  intense  light  in 
certain  directions,  and  between  any  two  there  is 
no  light  from  the  central  tone  of  lenses.  The 
light  seen  from  any  position  appears  gradually 
to  increase  to  very  great  brilliancy,  and  then  to 
fade  away  to  much  less  than  half  its  maximum 
intensity,  after  which  it  again  increases  to  its 
former  brilliancy.  These  changes  are  repeated  at 
regular  intervals. 

Fig.  401  shows  a  plan  of  a  revolving  Fresnel  light  fixed  in  the  tower  of  s 
lighthouse.  At  A  B  are  the  parts  shown  in  fig.  400  which  produce  the  flasfaei 
of  light  The  whole  apparatus  is  made  to  revolve  by  means  of  the  clock-work 
shown  at  M,  which  is  moved  by  the  weight  P.  The  balcony  surmounting  th« 
tower  is  seen  in  the  lower  part  of  the  figure,  also  the  stairs  leading  to  the  light 
A  dome,  supported  on  iron  frame-work,  protects  the  illuminating  apparatus. 
The  distance  at  which  the  light  can  be  seen  will  depend  upon  the  height  of  ths 
tower  in  which  it  is  placed. 

The  lamp  used  for  the  Fresnel  light  is  an  Argand  burner,  with  four 
concentric  wicks,  with  currents  of  air  passing  up  between  them. 

The  wicks  are  defended  from  the  excessive  beat  of  their  united  fiames  by  s 
superabundant  supply  of  oil,  which  is  thrown  up  from  below  by  a  clock-work 
movement,  and  constantly  overflows  the  wicks.  A  very  tall  chimney  is  required 
to  supply  a  sufficiently  strong  current  of  air  to  support  the  combust'ou.  Th« 
dimensions  of  the  Fresnel  light,  and  the  number  of  lenses  and  hoop*  of  vbich 
it  consists,  are  varied  to  suit  the  purposes  for  which  it  is  used ;  the  4ght  pro- 
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daeed  TSfTing  in  intensitj  firom  twenty-ilve  to  three  thoufland  Argand  lamps  of 
•omiBoii  aise. 

401 


524.  Tli6  telestereodcope. — The  image  upon  the  retina  of  every 
hnman  eye  represents  a  perspective  projection  of  the  objects  situated 
in  the  field  of  view.  As  the  positions  from  which  these  projections  are 
taken  are  somewhat  different  for  the  two  eyes  of  the  same  individual, 
the  perspective  images  themselves  are  not  identical,  and  we  make  use 
of  their  difference  to  obtain  an  idea  of  the  distances  from  the  eye  of  the 
different  objects  in  the  field  of  view. 

The  images  of  the  same  object  on  the  two  retinae  are  more  different 
from  each  other  as  the  object  is  brought  nearer  to  the  eyes.  In  the 
case  of  very  distant  objects,  the  difference  between  the  pictures  on  the 
84 
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retinaQ  of  the  two  ejes  becomee  imperceptible,  and  we  k.be  the  ud  jast 
spoken  of  in  estimating  their  distance  and  bodilj  figure. 

The  telestereoscope  is  an  instrument  which  causes  distant  objects  to 
appear  in  relief.  It  increases  the  binocular  parallax  of  distant  objects, 
and  by  presenting  to  each  eye  such  a  view  as  would  be  obtained  if  the 
distance  between  the  two  eyee  were  greatly  increased,  it  gives  the  same 
appearance  of  relief,  as  if  the  402 

objects  were  brought  near  to 
the  observer. 

Let  6  and  6',  flg.  402,  bo  two  < 
plane  mirrors  placed  at  angles  of 
46*'  with  the  line  of  viflion;  let 
c  and  e'  be  two  smaller  mirrors 
placed  parallel  to  6  and  fr',  and 
let  d  and  d'  represent  the  position  of  the  two  ejes  of  the  obserrer.  It  is  eridsnt 
that  the  light  from  distant  objects  falling  upon  the  mirrors  in  the  direction  a  h 
and  a'  &',  will  be  reflected  to  the  small  mirrors  e  and  e',  where  it  will  be  sgais 
reflected  to  the  eyes  at  d  and  d'.  The  two  views  seen  by  the  eyes  will  evidently 
be  the  same  as  if  the  eye^  were  separated  to  the  positions  m  and  m'.  The  relief 
with  which  objects  will  be  seen  by  this  instmment,  will  obvioasly  be  inereued 
as  much  as  the  distance  b  b'  exceeds  the  distance  between  the  eyes  d  and  d'. 

But  while  this  instrument  increases  the  perspective  differenoe  of  the  images  seen 
by  the  two  eyes,  the  yiaual  angle  under  which  each  object  is  seen  remains  nn- 
ohanged,  and  hence,  as  the  apparent  distance  of  the  objects  is  diminished,  their 
dimensions  appear  diminished  in  the  same  proportion.  If  the  small  mirrors  are 
made  to  rotate  on  perpendioalar  axes,  while  the  large  mirrors  are  fixed,  the 
distortion  of  fignre  may  be  easily  corrected  by  turning  the  small  mirrors  ontil 
objects  appear  in  their  true  proportions. 

If  the  lenses  of  an  opera  glass  are  inserted  in  the  instrument,  the  eonrez  field- 
gl:H.-:e3  being  inserted  at/and/*,  between  the  large  and  small  mirrors,  and  th« 
conuaTe  eye-glasses  between  the  eyes  and  small  mirrors,  the  effect  will  be  to 
increase  the  visual  angle  of  every  object  in  the  field  of  view.  If  the  glasses 
magnify  as  many  diameters  as  the  distance  between  the  large  mirrors  exceeds 
the  distance  between  the  eyes,  every  object  will  appear  in  its  due  propor- 
tions, and  the  effect  will  be  surprising.  The  appearance  will  be  as  though 
the  observer  had  been  actually  transported  to  the  immediate  vieini^  of  the 
objects  themselves.  The  distance  between  the  large  mirrors  of  the  telestereo- 
scope should  not  exoeed  the  breadth  of  an  ordinary  window,  unless  it  is  to  be 
used  in  the  open  air,  when  it  may  be  made  of  any  dimensions  that  are  desired, 
and  the  effect  produced  will  be  in  proportion  to  its  magnitude. 

525.  The  atereoaoope  (from  ffreped^,  solid,  and  axoniw,  to  see)  is 
an  instrument  so  constructed  that  two  flat  pictures,  taken  under  oertftin 
conditions,  shall  appear  to  form  a  single  solid  or  projecting  body. 

In  order  to  produce  this  illusion,  different  images  as  observed  by  the 
two  eyes  (4B4)  must  be  depicted  on  the  respective  retina,  and  yet 
appear  to  have  emanated  from  one  and  the  same  object.  Two  pictures 
are  therefore  taken  from  the  really  projecting  or  solid  body,  the  one  si 
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observed  by  the  right  eye  only,  and  the  other  as  seen  by  the  leffc. 
These  pictures  are  then  placed  in  the  box  of  the  stereoscope,  which  is 
furnished  with  two  eye-pieces,  containing  lenses  so  constructed  that  the 
rays  proceeding  from  the  respective  pictures,  to  the  corresponding  eye- 
pieces, shall  be  refracted  or  bent  outward,  at  such  an  angle  as  each  set 
of  rays  would  have  formed  had  they  proceeded  from  a  single  picture  in 
the  centre  of  the  box  to  the  respective  eyes  without  the  intervention 
of  the  lenses. 

It  is  an  axiom  in  optics  that  the  mind  always  refers  the  situation  of 
an  object  to  the  direction  from  which  the  rays  appear  to  proceed  when 
they  enter  the  eyes;  hi)th  pictures  will  therefore  appear  to  have 
emanated  from  one  central  object.  As  one  picture  represents  the  real 
or  projecting  object  as  seen  by  the  right  eye,  and  the  other  as  observed 
by  the  left,  thongh  appearing  by  refraction  to  have  both  proceeded  from 
the  same  object,  the  sensation  conveyed  to  the  mind,  and  the  judgment 
formed  thereon,  will  be  precisely  the  same  as  if  both  images  were 
derived  from  one  solid  or  projecting  body,  instead  of  from  two  pictures. 
Consequently  the  two  pictures  will  appear  to  be  converted  into  one 
solid  body.  403 


X 

X 

X 

If  two  pictures  of  an  ootahedron,  as  A 
and  B,  fig.  403,  snch  as  would  be  formed 
oa  iie  retinsB  of  two  eyes,  are  placed  in 
the  stereoscope,  fig.  404,  they  give  to 
the  observer  the  idea  of  a  real  solid  oota- 
hedron,  instead  of  the  ordinary  picture,  C.  Photographs  of  natural  scenery, 
taken  from  two  positions,  when  viewed  in  this  instrument,  appear  in  relief  like 
real  objects. 

The  construction  and  action  of  the  stereoscope  will  be  readily  understood  by 
reference  to  figs.  405  and  406.  From  a  double  concave  lens,  A  B  A'  D,  two 
eeeentric  lenses,  represented  by  the  smaller 
circles,  are  formed.  E  A  e,  in  the  lower 
part  of  the  figure,  represents  a  transverse 
section  of  one  of  these  eccentric  lenses,  and 
E  A'  e  the  other.  Each  lens  is  equivalent 
to  a  triangular  prism  £  A  «,  with  a  piano- 
404  405 


MBvaz  lens  eamented  to  each  refhwting  face  of  the  prism.    Fig.  406  shows  a 
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section  of  tbe  gtereoBoope,  the  eooeDtrio  eye-lenses  A  £,  A'  E',  being  pkied  at 
the  ordinary  distance  of  the  eyes,  with  their  thin  edges  towards  each  other  Let 
P  and  P'  represent  two  corresponding  points  in  the  stereoscopic  photographs 
which  are  to  be  examined.  The  rays  of  lights  diverging  from  the  point  P,  fall- 
ing upon  the  eye-lensi  are  refracted  nearly  parallel,  and  by  the  prismatic  fom 
of  the  lens  are  deflected  from  their  eourse,  and  emerge  from  the  lens  in  tb« 
same  direction  as  if  emanating  from  the  point  0.  In  the  same  manner  the  njt 
from  the  point  P  also  appear  to  diverge  from  the  point  0.  The  same  is  true  of 
all  similar  parts  of  the  two  pictures ;  thus  tbe  pictures  appear  superimposed 
upon  each  other,  and  together  produce  the  appearance  of  relief,  for  which  tb« 
stereoscope  is  so  much  admired. 

The  eccentric  lenses  of  the  stereoscope  are  sometimes  fixed  in  position,  but 
they  are  often  inserted  in  tabes,  as  in  fig.  404,  which  can  be  extended  to  adapt 
the  focus  to  different  eyes,  or  separated  to  a  greater  or  less  distance,  to  suit  tbe 
distance  between  the  eyes  of  different  persons. 

If  stereoscopic  photographs  are  taken  from  positions  too  widely  separated 
from  each  other,  objects  stand  out  with  a  boldness  of  relief  that  is  quite  un- 
natural, and  the  objects  appear  like  very  reduced  models.  In  taking  stereoscopie 
miniatures  especially,  great  care  is  required  to  preserve  a  natural  appearance. 
In  general,  a  difference  of  a  few  inches  in  the  two  positions  of  the  cameras,  givei 
sufficient  relief  to  the  pictures  when  seen  in  the  stereoscope. 

For  public  buildings  and  landscapes,  two  cameras  are  usually  employed, 
placed  on  a  stand  three  or  four  feet  from  each  other.  If  it  is  desired  to  show  a 
great  extent  of  a  distant  landscape,  or  to  exhibit  in  miniature  the  grouping  and 
form  of  distant  mountains,  two  stations  should  be  selected  that  are  widely  sepa- 
rated ;  but  in  such  cases,  care  should  be  taken  that  no  near  objects  are  admitted 
Into  the  picture. 

526.  The  stereomonoscope  (described  by  Mr.  Glaudet,  of  Londoo) 
is  an  instrument  by  which  a  single  image  is  made  to  present  the 
appearance  of  relief  common Ij  seen  in  the  stereoscope,  and  bj  means 
of  which  several  individuals  can  observe  these  effects  at  the  same 
time. 

Let  A,  fig.  407,  be  an  object  placed  before  a  large  convex  lens,  L,  an  imaga 
of  the  object  will  be  formed  at  a,  in  the  ooigugate  focus  of  the  lens,  and  firoai 
the  image  a  the  rays  of  407 

light  will  diverge  as  from 
a  real  object,  which  will 
be  seen  by  the  eyes  placed 
at  e  e,  e'  e',  or  any  other 
position,  In  the  cone  of 
rays  hac.  Thus  several 
persons  may  at  the  same 
time  see  the  image  sus- 
pended in  the  air.  If  a  screen  of  ground  glass  is  plaoed  at  S  S,  the  image  will 
appear  spread  out  upon  the  glass,  but  it  will  appear  with  all  tbe  per^pertive 
relief  of  a  real  object  An  image  thus  formed  on  ground  gla.*--!<  can  be  steo  un'T 
in  tbe  direction  of  the  incident  rays.  This  is  not  the  case  with  an  image  foruc<i 
on  paper,  which  radiates  the  light  in  all  directions,  and  is  hence  incapable  of 
giving  a  stereoscopic  effect  in  such  oircumstanoes. 
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The  ttareomonofloope  consists  ( f  s  screen  of  ground  glass,  S  S,  fig.  408,  and 
two  eonTex  lenses,  A  L,  B  L»  so  placed  as  to  form  images  of  two  stereoscoplo 
piedires,  M  and  N,  at  the 
point  a  on  the  screen 
8  S.  Though  the  two 
pietares  have  their  images 
•aperimposed  on  the  same 
part  of  the  screen  8  S, 
each  picture  can  be  seen 
only  by  the  rays  proceed- 
ing from  the  photograph 
by  which  it  was  formed.  If  the  eyes  are  so  placed  that  the  right  eye  is  in  the 
direction  of  the  rays  coming  from  one  lens,  and  the  left  eye  in  the  direction  of 
rays  coming  from  the  other  lens,  the  object  will  appear  in  relief  as  in  the  stereo- 
soope,  and  sereral  persons  can  witness  the  elTect  at  the  same  time. 

{  7.  Physical  Optios. 

I.    INTBRFBRBNCB,  DIFFRACTION,  FLUORESCENCE,  AC. 

527.  Interference  of  light. — The  iDterference  of  yibrations  and 
waves,  has  been  already  alluded  to  in  the  theory  of  undtdaiiona  (328, 
333),  but  the  phenomena  of  luminous  interference  require  some  further 
special  consideration. 

Let  A  B,  B  C,  fig.  409,  be  two  plane  mirrors,  making  with  each  other  a  Tery 
obtuse  angle  (rery  near  180°) ;  let  a  beam  of  sunlight,  entering  a  dark  room  by 
a  small  opening,  be  brought  to  a  focus  by  a  lens,  L ;  409 

if  this  light,  diverging  from  a  focus,  F,  is  allowed 
to  fall  very  obliquely  upon  the  two  mirrors,  as 
shown  in  the  figure,  it  will  be  reflected  as  if  diverg- 
ing from  two  luminous  points,  M  and  N,  and  the 
light  thus  reflected  will  be  in  a  condition  to  inter- 
fere. Draw  0  P  perpendicular  to  M  N,  from  a 
point  0,  midway  between  them.  It  is  evident  that 
erery  point  in  the  line  B  P,  will  be  equally  distant 
from  the  luminous  points  M  and  N ;  the  waves  of 
light  which  cross  each  other  in  the  line  B  P,  will 
therefore  be  in  the  same  phase  of  vibration,  and 
eonaeqnently  produce  a  line  of  light  of  double 
intensity.  Let  the  smooth  circular  arcs  represent 
the  phases  of  elevation,  and  the  dotted  arcs  phases 
of  depression ;  then  where  a  dotted  arc  crosses  a 
smooth  arc,  the  two  waves  should  counteract  each  other  and  produce  darkness. 
The  open  dots  represent  vibrations  meeting  in  the  same  phase,  and  the  black 
dots  represent  vibrations  meeting  in  opposite  phases,  which  produce  darkness. 
The  symmetrical  curves  formed  by  the  Intersection  of  light  from  the  two  points 
M  and  N,  on  both  sides  of  the  central  line,  are  of  the  form  known  in  geometry 
as  hyperbolas. 

The  distance  on  each  side  of  the  line  B  P,  where  the  luminous  waves  will  be 

again  in  a  like  state  of  accordance  represented  by  the  crossing  of  the  smooth 

ares  in  the  figure,  will  depend  on  the  interval  between  them,  which  is  different 

for  different  colors ;  for  red,  it  Is  half  as  much  again  as  fur  violet  light ;  hence 

84* 
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the  distance  between  the  cnrvea  of  double  intensitjwill  be  ]ea«t  for  riolet  light, 
greatest  for  rod,  and  intermediate  for  the  other  colors  of  the  spectrum,  so  tbsl 
while  all  the  colors  are  united  in  the  central  line  B  P,  they  will  be  separated  id 
the  other  bars,  and  form  a  series  of  colored  fringes.  In  ezperimeuts,  this  scrres 
to  distinguish  the  central  bar,  namely,  that  the  other  bars  are  colored  sjm- 
metrically  on  each  side  of  it. 

Half  way  between  two  places  of  complete  accordance  there  must  occur  a 
place  of  complete  discordance,  where  the  difference  of  distances  from  M  and  N 
ia  I  an  interval,  or  },  |,  or  },  Ac. ;  and  according  to  the  undnlatory  tbeonr, 
there  would  be  complete  darkness.  Between  these  and  the  places  of  eompleta 
accordance,  there  would  be  intermediate  stages  of  accordance  and  discordance ; 
hence  there  would  be  bright  bars  shading  into  dark  ones,  idl  more  or  less  colored 
except  the  central  bars,  where  all  the  colors  are  in  a  state  of  complete  accordaoea. 

By  careful  measurement  of  distances  between  the  luminous  and  dark  ban, 
the  lengths  of  luminous  wares  of  different  colors  have  been  Tory  aeeurataly 
aaeertained. 

528.  Faoti  at  ▼arianoe  with  tlieory. — ^When  the  atmoepbftre  is 
free  from  clouds,  and  the  bud  light  is  brightest,  the  central  bar  (which, 
acoording  to  theory,  should  be  bright)  is  found  to  be  a  black  one,  what- 
ever be  the  material  of  which  the  mirrors  are  composed.  But  when 
the  sun  is  near  setting,  the  central  bar  has  been  seen  undoubtedly  a 
bright  one.  It  has  also  been  seen  as  a  bright  bar  when  the  luminous 
point  was  formed  at  a  hole  in  a  thin  plate  of  metal,  and  the  light  which 
had  grazed  the  edge  of  the  hole  was  used. 

The  existence  of  a  central  hlack  bar,  in  normal  circumstances,  where  the 
vibrations  must  meet  in  the  same  phase,  is  thought  to  be  inconsistent  with 
the  undnlatory  theory  of  lights 

It  appears  that  light  is  so  modified  in  passing  through  base,  or  at  an  opaque 
edge  of  a  small  hole,  as  to  acquire  an  anatrwpy  or  inversion  of  properties.* 

529.  Interference  colors  of  thin  plates  are  seen  in  thin  film?  of 
varnish,  cracks  in  glass,  films  of  mica,  various  crystals,  and  in  other 
transparent  substances,  as  in  soap  bubbles.  The  colors  of  such  thin 
films  are  due  to  the  interference  of  light  twice  reflected  by  the  surfaces 
of  the  film. 

Two  surfaces  of  glass,  pressed  together,  furnish  a  thin  plate  of  air  between 
two  refiecting  surfeces.     Let  C  A  D  B,  fig.  410,  be  410 

a  transparent  film,  such  as  a  thin  blown  bulb  of 
glass,  or  a  soap  bubble ;  lot  S  A  B  T  be  the  trans- 
mitted ray,  S  A  R  the  ray  reflected  at  the  first  sur- 
face, S  A  B  A'  R'  the  portion  reflected  from  the 
second  surface,  and  emergent  at  the  first  surface, 
8  A  B  ^/  B'  T'  the  portion  emerging  from  the  second 
surface,  after  the  two  internal  reflections,  then  the 
ray  A'  R'  will  be  retarded  behind  the  ray  A  R,  by  the  interval  n  m,  owing  to  tha 

•  Potter's  Pbysioal  Optica. 
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Ineransed  length  of  path  it  has  to  travel  in  twice  trarersing  the  f  Im,  and  B'  T' 
will,  in  ft  similar  manner,  fall  behind  the  ray  B  T,  by  the  interval  p  9.  If  these 
retardations  equal  the  interval  of  an  odd  number  of  half  vibrations,  they  will 
interfere,  as  they  originated  from  a  common  wave,  in  the  ray  8  A.  The  reflected 
rays  do  not  differ  greatly  in  intensity,  which  is  for  eaoh  about  one-thirtieth  that 
of  the  incident  light  for  glass,  and  therefore  their  interference  produces  black- 
ness where  they  destroy  each  other.  The  transmitted  light  has  the  principal 
beam  of  little  less  intensity  than  the  incident  beam,  having  lost  only  about  one- 
thirtieth  part  by  refleetion  at  each  of  the  points  A  and  B ;  but  the  intensity  of 
the  twice  reflected  beam  whieh  interferes  with  it  is  about  one-thirtieth  of  one* 
thirtieth,  or  one  nine-hundredth  of  that  of  the  incident  beam ;  hence  the  differ- 
ence of  the  intensities  of  the  bright  and  dark  bands  formed  by  transmitted  light 
is  never  as  great  as  in  the  reflected  beams.  But  the  difference  between  the 
bright  and  dark  bands  is  different  for  different  colors  of  the  spectrum,  being 
least  for  violet  lights  and  greatest  for  red.  This  fact  is  thought  to  be  contrary 
to  what  should  have  been  expected,  according  to  the  nndulatory  theory. 

530.  lTewton*B  rings. — If  a  plane  plate  of  polished  glass  is  pressed 
against  a  plano-convex  lens  whose  radius  of  curvature  is  known,  the 
interference  bands  become  colored  rings,  and  the  exact  thickness  of  the 
film  of  air  by  which  each  color  is  produced  is  easily  estimated. 

The  form  of  this  apparatus  is  shown  in  fig.  411.  The  letters  and  explanation 
of  the  figure  are  similar  to  the  preceding.  When  the  two  glasses  are  pressed 
sufficiently  near  together,  the  centres  appear  black  411 

by  reflected  light,  and  bright  by  transmitted  light. 
The  thickness  of  the  film  of  air  where  the  first 
eolor  appears,  is  equal  to  one-half  the  retardation     ^  1^9 
producing  that  color;  hence  the  length  of  the  wave,  __-,^_^_____________^ 

or  vibration,  for  any  color,  is  estimated  as  equal  '  ^^^(fS— '       ^         ' 

to  twice  the  thick d ess  of  the  film  of  air  where  the  ^  "" 
color  appears.  The  colors  succeed  each  other  in 
the  order  of  the  length  of  the  vibrations  required 
to  produce  them.  A  second,  third,  and  fourth  series  of  colored  rings  will  be 
found,  where  the  thickness  of  the  film  is  an  exact  multiple  of  the  thickness 
required  to  produce  the  first  series  of  colors.  The  distance  between  Uie  first  and 
second  series  depends  on  the  rapidity  with  which  the  thickness  of  the  film 
increases.  In  the  case  of  a  lens  pressed  against  a  plate  of  glass,  the  distance 
between  the  glasses,  or  the  thickness  of  the  film,  increases  as  the  square  of  the 
distance  from  the  centre.  The  diameters  of  the  bright  rings  will  therefore  be  as 
the  square  roots  of  the  numbers  1,  2,  3,  Ac,  and  the  diameters  of  the  dark  ringv 
will  be  as  the  square  roots  of  the  numbers  1^,  2^,  3^,  Ao.  The  distance  between 
sncoeMive  ringa  of  violet  will  be  much  less  than  the  distance  between  successive 
rings  of  red ;  one  series  of  colors  will  therefore  overlap  some  of  the  colors  in 
the  succeeding  series  of  colored  images,  and  by  their  admixture  produce  colors, 
the  successive  groups  of  which  are  designated  as  Newton's  first,  second,  third, 
Ac,  orders  of  colors. 

531.  Itongth  of  laminooB  waves  or  ▼ibrations. — ^By  such  means 
as  we  have  described,  the  lengths  of  the  vibrations  required  to  produce 
ditferent  colors  have  been  estimated. 
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The  following  table  ezhibito  the  namerical  resalto  which  hare  been  dedoedl 
for  the  length  and  velooitj  of  luminong  vibrations  of  different  colors. 


Length  of  ondnlations 

Namber  of  undula- 

Number of  nndnlatJoaa 

Oolors.               In  parte  of  an  Inch. 

tions  in  an  Inch. 

pcrMeoDd. 

Extreme  red,  .     |         00000266 

37640 

Red,  .    .    . 

1         00000266 

30180 

Orange, 

0*0000240 

41610 

Yellow, 

0*0000227 

44O00 

Oreen,    . 

00000211 

47460 

Blae,      . 

0-0000196 

61110 

Indigo,  . 

00000185 

64070 

Violet,    . 

00000174 

67490 

699,00  0000,000000 

Extreme  violet. 

00000167 

69760 

According  to  Sisenlohr  (Am.  Joar.  SeL  [2]  XXIL),  the  length  of  the  vibrs- 
tions  in  the  extreme  red  ray  is  just  double  the  length  of  the  vibrations  of  tbt 
invisible  rays  beyond  the  violet,  which,  by  concentration,  prodnoe  the  lavender 
light  of  HerscheL  The  entire  range  of  visible  rays  differs  in  the  length  of 
vibrations  only  by  the  amoant  of  one  octave  in  music. 

When  we  consider  the  almost  inconceivable  velocity  with  which  these  wondff- 
ftally  minute  vibrations  are  propagated,  it  is  evident  that  absolute  denoDstrstion 
of  the  real  nature  of  light  must  be  among  the  profoundest  researches  of  physiesl 
science. 

532.  Diffiraotion. — If  a  razor  is  held  with  its  flat  surface  towards 
the  rays  of  the  sun,  the  rays  that  pass  in  close  proximity,  botb  to  the 
odge  and  to  the  back,  will  be  deflected  as  shown  in  fig.  412.  A  portion 
of  the  rays  are  deflected  outwards,  appearing  to  suffer  reflection ;  the 
back  of  the  rasor  deflecting  the  rays  outward,  more  than  the  sharp 
edge;  but  the  edge  of  the  raior  deflects 
more  light  into  the  place  of  the  geometri. 
cal  shadow,  than  is  deflected  inwards  by 
the  back  of  the  instrument.  These  differ^ 
onces  are  represented  by  the  closeness 
of  the  lines  drawn  to  represent  the  rays 
where  the  greatest  amount  of  light  is  de- 
flected. If  the  body  interposed  is  narrow, . 
like  a  fine  needle  or  a  hair,  the  rays  de- ; 
fleeted  inwards  cross  each  other,  and  pro- 
duce the  phenomena  of  interference  in 
accordaitce  with  the  undulatory  theory.  The  rays  deflected  outward 
produce  interference  with  the  rays  not  deflected,  but  bright  lines  appear 
where  the  undulatory  theory  would  give  dark  lines.  All  the  bright 
and  dark  lines  are  bordered  with  colored  fringes,  as  in  ordinary  eases 
•f  interference.    These  phenomena  are  best  seen  in  a  dark  room  by 
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looking  through  an  eye-lens  at  a  hair  or  needle,  at  a  considerable  dift- 
taoce  from  a  lamp,  or  by  looking  at  a  beam  of  sunlight  admitted  to  a 
dark  room  between  two  sharp  parallel  edges.  The  rays  that  have  been 
diffracted  or  bent  into  the  geometrical  shadow,  are  not  as  readily 
deflected  again  in  the  same  direction,  but  are  more  easily  deflected  in 
the  opposite  direction  than  rays  which  hare  undergone  no  such  pre- 
vious change. 

^3.  Fluoreacenoe. — Uplpolio  disperaion. — Certain  bodies,  as 
fluor-spar,  glass  colored  yellow  by  oxide  of  uranium,  called  canary 
glwts,  solution  of  sulphate  of  quinine,  infusion  of  the  bark  of  the  horse- 
chestnut,  and  many  other  vegetable  infusions,  possess  the  remarkable 
property  of  so  dispersing  some  part  of  the  light  passing  through  them, 
that  the  course  of  the  luminous  rays  becomes  risible. 

TbeM  phenomena  are  beat  exhibited  by  bringing  a  pencil  of  ligbt  to  a  focus 
in  the  interior  of  any  of  theae  substanees,  by  means  of  a  convex  lens,  when  the 
eonrse  of  the  rays  will  become  visible,  as  thoagb  the  portion  through  which  the 
light  passed  had  become  self-luminous.  The  rays  of  light  of  high  refrangibility, 
especially  the  violet  and  the  invisible  chemical  rays,  are  subject  to  this  kind  of 
dispersion,  their  refrangibility  Is  at  the  same  time  changed,  and  probably  the 
length  of  their  luminous  waves  is  increased,  so  that  rays  previously  invisible 
may  be  seen  by  the  eye.  These  phenomena  have  been  called  by  various  names, 
as  internal  dispersion,  epipolio  dispersion,  and  fluorescence.  The  latter  term, 
derived  from  fluoV-spar,  and  adopted  by  Mr.  Stokes,  is  considered  the  more 
appropriate  term,  as  it  involves  no  theory. 

This  change  of  the  refrangibility  and  length  of  luminous  waves  is  anala- 
goas  to  the  change  of  pitch  in  reflected  sounds  heard  in  certain  remarkable 
echoes  ({  355). 

^4.  PhoapboroBcence. — Certain  bodies  after  being  exposed  to  the 
action  of  light,  acquire  the  property  of  shining  in  the  dark  (399).  The 
most  remarkable  phosphorescent  bodies  are  the  sulphurets  of  barium, 
strontium  and  calcium,  some  kinds  of  diamonds,  most  varieties  of 
fluoride  of  calcium,  particularly  the  variety  known  as  chlorophane, 
compounds  of  lime,  magnesia,  soda  and  potash,  salammoniao,  succinic 
and  oxalic  acids,  borax,  dried  paper,  silk,  sugar,  sugar  of  milk,  teeth,  Ac. 

The  time  during  which  these  bodies  emit  light  varies  from  a  fraction 
of  a  seoond  to  several  hours,  and  the  intensity  of  the  emitted  light 
varies  in  a  similar  manner. 

The  study  of  these  phenomena  requires  the  use  of  delicate  apparatus  adapted 
to  the  purpose. 

1.  The  more  refrangible  rays  of  the  spectrum  in  general  act  more  poweriVilly 
to  produce  phosphorescence  in  bodies  exposed  to  their  influence  than  the  less 
rcfra"K'^''®  rays.  lu  some  cases  the  invisible  rays  of  the  spectrum,  t.  e.,  the 
rays  beyond  the  violet,  produce  a  brilliant  phosphorescence. 

2.  The  least  refrangible  rays,,  as  the  red,  not  only  generally  produce  no 
phoephorescenee,  but  even  eounteraot  the  influence  of  the  more  refrangible  rays 
w^  mixed  with  them. 
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8.  The  ware  lengths  of  light  emitted  in  the  dark  by  phoepbereBocai  ho4i« 
are  in  general  greater  than  those  of  the  exciting  rays ;  «.  e.,  the  phosphorescent 
light  shows  a  color  belonging  to  a  part  of  the  spectrum  nearer  to  Uie  red  tiias 
the  light  which  prodnced  it,  though  in  a  few  cases  the  eolor  is  unaltered. 

4.  The  refrangibiiity  of  the  light  emitted  by  phosphorescent  bodies  depcsds 
upon  tbeir  molecular  condition,  and  not  merely  upon  their  chemical  eonstitotion. 
Each  phosphorescent  body  appears  to  be  adapted  to  ribrate  in  harmony  with  the 
waTe  lengths  of  some  colors  more  readily  than  with  others. 

5.  One  and  the  same  body  may  emit  rays  of  rery  different  colors,  according  to 
the  time  which  intervenes  between  the  action  of  light  and  the  moment  of  obserrs.- 
tittn.  This  last  result  shows  that  Tibrations  of  different  veloeities  are  pmerred 
for  unequal  times  in  different  bodies ;  sometimes  it  is  the  ribrations  corresponT 
ing  to  the  less  refrangible  rays  which  continue  longest,  as  in  bisulphste  of 
quinine,  double  cyanide  of  potassium  and  platinum,  diamond,  Ae,  SometisMi 
the  most  refrangible  rays  are  most  durable,  as  in  Iceland  spar. 

6.  Many  bodies,  such  as  glasses  and  certain  compounds  of  uranium,  owe  tbeir 
fluorescence  entirely  to  the  persistence  of  the  luminous  impressions  for  a  reiy 
short  time,  not  exceeding  a  few  hundredths  of  a  second ;  the  intensity  of  ths 
emitted  light  is  then  Tory  brilliant. 

It  is  probable  that  phosphorescence  and  fluorescence  difier  from  one  another 
only  in  the  time  during  which  a  luminous  impression  is  preseryed  in  bodies. 

These  conclusions,  which  support  the  theory  of  undulation  as  at  present 
admitted,  prove  that  luminous  vibrations,  when  transmitted  to  any  body,  or  at 
least  to  a  great  many  bodies,  compel  its  molecules  to  vibrate  for  a  time,  and 
with  an  amplitude  and  wave  length  which  depend  not  only  on  the  chemical  con- 
stitution of  the  body  but  also  on  its  physical  condition.* 

535.  Colon  of  grooved  plates. — Fine  lines  engraved  upon  polished 
steel,  and  lines  drawn  upon  glass  with  a  diamond  point,  if  sufficiently  near 
together,  cause  a  beautiful  iridescence  by  the  interference  of  light  re- 
flected from  such  surfaces.  The  beautiful  play  of  colors  seen  upon  mother 
of  pearl  is  caused  by  the  delicate  veins  with  which  the  suHace  is  corered. 

JI.    OPTICAL  PHXKrOMBNA  OF  THE  ATMOSPHERE. 

536.  The  rainbow  is  one  of  the  most  wonderful  and  beautiful  pheno- 
mena in  nature.  In  it  reflec- 
tion, refraction,  dispersion,  and 
interference  of  light,  are  all 
combined.  It  is  seen  in  that 
part  of  the  hcaTcns  opposite  to 
the  sun,  when  the  sun  is  less 
than  forty-two  degrees  above  • 
the  horizon.  The  shadow  of 
the  eye  of  the  observer  will 
always  point  to  the  centre  of 
the  circle  of  which  the  rainbow 
forms  a  part;  hence,  as  the  sun  descends  near  the  horizon,  the  rainbow 

*  Edmond  Becqnerel,  Bit  ^iotkeque  UnivertelU,  vol.  XVI.  p.  31. 


OPTICS.  879 

I  higher,  and  as  the  sun  ascends  the  morning  skj,  the  height  of  the 
rainbow  diminishes. 

To  understand  the  formation  of  the  rainbow,  we  must  first  examine  the  action 
of  a  f ingle  drop  of  water  upon  parallel  rays  of  light  Let  the  cirele,  fig.  413, 
reproMBt  a  drop  of  water,  and  S  A,  S  B,  Ac.,  parallel  rays  of  light  falling  upon 
IL  The  ray  S  A,  which  falls  perpendicularly  npon  the  drop,  will  suffer  no  devia- 
tion in  its  direction,  but  will  be  partially  reflected  backward  in  the  line  of  inci> 
dance,  though  it  will  principally  pass  through  the  drop.  The  ray  S  a,  will  be 
refraetod  to  b,  where  it  will  be  reflected  to  e,  and  will  emerge  in  the  direction  e  </, 
making  a  certMn  angle  with  the  direction  of  the  original  ray  S  a.  As  the  distance 
ofVie  incident  ray  from  A  increases,  the  emergent  ray  will  make  a  greater  angle 
with  the  incident  ray,  till  we  arrive  at  B,  where  two  successive  rays  will  emerge 
parallel,  as  shown  by  the  heavy  line,  SBg  ep,  which  deviates  more  from  the 
direction  A  S,  than  any  ray  incident  at  a  greater  or  less  distance  from  A.  As 
we  proceed  from  A,  towards  C,  the  deviation  of  the  emergent  ray  will  diminish, 
and  every  ray  between  B  and  C  will  emerge  parallel  to  some  other  ray,  which 
entered  the  drop  between  A  and  B ;  S  y  will  emerge  in  e' «,  parallel  to  e"  n,  which 
entered  the  drop  at  the  ray  S  x.  The  ray  8  C,  which  is  tangent  to  the  drop,  will 
be  refracted  to  i,  and  emerge  in  the  direction  k  o,  making  an  angle  of  about 
twentj-flve  degrees  with  «  p,  the  line  of  greatest  deviation. 

The  light  Which  enters  the  drop  in  parallel  rays  will  therefore  emerge,  spread 
over  the  entire  space  between  ep  and  c  d ;  but  having  its  greatest  intensity  near 
the  direction  e/>,  and  rapidly  diminishing  towards  c  d. 

If  A  Yj  fig.  414,  represent  the  position  of  the  line  e  p  of  fig.  418,  the  dotted 
enrve,  by  its  height  above  A  X,  will  show  how  rapidly  the  intensity  of  the 
light  lades  away,  as  the  distance  from  ep  increases  414 

toward  c  d,  where  the  intensity  is  lero.  y;*. 

Since  we  have  at  every  angle  between  ep  and  e  d, 
parallel  rays  which  have  traversed  different  paths 
through  the  drop,  we  shall  have  all  the  phenomena  of 
bright  and  dark  bands,  produced  by  interference. 

The  intersection  of  the  emergent  rays  will  form  a 
eanstie  curve  k  q,  tangent  to  the  circle  at  k,  and  ap- 
proaching constantly  to  parallelism  with  the  asymptote  ep,  which  it  will  never 
meet.  If  the  emergent  rays  between  e  and  e  jrere  extended  backwards,  they 
would  form  another  oanstio  h  I,  having  ep  produced  backward  for  its  asymptote. 
The  oanstio  cnrve  A  /,  commences  in  a  direction  perpendicular  to  the  surface  of 
the  drop,  and  approaches  the  asymptote  without  ever  touching  iL  The  curves 
q  r,  formed  by  unwrapping  a  thread  from  the  caustic  k  9,  and  9  r',  formed  by  a 
thread  from  the  caustic  I  h,  show,  by  their  gradual  separation,  the  amount  of 
retardation  of  the  wave  surface  of  the  two  sets  of  parallel  rays  which  interfere 
between  e  p  and  c  d. 

Aeeording  to  the  nndulatory  theory,  we  shall  have  bright  bands  where  the 
rays  have  traversed  equal  distances,  or  distances  differing  by  any  number  of 
entire  vibrations,  and  dark  bands  where  the  rays  differ  by  an  odd  number  of  half 
Tibrations. 

These  bright  and  dark  bands  are  readily  seen,  with  proper  precautions,  with 
light  reflected  from  a  drop  of  water  suspended  at  the  point  of  a  fine  glass  tube. 
When  monoehromatic  light  is  used,  thirty  or  forty  of  these  bright  and  dark  bands 
nay  be  counted. 

The  breadth  of  the  bright  and  dark  bands  varies  with  the  sise  of  the  drop 
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from  whfeh  the  light  is  reflected.  The  interferenoe  bands  Tary  also  for  the  dif- 
ferent colors,  1>eing  nearly  twice  as  broad  for  red  as  for  violet  light.  When 
white  light  is  employed,  the  first  red  band  only  is  pare,  the  other  bands  beiog 
more  or  less  confused  by  the  unequal  super-position  of  different  colors. 

If  we  consider  only  the  first  two  bright  bands  of  each  color,  we  can 
easily  explain  the  common  phenomena  of  the  rainbow.  A  little  witbiD 
the  caustic  curve,  k  g,  fig.  413,  on  its  convex  side,  we  shall  have  a 
bright  light,  represented  in  intensity  by  the  carve  a,  fig.  414^  and  a 
second  band  of  the  same  color  at  6,  of  feebler  intensity.  As  the  refrao- 
tive  index  for  red  rays  is  less  than  fur  the  other  colors,  the  red  will 
diverge  more  from  the  incident  ray,  after  refraction,  than  the  violet, 
and  other  colors  will  appear  intermediate. 

Suppose  now  that  in  a  shower  of  rain  a  ray  of  light  from  the  sun 
falls  upon  a  drop  of  water  at  r,  fig.  415,  and  is  reflected  from  its  posterior 
surface,  so  as  to  give  to  the  eye  the  415 

red  ray  of  maximum  intensity,  r  E,  a 
drop  below  it  will  give  a  violet  ray  of 
maximum  intensity,  0E,  and  interme- 
diate colors  will  be  formed  in  the  same 
manner  by  intermediate  drops.  Let 
the  planes  of  incidence  and  reflection 
revolve  about  a  line  S  £  S,  drawn  from 
the  sun  through  the  eye  of  the  ob- 
server ;  the  position  of  the  drop ' 
from  which  light  can  reach  the  eye 
will  describe  the  arch  of  the  rainbow. 

The  radius  of  the  primary  rainbow  measured  from  the  extreme  reo 
was  found,  by  Sir  Isaac  Newton,  to  be  42®  V, 

The  purity  of  the  several  colors  in  the  rainbow  is  the  result  of  inter- 
ference, which  produces  dark  bands  for  each  particular  color,  giring  a 
clear  space  for  the  delineation  of  the  other  colors  of  the  rainbow  before  the 
first  color  is  repeated.  When  the  rain-drops  differ  greatly  in  size,  as  \% 
often  the  case,  the  different  colors  of  the  first  and  second  interference 
bands  overlap  and  mingle  together,  and  the  bow  is  but  imperfect]/ 
developed. 

A  secondary  ralnbo'W,  with  violet  above  and  red  below,  is  formed  bj  light 
which  has  been  twice  reflected  within  the  drops,  as  shown  in  fig.  415,  the  rays 
entering  the  lower  border  of  the  drop,  and  emerging  near  the  upper  border.  The 
same  principles  of  interferenoe  determine  the  purity  of  colors,  and  angle  of 
maximum  intensity,  as  in  the  primary  bow.  The  loss  of  light  occasioned  by 
two  reflections  accounts  for  the  feebler  intensity  of  the  secondary  bow.  In 
the  secondary  bow,  the  order  of  colors  is  the  reverse  of  the  primary,  rioW 
being  outermost. 
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Newton  found  the  diaUmoe  between  the  primary  end  secondary  rainbowi  to 
be  8<>  30'. 

A  Bpariona  rainbO'W  is  often  seen  within  the  primary  bow,  as  shown  at 
pq,  fig.  415.  This  is  formed  by  the  second  bright  band  of  each  color,  the 
position  and  intensity  of  which  is  represented  at  b,  fig.  414.  A  third  and  fourth 
bow  is  also  sometimes  seen,  still  interior  to  the  second,  but  the  colors  of  the 
third  and  fourth  orders  are  so  much  mingled  that  only  two  or  three  appear  in  any 
bow  interior  to  the  first  spurious  bow. 

537.  Fog-bowB. — ^HaloB. — Coronas. — Parhelia. — Fog-bows,  which 
are  sometimes  seen,  differ  from  the  rainbow  by  the  extreme  minuteness 
of  the  spherules  of  water  from  which  the  reflection  takes  place. 

Halaa  are  prismatic  rings  seen  around  the  sun  or  moon,  varying 
from  2^  to  46®  in  diameter:  these  are  explained  by  reflection  from 
minute  crystals  of  ice  floating  in  the  atmosphere. 

Conmas,  encircling  the  moon,  are  formed  by  reflection  from  the 
external  surface  of  watery  vapor,  the  light  thus  reflected  interfering 
with  direct  light  from  the  §ame  source.  They  generally  indicate  change 
of  weather. 

Farhdid,  and  bands  of  light  passing  through  the  sun,  are  also  attri- 
buted to  reflection  from  prisms  of  ice. 

Many  of  these  phenomena  require  for  their  explanation  a  refinement  of  inrei^ 
ligation  not  proper  to  be  introduced  in  an  elementary  work. 

538.  Atmoapheric  refraction  causes  all  bodies  not  directly  in 
the  zenith  to  appear  more  elevated  than  they  416 

really  are. 

Let  A  B  C  D,  fig.  416,  represent  the  external  surface 
of  the  atmosphere,  and  the  inner  circles  strata  of  in- 
ereasing  density  around  the  earth,  E.  Light  from  any 
of  the  heavenly  bodies  situated  at  a  or  c  will  suffer 
refraction  by  every  stratum  of  air  more  dense  than  the 
preceding ;  and  by  a  gradually  increasing  density,  it 
will  be  made  to  travel  in  curved  lines,  until  entering  the  eye  of  the  observer,  the 
bodies  at  a  and  e  will  appear  situated  at  6  and  d.  417 

539.  laooming  is  a  term  applied  to  the  elevation 
of  objects  at  sea  which  appear  raised  above  their  real 
position  by  atmospheric  refraction. 

Islands  often  appear   thus   raised  above  the  water,  tnd  an 

inverted  image  is  seen  below  them.     Distant  vessels  sometimes 

appear  above  the  horizon,  when  their  distance  is  so  great  that 

.  they  would  be  far  below  the  horizon  if  they  were  not  elevated  in 

appearance  by  extraordinary  refraction. 

In  peculiar  states  of  the  atmosphere,  ships  have  appeared 
suspended  in  the  clouds,  and  occasionally  an  inverted  image 
has  appeared  below,  when  the  real  ship  was  mostly  below  the 
horizon,  as  shown  in  fig.  417. 

540.  The   mirage,   often  seen   in  Egypt,  and   sandy  deserts,   is 

85 


38:^ 


PHYSICS   OF   IMPONDERABLE   AGENTS. 


caused  by  rays  reflected  from  strata  of  air  heated  by  the  bnmiBg 
Bands.     Distant  objects  are  seen  reflected  by  the  heated  air  as  ia 

418 


the  waters  of  a  beautiful  lake,  which  disappears  as  the  thirsty 
traveler  approaches.  The  phenomena  of  the  mirage  are  shown  in 
fig.  418. 

III.     POLARIZATION  OF  LIGHT. 

541.  Direction  of  luminotui  Tibrations. — The  phenomena  of 
polarized  light  are  justly  regarded  as  the  most  wonderful  in  the  whole 
science  of  optics.  These  phenomena  are  most  readily  explained  and 
understood  by  reference  to  the  undulatory  theory.  It  has  been  stated 
(398)  that  the  vibrations  of  light  move  at  right  angles  with  the  direc- 
tion of  the  rays. 

This  species  of  vibration  may  be  illustrated  by  those  of  a  cord,  made  fut  tt 
one  end,  and  moved  rapidly  upward  and  downward  by  the  hand  shaking  ths 
other  extremity,  as  shown  in  fig.  410.     If  419 

we  suppose  another  cord  vibrating  from        3 
right  to  left,  and  others  in  every  inter-        L  c 

mediate  direction,  we  may  form  a  tolerably  ^p^"'^"""*"*"'^"/" 
clear  idea  of  the  vibrations  of  a  collection 
of  rays  in  a  beam  of  ordinary  light.  A 
single  luminous  atom  may  be  supposed  to  originate  vibrations  moving  in  only 
a  single  plane,  but  an  infinite  number  of  independent  luminous  atoms,  consti- 
tuting a  luminous  body,  will  produce  vibrations  moving  in  every  possible  plane, 
which  may  be  illustrated  by  revolving  that  plane  around  the  line  representing 
the  direction  of  a  ray  of  common  light. 

542.  TransmisBioii  of  laminouB  ▼ibrations. — Opaque  substances 
allow  no  luminous  vibrations  to  pass  through  them.    Some  bodies 
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tnnsinit  nearly  all  the  luminous  vibrations  which  fall  upon  them ; 
other  bodies  are  capable  of  transmitting  only  those  vibrations  of  light 
contained  in  a  single  plane,  or  that  portion  of  the  vibrating  force  which 
can  be  resolved  into  vibrations  in  that  plane.  Other  bodies,  capable 
of  vibrating  in  two  directions,  reduce  all  the  vibrations  which  they 
transmit  to  vibrations  in  the  two  planes  in  which  these  bodies  them- 
selves are  capable  of  vibrating.  Some  bodies,  by  reason  of  the  position 
in  which  an  incident  beam  of  light  falls  upon  them,  alter  the  direction 
(if  the  vibrations  which  they  transmit,  and  thus  produce  a  beam  of 
light,  whose  vibrations  are  all  limited  to  a  single  plane. 

543.  Change  produced  by  polarisation  of  light. — A  beam  of 
light  is  said  to  be  plane  polarized  when  all  its  vibrations  move  in  a  single 
plane,  or  in  planes  parallel  to  each  other.  This  may  be  illustrated  by 
a  bundle  of  stretched  cords,  all  vibrating  in  one  direction.  If  the  cords 
differ  in  size  or  tension,  the  lengths  of  their  vibrations  will  differ.  This 
may  illustrate  the  vibrations  of  different  420  421 
colors,  which  vary  in  the  lengths  of  their 
vibrations  (531).  A  round  rod  may  be 
taken  to  represent  a  small  beam  of  com- 
mon light,  and  the  radii  shown  in  fig. 
420  may  represent  the'  transverse  vibra- 
tions by  which  light  is  propagated  in 
ordinary  media.  Fig.  421  will  then  represent  a  transverse  section  of  n 
polarised  beam,  with  vibrations  in  planes  parallel  to  each  other. 

544.  Reaolntion  of  ▼ibrations. — The  principle  of  resolution  of 
forces  (50)  will  enable  us  to  understand  how  vibrations,  in  an  infinite 
number  of  planes  passing  through  the  general  direction  of  a  beam  of 
light,  may  be  resolved  into  vibrations  in  two  planes,  making  with  each 
other  any  required  angle.  If  0  £,  fig.  422,  represents  the  direction  and 
intensity  of  a  vibration,  it  will  be  equivalent 
to  0  a  and  O  c,  in  axes,  at  right  angles  to 
each  other.  YibratioDS  represented  by  0  F, 
0  O,  and  0  H,  may,  in  the  same  manner,  be 
resolved  into  vibrations  in  the  axes  A  B  and 
CD.  Then  Oa -f  Oa' -f  06 -f  0«/  will  ^ 
represent  the  intensity  of  the  resulting  vibra- 
tions in  the  axis  A  B,  and  Oc-fOc^-fOd 
-j-  O  d'  will  represent  the  intensity  of  the 
resulting  vibrations  in  the  axis  C  D.  If  we 
thus  resolve  vibrations  in  an  infinite  number 
of  planes  into  vibrations  in  the  axes  A  B  and  C  D,  the  sum  of  the 
rMolting  intensities  in  the  axis  A  B  will  be  exactly  equal  to  the  sum 
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of  the  ioteniities  in  the  axis  CD.  A  raj  of  common  light  maj  there> 
fore  be  considered  as  consisting  of  vibrations  moving  in  two  planes  ai 
right  angles  to  each  other.  Any  medium  that  will,  either  by  its  posi- 
tion or  internal  constitution,  separate  light  into  two  parts,  vibrating  in 
planes  at  right  angles  to  each  other,  will  produce  that  change  denomi- 
nated polarization  of  light. 

545.  laight  polarised  by  absorption. — Certain  crystals  have  the 
remarkable  property  of  polarizing  all  the  light  which  passes  through 
them  in  particular  directions.  They  appear  to  absorb  part  of  the  light, 
and  cause  the  remainder  to  vibrate  in  a  single  direction  only. 

If  a  transparent  toarmaline  is  cat  into  plates  one-thirtieth  of  an  inch  thick 
and  polished,  the  plane  of  section  being  parallel  to  the  vertical  axis  of  the 
hexagonal  prism  in  which  this  mineral  crystallizes,  the  light  transmitted  Uirongb 
such  a  plate  will  be  polarized.  If  a  second  plate  is  placed  parallel  to  the  first, 
as  shown  in  fig.  423,  the  light  transmitted  423  424 

through  the  first  plate  will  also  be  trans- 
mitted through  the  second  plate;  but  the 
light  will  be  entirely  obstructed  if  the  axis 
of  the  second  plate  is  placed  at  right  angles 
with  that  of  the  first,  as  shown  in  fig.  424. 
A  plate  of  tourmidine  becomes,  therefore,  a 
convenient  means  of  polarizing  light,  and 
also  an  instrument  for  determining  whether 
a  ray  of  light  has  been  polarised  by  other  means.  A  toarmaline  plate  so  used  is 
called  an  analyzer.  Crystalline  plates  of  sulphate  of  iodo-quinine  (called  Hen- 
pathite,  firom  the  name  of  their  discoverer,  Mr.  Herapath),  act  in  all  respects 
like  plates  of  tonnnaline. 

546.  Polarisation  by  refleotion. — When  light  falls  apon  a  trans- 
parent medium,  at  any  angle  of  incidence  whatever,  some  portion  of 
the  light  is  reflected.  When  the  incident  light  falls  upon  the  medium 
at  a  particular  angle,  which  varies  with  the  nature  of  the  substance,  :vil 
the  reflected  light  is  polarized. 

Lot  G,  O,  fig.  425,  be  a  plate  of  glass  or  any  other  transparent  laediaBit  sad 
let  a  ray  of  light,  a  b,  fall  upon  it  at  such  an  angle  that  the  reflected  ray,  b  c, 
shall  make  an  angle  of  90°  with  the  refracted  ray,  425 

b  df  then  the  reflected  ray  b  c,  which  represents  but 
a  small  portion  of  the  incident  light,  will  be  polarized. 
If  the  medium  is  bounded  by  parallel  surfaces,  the 
portion  of  the  light  reflected  from  the  seoond  surface 
will  also  be  polarized. 

The  angle  of  polarization  by  reflection  may  be  de- 
termined by  the  following  law.  The  tangent  of  the 
angle  of  incidence  for  which  the  reflected  ray  it  polarvudf  it  equaf  to  ike  i»d«x 
of  refraction  for  the  refleetiug  medium.  This  law  supposea  the  reflecting  sab- 
stance  more  dense  than  the  snrrounding  medium.  If  the  light  is  reflected  fh)iD 
the  second  surface,  m  whon  passing  from  glass  or  water  into  air;  the  inda of 
refraction  equate  the  cotangent  of  the  antjle  of  polarization.  The  polarising 
angle  for  reflection  from  glass,  is  56°  25%  reckoned  from  the  perpendiealai. 
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rhe  polariitDg  angle  for  water  is  53®  11\     As  the  index  of  refraction  raries  for 
different  colors,  the  polarizing  angle  varies  in  the  same  manner. 

If  a  polarized  ray  falls  upon  a  reflecting  surface  at  the  angle  of  polarization, 
and  the  reflecting  surface  is  rotated  around  the  426 

polarised  ray  as  an  axis,  when  it  is  so  placed  that 
the  pi  ine  of  incidence  corresponds  with  the  plane 
in  which  the  ray  was  polarized,  the  polarized  light 
will  be  reflected  jast  as  if  it  were  not  polarized; 
bat  iTben  the  plane  of  incidence  makes  an  angle 
of  90^  with  the  plane  of  polarization,  the  light  is  ^^u 
entirely  intercepted,  as  shown  in  fig.  426.     In  this  I 
respect  a  reflecting  surface,  at  the  proper  angle  of  1       ^ 
incidence,  serves  the  purpose  of  an  analyzer,  jast  ^|^ 
like  a  plate  of  tourmaline. 

Polarisation  by  metallic  reflection. — To  obtain  a  beam  of  plane 
polarized  light  by  reflection  from  metallic  plates,  the  light  must  be 
reflected  many  times  at  the  angle  most  favorable  to  polarization.  A  ray 
of  light  once  reflected  from  a  metallic  plate  at  the  most  favorable  angle 
appears  to  consist  of  light  vibrating  in  two  planes,  in  one  of  which  the 
phase  of  vibration  is  retarded  from  0  to  ^  of  a  vibration  behind  the  light 
vibrating  in  the  other  plane.     This  is  called  elliptical  polarizaiion. 

When  the  two  planes  of  vibration  are  at  right  angles  to  each  other, 
and  the  phases  of  vibration  differ  by  ^  of  a  vibration,  the  light  is  said 
to  be  circularly  polarized. 

The  diamond,  sulphar,  and  all  bodies  possessing  an  adamantine 
lastre,  produce  elliptical  polarization,  and  if  employed  as  analyzing 
reflectors,  they  change  plane  polarized  to  elliptically  polarized  light. 
The  investigation  of  these  varieties  of  polarized  light  would  exceed  the 
limits  of  an  elementary  work. 

547.  Polarization  by  reiraction. — When  light  is  polarized  by 
reflection  from  either  the  first  or  the  second  surface  of  a  transparent 
medium,  a  portion  of  the  transmitted  light  is  polarized  by  refraction. 
The  amount  of  light  polarized  by  refraction  is  just  equal  427 

to  the  amount  polarized  by  reflection,  but  as  the  amount 
of  light  transmitted  by  transparent  substances  very 
much  exceeds  the  amount  reflected  from  their  surfaces, 
only  a  small  portion  of  the  transmitted  rays  are  polar- 
ized, or,  more  properl^,  the  light  transmitted  through  a 
tingle  plate  is  but  partially  polarized. 

548.  Polarization  by  BaccessiTe  refractions. — 
If  a  my  of  light,  R  R^  is  transmitted  obliquely  through 
a  number  of  parallel  transparent  plates,  as  shown  in  fig. 
427,  a  portion  of  the  light  is  polarized  at  every  refrac- 
tion, and  after  a  sufficient  number  of  refractions  the  whole  ofthe  trans- 
mitted light  is  polarized. 

9fy* 
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Light  polarised  by  refraction,  ia  poUriied  in  a  plane  at  right  anglw  with  thi 


Light  polarised  bj  reflection  Tibratef  m 
428 


plane  of  polarization  by  reflection, 
right    angles    with    its   plane  of 
polarization,  or  its  plane  of  reflec- 
tion, as  shown  at  B,  fig.  428. 

Light  polarized  by  refraction, 
Tibrates  also  at  right  angles  with 
its  plane  of  polarizution,  but  pa- 
rallel to  its  plane  of  refraction,  as 
shown  at  C,  fig.  428.  Light  not 
polarized,  though  vibrating  in  an 
infinite  number  of  planes,  is  equiva- 
lent to  a  system  of  vibrations  in 
two  planes  at  right  angled  to  each, 
as  shown  at  A,  fig  42S. 

549.  Partial  polarization. — Light  reflected  or  refracted  at  any 
oblique  angle  is,  in  general,  partially  polarized,  and  by  repeated  reflec- 
tions or  refractions  the  degree  of  polarisation  is  increased,  until,  after 
a  sufficient  number  of  reflections  or  refractions,  it  is  apparently  com- 
pletely polarized. 

Let  M  N,  fig.  429,  represent  the  plane  of  refraction,  and  A  fi,  0  D,  the  azei  U 
vibration  for  common  light,  then  by  repeated  re-  429 

fractions  these  axes  will  be  gradually  made  to 
approach  each  other,  until  they  sensibly  coincide, 
as  shown  in  the  figure,  when  the  light  is  said  to 
be  completely  polarized.  The  portion  of  light 
reflected,  undergoes  a  similar  series  of  changes, 
sensibly  coincide,  in  a  plane  at  right  angle 
by  refraction.  • 

550.  Doable  refraction  is  a  property  in  certain  crystals  that  oaases 
the  light  passing  through  them  in  particular  directions  to  be  separated 
into  two  portions,  which  pursue  different  paths,  and  which  causes 
objects  seen  through  the  crystals  to  appear  double. 

The  most  remarkable  substance  of  this  kind  with  which  we  are  familiar,  if 
Iceland  spar,  or  carbonate  of  lime,  which  crystallizes 
in  the  rhombic  system,  as  shown  in  fig.  430.  The 
line  a  b,  about  which  all  its  faces  are  symmetrically 
arranged,  is  called  the  mojor  axis  of  the  crystal,  and 
the  plane  aebdf  passing  through  the  axis,  and 
through  the  obtnse  lateral  edges,  is  called  the  pla 
of  principal  aeoHon.  430 

If  a  crystal  of  Iceland  spar,  from 
half  an  inch,  upwards,  in  thickness,  is 
laid  npon  a  sheet  of  paper,  on  which 
are  drawn  various  lines,  they  will 
appear  double,  as  shown  in  fig.  431. 
A  B,  C  D,  E  F,  0  H,  are  the  real  lines,  seen  in  their  true  positions.  The  dotted 
Hues  show  the  position  of  the  additional  lines,  eoused  by  extraordinary  refrM- 


until  the  axes  of  vibration 
to  their  position  in  light  polarissd 
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tton.     The  line  A  B,  in  the  plane  of  principal  section,  is  not  doubled.     Any  line 
parallel  to  A  B,  will  also  appear  single. 

The  index  of  refraction  for  the  ordinary  ray  remains  constant,  in  whatever 
direction  light  passes  through  the  crystal.  The  index  of  refraction  for  the 
extraordinary  ray,  when  parallel  to  the  axis,  is  the  same  as  that  of  the  ordinary 
ray,  and  differs  most  from  the  ordinary  ray  when  it  passes  through  the  crystal 
at  right  angles  with  the  axis. 

The  iDdez  of  refraction  for  the  ordinary  ray  in  Iceland  spar  is  con- 
8tantly  1.6543  ^  m.  The  index  of  refraction  for  the  extraordinary  ray, 
when  it  makes  an  angle  of  90°  with  the  major  axis,  is  1.4833  =  n.  Let 
X  =  the  angle  which  the  extraordinary  ray  makes  with  the  major  axis 
in  any  other  position,  and  let  N^  the  corresponding  index  of  refraction 
for  the  extraordinary  ray,  its  value  may  be  determined  by  the  following 
formula : — 

N  =  v^m»-f  (»'  — w')8in«x  =  |/2.7367 —  0.5366  sin^x. 

551.  PoBltiTe  and  negative  orystaUi. — Positive  crystals  are  those 
in  which  the  index  of  refraction  for  the  extraordinary  ray  is  greater 
than  for  the  ordinary  ray,  and  the  extraordinary  ray  is  refracted  nearer 
to  the  axis  than  the  ordinary  ray.  Quartz  and  ice  are  examples  of  this 
class. 

Negative  crystals  are  such  as  have  the  index  of  refraction  for  the 
extraordinary  ray  less  than  for  the  ordinary  ray,  the  extraordinary  ray 
being  refracted  farther  from  the  axis  than  the  ordinary  ray.  Iceland 
spar,  tourmaline,  corundum,  sapphire,  and  mica,  are  examples  of  nega- 
tive crystals. 

Some  crystals  have  two  axes  of  double  refraction,  as  nitrate  of  potash, 
sulphate  of  barytes,  and  some  varieties  of  mica. 

552.  Polarization  by  double  refraction. — When  the  light  trans- 
mitted through  a  doubly  refracting  substance  is  examined  with  an 
analyzer,  it  is  found  that  both  the  ordinary  and  extraordinary  rays  are 
completely  polarized,  whatever  be  the  color  of  the  light  employed.  The 
tourmaline  plate,  or  other  analyser,  will,  in  one  position,  transmit  the 
ordinary  image  and  wholly  intercept  the  other,  but  when  432 
the  tourmaline  has  been  rotated  90°,  the  ordinary  ray  is 
intercepted,  and  the  extraordinary  ray  is  transmitted. 

553.  XTicors  ainglb  image  priam  is  an  instrument 
formed  of  Iceland  spar,  by  which  the  ordinary  image,  pro- 
iuced  by  double  refraction,  is  thrown  out  of  the  field,  and 
only  a  single  image  (the  extraordinary)  is  transmitted. 

An  elongated  prism  of  Iceland  spar  is  out  through  by  a  plane, 
B  F,  at  right  angles  with  the  principal  section,  from  the  obtuse 
solid  angle  E,  fig.  432,  making  an  angle  of  22^  with  the  obtuse 
lateral  edge  K.     The  terminal  face,  P,  is  ground  away,  so  as  to  make  an  angle 
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of  68^  with  the  obtuse  lateral  edge,  E^  and  the  )ppo8iie  face,  P',  ia  ground  ia 
the  same  inaDDer.  All  the  now  faces  are  carefuLy  polished,  and  the  two  parti 
are  cemented  together  again  with  Canada  balsam,  in  the  same  positioo  thej 
previously  occupied.  The  lateral  faces  of  this  compound  prism  are  all  painted 
black,  leaving  only  the  terminal  faces  for  the  transmission  of 
light. 

When  a  ray  of  light,  a  6,  fig.  433,  falls  upon  this  prism,  it  is  re- 
fracted into  the  ordinary  ray  6  c,  and  the  extraordinary  ray  b  d.  The 
index  of  refraction  of  Iceland  spar,  for  the  ordinary  ray,  being  1.654, 
and  that  of  balsam  only  1.636,  the  ordinary  ray  cannot  pass  through 
the  balsam,  unless  the  incident  ray  diTerges  widely  from  the  axis. 
of  the  prism,  but  it  suffers  total  reflection,  and  is  absorbed  by  the 
blackened  side  of  the  prism.  The  extraordinary  ray  has  a  refrao- 
tire  index  in  the  Iceland  spar  generally  less  than  in  the  balsam, 
varying,  for  Nicol's  prism,  between  1.5  and  1.56 ;  therefore  it  passes 
through  the  balsam  into  the  lower  part  of  the  prism,  and  emerges 
in  the  direction  g  A,  parallel  to  the  incident  ray. 

These  prisms  are  capable  of  transmitting  a  eolorless  pencil  of 
ligbt»  perfectly  polarised,  Arom  20^'  to  27^  in  breadth. 

554.  Polarizing  instmmentB  are  made  in  a  rarietj  of  forms,  to 
Buit  particular  purposes.  A  simple  instrument,  and  yet  one  of  the 
most  conrenient  in  use  for  exhibiting  the  phenomena  of  polarised  light, 
is  shown  in  fig.  434.  ^3^ 

A  mirror,  M,  made  of  plate  glass, 
covered  with  black  varnish  or  cloth  | 
on  the  back,  or,  better,  a  bundle  of 
ten  to  twenty  thin  plates  of  polished 
glass,  is  mounted  on  a  mahogany 
support  at  the  polarising  angle^  A 
Nicol's  prism,  or  a  tourmaline  plate, 
at  E,  serves  as  an  analyser.  The 
ol^ects  to  be  examined  are  mounted  in  discs  of  wood  or  cork,  and  supported  at 
A  or  B,  where  they  are  most  distinctly  seen  by  the  eye,  looking  through  the 
analyzer.  The  student  who  has  not  a  tourmaline,  or  a  Kioors  prism,  can  ose 
as  an  analyzer  a  small  piece  of  plate  glass,  mounted  so  as  to  rotate  on  an  azii 
parallel  to  the  base  of  the  instrument. 

Polarized  light  may  be  applied  to  the  microscope,  by  moontiog  a 
Nicol's  prism  beneath  the  stage  as  a  polarizer,  and  another  for  an 
analyser,  in  the  body  of  the  microscope,  above  the  object  glass. 

555.  Colored  polarisation. — ^When  a  thin  plate  of  selenite,  mica, 
or  any  other  doubly  refracting  substance,  is  placed  between  the  polariser 
and  the  analyzer  in  the  polariscope,  the  light  is  separated  into  two 
beams,  which  follow  different  paths,  and  as  the  vibrations  of  one  raj 
are  more  retarded  than  those  of  the  other,  when  they  are  reunited 
they  interfere,  and  produce  the  most  beautiful  colors,  varying  with  the 
thickness  of  the  plates,  and  the  position  of  their  axes  with  reference  to 
the  axes  of  the  polarizer  and  the  analyser. 
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If  the  fllm  b  rotated,  while  the  polaricer  and  analyser  remain  fixed,  the  color 
will  appear  at  trtry  quadrant  of  rerolution,  and  disappear  in  intermediate 
positions.  If  the  film  and  the  polarizer  remain  fixed,  and  the  analyser  is  rotated, 
(he  color  will  change  to' the  complementary  at  erery  quadrant  of  rerolution; 
that  is,  the  same  color  will  be  seen  in  positions  of  the  analyzer  differing  180^, 
and  the  complementary  color  will  be  seen  at  90^  and  270°,  from  the  first  position. 

Films  of  selenite,  rarying  between  0*00124  and  0*01818  of  an  inch  in  thickness, 
will  give  all  the  colors  between  the  white  of  Newton's  first  order,  and  white 
rcanlting  from  the  mixture  of  all  the  colors.  If  two  films  of  selenite  are  placed 
over  each  other,  with  their  axes  parallel,  the  color  produced  will  be  that  which 
belongs  to  the  sum  of  their  thicknesses.  Bat  when  the  two  films  are  placed  with 
their  axes  at  right  angles,  the  resulting  tint  is  that  which  belongs  to  the  differ- 
ence of  their  thicknesses. 

556.  Rotary  polarisatiOD  is  a  property  which  some  Bubatances 
possess  of  changing  the  plane  of  vibration  in  a  ray  of  polarized  light, 
even  when  it  falls  perpendicularly  upon  it.  The  entire  amount  of 
rotation  depends  upon  the  thickness  of  the  medium.  Quarts,  cut 
transversely  to  its  major  axis,  solution  of  sugar,  camphor  in  the  solid 
state^  and  most  of  the  essential  oils,  possess  the  power  of  rotating  ^he 
plane  of  polarisation  of  a  ray  passing  through  them. 

Different  substances,  and  sometimes  different  specimens  of  the  same  substanoe, 
rotate  the  plane  of  polarisation  in  contrary  directions.  When  the  rotation  takes 
place  in  the  direction  of  the  motion  of  the  hands  of  a  watch,  the  medium  is 
said  to  hare  right-handed  polarisation.  Thus  we  hare  right-handed  quarts,  and 
UA-handed  quarts. 

In  a  beam  of  white  light,  the  ribrations  which  produee  red  hare  their  plane 
of  polarisation  rotated  much  more  than  the  colors  of  greater  refrangibility. 
This  property  raries  inversely  as  the  squares  of  the  lengths  of  the  Inminons 
waves  which  produce  the  several  colors.  The  power  of  rotating  the  plane  of 
polarisation  becomes  a  valuable  test  for  speedily  determining  the  nature  of 
various  chemical  substances,  or  the  strength  of  a  solution  of  any  substance 
having  this  power.  Soliers  sacoharimeter,  for  measuring  the  relative  amount 
of  cane  and  grape  sugar  in  solations  or  syrups,  is  constructed  on  this  principle. 
Such  an  instrument  affords  also  a  ready  method  of  detecting  the  presenoe  of 
sngar  in  diabetic  nrine. 

557.  Arago's  chromatio  polarisoope  is  a  very  simple  instrument 
for  testing  polarized  light,  and  for  determining  its  plane  of  polarization. 
In  one  end  of  a  brass  tube  is  inserted  a  prism  of  Iceland  spar ;  in  the 
other  end  of  the  tube  a  circular  opening  is  covered  by  two  plates  of 
quartz  cut  parallel  to  the  axis  and  united  by  their  edges,  one  of  these 
plates  having  right-handed,  and  the  other  lefl-handed,  rotary  polari- 
zation. 

When  polarized  light  is  viewed  through  this  instrument  (the  Iceland 
spar  being  turned  towards  the  eye),  the  circular  opening  appears 
double,  and  in  each  image  is  seen  the  line  dividing  the  two  plates  of 
rotary  quartz,  with  complementary  colors  on  opposite  sides  of  the  line. 
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If  the  instrument  is  now  rotated,  two  positions  will  be  found  at  right 
angles  to  each  other  where  both  parts  of  the  opening  in  the  same  image 
appear  of  a  uniform  tint,  though  the  two  images  still  hare  oomple> 
mentary  colors. 

When  both  segments  of  the  extraordinary  image  have  a  uniform  red 
tint,  the  principal  section  of  the  prism  is  parallel  to  the  plane  in  which 
the  light  has  been  polarized,  and  when  both  segments  of  the  extra- 
ordinary image  are  uniformly  green,  the  plane  of  polarisation  is 
perpendicular  to  the  principal  section  of  the  prism. 

A  plate  of  seleoite  or  mica,  or  a  single  plate  of  quartz,  may  be  substitated  for 
the  two  segments  of  right  and  left-banded  qoarts,  and  two  images  with  com- 
plementary colors  will  be  seen  as  before.  All  the  phenomena  of  atmospherie 
polarization  may  be  demonstrated  with  this  form  of  the  iniiU'nment,  and  the 
plane  of  polarisation  may  be  determined,  bat  with  less  accuracy  than  in  the 
first  form  of  the  instrument  As  before,  when  the  extraordinary  image  is  red, 
the  plane  of  polarization  is  parallel  to  the  principal  section  of  the  prism.  When 
the  extraordinary  image  is  green,  the  plane  of  polarisation  is  perpendicular  to 
the  principal  section  of  the  prism. 

558.  Colored  rings  in  crystala. — Colored  rings  of  great  beanty, 
with  a  black  cross,  are  seen  in  thin  plates  of  doubly  refracting  crystals, 
when  viewed  in  certain  directions,  with  polarized  light. 

Figs.  435  and  436,  show  the  appearance  of  the  rings  and  cross  in  thick  plates 
of  quartz,  in  positions  at  90°  from  each  other.     Other  uniaxial  crystals  show  a 
similar  system  of  rings  beautifully  colored.     Figs.  437  and  438  show  the  form 
435  436  437  438 
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of  the  colored  rings  in  biaxial  crystals;  «.  g.  some  micaa.  Every  doablj 
refracting  crystal  presents  some  peculiarity  in  the  form  and  arrangement  of  the 
colored  rings  seen  in  its  thin  sections.  This  subject  is  of  great  interest  to  the 
mineralogist. 

559.  Polarisation  by  heat,  and  by  compression. — Glass  irregu- 
larly heated,  or  heated  and  irregularly  cooled,  possesses  the  power  of 
double  refraction,  and  when  viewed  by  polarized  light,  it  exhibits  dark 
crosses,  bands,  or  rings,  varying  with  the  form  of  the  glass,  and  differ- 
ence of  density  in  different  parts.  Similar  phenomena  may  be  produced 
by  compression,  or  by  bending  rods  or  plates  of  glass. 
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560.  Magnetic  rotary  polarisation. — ^If  a  thick  plate  of  glass  is 
applied  to  the  poles  of  a  powerful  electro-magnet,  the  glass  is  neither 
attraeted  nor  repelled ;  bat  if  a  ray  of  polarised  light  is  transmitted 
through  thtf  plate  in  a  certain  direction,  the  plane  of  polarization  is 
rotated  as  by  a  plate  of  quartz,  or  other  rotary  polarizer,  showing 
that  light  and  magnetism  have  some  intimate  relation  to  each  other. 

This  rotary  effect  may  depend  apon  change  in  the  tension  of  the  molecules 
of  the  glass  by  the  magnetic  force,  and  not  upon  any  direct  relation  between 
light  and  magnetism. 

561.  Atmospheric  polarisation  of  light. — The  light  of  the  sun 
reflected  by  the  atmosphere  is  more  or  less  polarized,  depending  upon 
the  angular  distance  from  the  sun. 

If  the  earth  had  no  atmosphere,  the  sky  wonld  ererywhere  appear  perfectly 
black.  The  color  of  the  sky  is  produced  by  light  reflected  by  the  atmosphere. 
If  we  look  at  the  sky  through  a  Niool's  prism,  we  shall  find,  on  rotating  the 
prism,  that  light  from  some  part«  of  the  sky  is  polarised  to  a  rery  appreciable 
extent.  There  are  several  points  in  the  sky  where  no  polarisation  is  perceptible. 
The  point  in  the  heavens  directly  opposite  to  the  sun  is  called  the  anti-tolar 
point.  At  a  distance  above  the  anti-solar  point,  varying  from  11°  to  18°,  there 
is  a  point  of  no  polarisation,  and  another  neutral  point  at  an  equal  distance  below 
the  anti-solar  point  Another  nentral  point,  or  point  of  no  polarisation,  is 
found  from  12°  to  18°  above  the  sun,  and  a  similar  one  below  it ;  but  the  latt#r 
is  observed  with  great  difficulty.  When  the  sun  is  in  the  senith,  these  two  points 
coincide  in  the  sun.  At  all  other  points  in  the  sky,  the  light  is  more  or  less 
polarized,  the  degree  of  polarisation  amounting  sometimes  to  more  than  one- 
half  as  moeh  as  by  reflection  from  glass  at  the  angle  of  complete  polarisation. 

562.  The  eye  a  polariscope. — The  structure  of  the  crystalline  lens 
is  such,  that  the  unaided  eye  is  capable  of  analyzing  a  beam  of  light 
polarized  by  reflection  or  by  double  refraction.  A  person  accustomed 
to  use  his  eyes  in  viewing  the  phenomena  of  polarization,  can  thus 
detect  with  ease  facts  of  this  nature,  which  are  wholly  inscrutable  to 
one  not  familiar  with  such  observations;  another  of  the  numerous 
proofs  we  have  that  the  eye  is  capable  of  very  exact  training ;  but 
nevertheless  it  is  a  proof  also  of  an  imperfection  in  the  eye  itself. 

M.  Haidinger  has  observed  a  remarkable  phenomenon  of  polarized  light,  by 
which  it  may  be  recognised  by  the  naked  eye,  and  its  plane  of  polarization 
aseertained.  This  phenomenon  consists  in  the  appearance  of  two  brushes  of  a 
vaty  pale  yellow  color,  the  axis  of  which  coincides  always  with  the  trace  of 
the  plane  of  polarisation ;  these  are  accompanied,  on  either  side,  by  two  patches 
of  light  of  a  complementary  or  violet  tint.  In  order  to  see  them,  the  plane  of 
the  polarization  of  the  light  must  be  turned  quickly  from  one  position  to  another ; 
this  may  be  done  by  revolving  before  the  eye  a  Nicol's  prism  directed  towards 
a  wbitA  elond. 

The  most  probable  explanation  is  that  given  by  M.  Jamin,  in  which  the  pro- 
duction of  the  phenomenon  is  ascribed  to  the  refracting  coats  of  the  eye,  they 
being  eompared  to  a  pile  of  parallel  plates  of  glass. 
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563.  The  practical  applications  of  polariBed  light  are  name< 
rous.  The  water  telescope  consists  of  an  ordinary  marine  telescope, 
with  a  Nicol's  prism  inserted  in  the  eje-piece. 

The  light  reflected  from  the  surface  of  the  water  is  the  principal  obstmction 
to  viewing  objects  beneath  its  surface.  Nicol's  prism,  in  a  certain  position, 
entirely  outs  off  the  polarised  portion  of  the  reflected  light»  and  allows  objects 
far  below  the  surface  to  be  seen  in  the  telescope.  A  Nicolas  prism,  in  the  8am« 
manner,  will  enable  the  fisherman  to  direct  his  spear  with  greater  certaintj. 

Amateurs,  in  visiting  galleries  of  paintings,  find  Nicors  prisms 
mounted  as  spectacles  of  great  service.  Let  the  observer  place  him- 
self in  an  oblique  position,  and  look  at  an  oil  painting ;  when  the  sheen 
of  reflected  light  renders  the  objects  in  the  painting  invisible,  he  has 
but  to  look  through  a  Nicol's  prism,  set  in  a  proper  position,  and  the 
entire  details  of  the  painting  at  once  become  visible  in  all  their  proper 
colors.  An  opera-glass,  provided  with  Nicol's  prisms,  would  be  a 
valuable  instrument  in  examining  a  picture  gallery.  Polarized  light 
is  also  of  great  value  in  roioroscopic  investigations. 

Fig.  439  shows  the  appearance  of  a  grain 
of  starch,  brilliantly  illuminated  on  a  dark 
ground,  when  seen  in  the  microscope  with 
polarised  light.  By  rotating  the  analyser, 
the  field  becomes  light,  and  the  dark  cross 
changes  its  position,  as  shown  in  fig.  440. 
The  appearance  of  the  starch  distinguishes 
it  from  every  other  substance.  Different 
kinds  of  starch  are  also  thus  readily  dis- 
tinguished from  each  other. 

By  means  of  polarized  light,  the  chemist  can  detect  one  thirteen- 
millionth  of  a  gramme  of  soda,  and  distinguish  it  from  potassa  or  anj 
other  alkali.  In  physiological  chemistry,  especially  in  the  examination 
of  crystals  found  in  various  cavities  and  fluids  of  both  animals  and 
plants,  the  use  of  polarized  light  is  especially  important. 

Instead  of  a  few  isolated  facts,  of  interest  only  to  the  curious  inquirer, 
the  polarization  of  light  presents  itself  as  a  great  fact  in  nature,  meet- 
ing us  with  wonderful  revelations  in  almost  every  department  of  nat-aral 
science.  By  this  marvelous  property  of  light,  the  astronomer  determines 
that  the  planets  shine  by  reflected  light,  and  that  the  stars  are  self- 
luminous  bodies. 


Problems  in  Optica. 
Velocity  and  Intensity  of  Light. 

177.  What  time  is  required  for  Mght  to  come  to  the  earth  from  the  van,  ths 
distance  being  95,000,000  miles  ? 


OPTICS.  393 

178.  How  long  do«8  it  take  the  light  of  the  north  itar  to  reach  the  earth,  the 
distance  being  estimated  2,961,000  times  greater  than  the  distance  of  the  earth 
from  the  sun  ? 

179.  Two  lights  giro  equal  illumination  upon  Bunsen's  photometer,  when  it 
J  placed  between  them  at  a  distance  of  3  feet  from  one  light,  and  4  feet  7 
inches  from  the  other ;  what  is  their  relative  illuminating  power  t 

ISO.  A  screen  is  equally  illuminated  by  two  flames,  when  one  uf  them  is  40  inches 
from  it»  bat  when  a  plate  of  glass  is  interposed,  the  same  light  is  required  to  be 
brooj^bt  to  a  distance  of  38  inches  that  the  illumination  may  be  again  equal ; 
whrnX  proportion  of  the  light  is  transmitted  by  the  glass  ? 

181.  At  one  extremity  of  a  bar,  100  inches  long,  is  placed  a  standard  candle 
>iiming  120  grains  per  hour  (the  asnal  standard  in  pbotometrie  measurements 
of  giM)»  at  the  other  end  is  a  gas  burner  consuming  b  cubic  feet  per  hour.  A 
BuDsen's  screen,  moving  on  this  bar,  is  distant  17 ^^^  inches  from  the  candle, 
when  both  sides  are  equally  illuminated ;  what  is  the  illuminating  power  of  the 
gas  in  terms  of  the  candle  as  a  unit? 

182.  Bj  a  similar  trial,  the  photometer  is  19 ^^j  inches  distant  from  the 
standard  candle  when  the  disc  is  equally  illuminated,  but  it  is  found  that  the 
eandle  Is  burning  120  grains  per  hour,  while  the  gas  burner  consumes  only  4J 
eabio  feet  of  gas  per  hour ;  what  is  the  illuminating  power  of  6  cubic  feet  of 
tbia  sample  of  gas  in  terms  of  the  standard  candle  at  120  grains  as  a  unit  ? 

Reflection  of  laight. 

183.  At  what  angle  mnst  two  mirrors  be  inclined,  so  that  a  ray  of  light  inci- 
dent parallel  to  one  mirror  may,  afler  reflection  at  each  mirror,  be  parallel  to 
Ibe  other  ? 

184.  How  many  images  will  be  seen  in  a  kaleidoscope  when  the  two  mirrors 
of  whieh  it  is  composed  are  placed  at  an  angle  of  20°  ? 

185.  A  concave  mirror  collects  solar  light  to  a  focus  6  inches  from  its  surface ; 
where  will  it  form  an  image  of  an  object  placed  12  feet  in  front  of  it  ? 

186.  A  luminous  point  is  placed  at  a  distance  of  3  feet  in  front  of  a  concave 
mirror  of  1  foot  radins ;  find  the  distance  of  the  focus  of  reflected  rays. 

137.  What  mnst  be  the  position  of  a  luminous  point  before  a  concave  mirror, 
that  the  distance  between  the  foci  of  incident  and  refieoted  rays  may  be  equal  to 
the  radios  of  the  mirror  ? 

Refraction  of  laight. 

188.  Find  the  thickness  of  a  plane  glass  mirror  silvered  at  the  baok,  so  that 
an  object  one  foot  in  front  of  its  first  surface  may  have  the  image  formed  by 
reflection  at  the  second  snrface  twice  as  distant  from  the  object  as  if  the  reflec- 
tion took  place  from  the  first  surface;  the  index  of  refraction  being  ii  ^  Ij. 

189.  A  fish  is  seen  in  a  position  known  to  be  4  feet  below  the  surface  of  the 
water,  and  the  direction  in  which  it  is  seen  makes  an  angle  of  45°  with  the 
perpendicular ;  at  what  angle  mnst  a  lance  be  thrown  to  strike  the  fish  ? 

190.  If  a  pool  of  water  appears  to  be  5  feet  deep,  what  should  we  consider  its 
real  depth  ? 

191.  A  small  pencil  of  solar  rays,  incident  upon  the  surface  of  a  refracting 
sphere,  is  bronght  to  a  focus  upon  the  opposite  snrface ;  what  is  the  refractive 
Index  of  the  material  of  which  the  sphere  is  made  ? 

192.  A  small  pencil  of  light  falls  upon  a  concave  spherical  surface  of  glass 
(n  =  1|),  the  radius  of  which  is  2  feet.  Supposing  the  radiant  point  distant  3  feet 
from  the  refracting  surface,  where  will  the  focus  of  the  refracted  rays  be  found  / 

86 


394  PHYSICS  or  impondbrablb  agents. 

193.  When  dirergent  rays  are  incident  from  A  eertain  point  upon  a  spheriitl 
surface  of  glass,  the  refracted  rays  are  found  to  converge  to  a  focus  at  exactij 
the  same  distance  on  the  opposite  side  of  the  surface ;  is  the  surface  conrez  or 
concave  f  and  if  the  position  of  the  point  of  incidence  be  3  feet  from  the  refract- 
ing surface,  and  n  =s  1*5,  what  is  the  radius  of  the  refracting  surface? 

194.  A  double  convex  lens  of  glass  (a  =  1*534),  whose  radii  are  respectively 
2  inches  and  4^  inches,  is  placed  15  inches  before  a  Inminoufl  point;  what  is  the 
position  of  the  focus  of  refracted  rays  f 

195.  What  is  the  form  of  a  double  convex  lens,  having  the  least  spherieal 
aberration,  when  the  glass  of  which  it  is  made  has  an  index  of  refiractioB 
m  =  1-635? 

196.  What  is  the  distance  of  the  prinoipal  foons  from  a  lens  of  flint  glass, 
(n  =  1*635)  whose  radii  are,  r  as  2^,  and  •  ss  —  5  ? 

197.  What  single  lens  is  equivalent  to  a  combination  of  a  double  convex  leu 
of  focal  length  2  inches  with  a  double  concave  lens  of  focal  length  4  inches  ? 

198.  Determine  the  form  of  two  lenses  of  flint  and  crown  glass,  that  may  be 
cemented  together  so  as  to  constitute  a  plano-convex  achromatic  combinatios 
of  7  inches  focal  len|(th,  using  flint-glass  in  which  in  =  1*635,  and  the  djsper* 
sive  power  p  ^  1000,  and  crown-glass  n  =  1534,  and  p'  =  625. 

199.  Two  convex  lenses,  whose  focal  lengths  are  3/*  and/,  are  separated  by  aa 
interval  of  2/;  how  must  a  pencil  of  rays  be  incident  upon  the  fint  lens,  so  aa 
to  emerge  parallel  ailer  refraction  through  the  second  lens  ? 

Optical  InstmmentB. 

200.  Considpring  the  distance  of  diatmct  vision  8  inches,  what  will  be  ths 
magnifying  power  of  a  lens  whose  solar  focus  is  3  inches,  when  it  is  placed  at  a 
distance  of  5  inches  from  the  eye  t 

201.  Calculate  the  radii  of  the  two  surfaces  of  a  menisons  of  orown-glssa 
(n  =s  1*5)  to  be  used  as  the  field-lens  of  Prof.  Air/s  eye-piece  (500),  when  the 
eye-lens  has  a  solar  focus  of  half  an  inch,  and  the  field-lens  is  2  foot  from  th« 
object-glass. 

202.  Calculate  the  illuminating  power  of  Herschel's  gnat  telescope,  allowiBf 
■fff  of  the  incident  light  to  be  reflected  by  the  specnlnm. 

203.  On  the  same  conditions  calculate  the  illuminating  and  penetrating  poven 
of  Lord  Rosse's  great  telescope  (503). 

204.  Estimate  the  illuminating  and  penetrating  powers  of  the  Cambridge 
refracting  telescope  (506).     ^  ^  15  inches,  a  =  0*1  inch,  x  =  0*9,  n  =  2. 

205.  Compare  the  illuminating  and  penetrating  powers  of  two  aehromatie 
objectives  for  the  microscope,  one  of  which  has  an  angular  apertore  of  109*, 
and  the  other  150°,  calling  n  =  6  in  both  cases,  And  x  a:  0*8. 

Polarisation  of  Light. 

206.  Calculate  the  angles  of  most^erfect  polarisation  by  reflection  from  th« 
three  kinds  of  glass  whose  index  of  refraction  is  given  in  }  407. 

207.  What  proportion  of  the  incident  light  is  reflected  in  each  of  the  cases 
considered  in  the  last  problem,  supposing  the  increase  of  reflection  uniform 
between  any  two  angles  whose  amount  of  reflection  is  given  in  the  table, 
page  209  ? 

208.  What  is  the  index  of  refraction  for  the  extraordinary  ray  in  Iceland 
spa),  when  it  makes  an  angle  of  54°  with  the  principal  axis  of  the  prism? 
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CHAPTER  II. 

HEAT. 

i  1.  Nature  of  Heat. 

564.  Eteat. — Its  nature. — The  sensations,  which  we  call  heat 
or  oold,  are  produced  by  an  agent  or  cause  whose  real  nature  is 
onkoown.  Whatever  this  agent  may  be,  it  influences  matter  of  all 
kinds  without  changing  its  nature.  Scientific  opinion  is  divided, 
chiefly,  bSetween  two  views  of  the  nature  of  heat.  These  are,  the 
eorpwcular  theory,  or  theory  of  emission,  and  the  undnlatory  theory. 

According  to  the  eorpyeular  theory,  heat  it  attributed  to  a  peculiar  imponder- 
able fluid,  existing  in  all  bodies  in  combination  with  their  atoms.  The  parti- 
cles of  this  supposed  fluid  are  self-repellent,  and  thus  the  atoms  of  bodies  are 
prevented  from  coming  into  absolute  contact  with  each  other.  This  fluid  is  thrown 
off  from  all  hot  bodies  with  inconceivable  velocity,  and  upon  its  absorption  by 
other  bodies  the  effects  of  heat  are  manifested.  Thus  hot  bodies  lose  what 
colder  bodies  gain. 

By  the  undulatory  theory,  heat  is  attributed  to  the  vibratory  movements  of 
the  molecules  of  a  hot  body,  communicated  to  those  of  other  bodies,  by  means 
of  a  highly  elastic  fluid  called  ether.  This  ether  pervades  all  space,  and  in  it 
the  andnlations  of  heat  are  propagated  with  inoonoeivable  rapidity,  in  a  manner 
analogous  to  the  slower  progress  of  sonorous  waves  in  air,  as  already  explained. 
This  same  medium,  by  another  kind  of  motion,  is  supposed  to  produce  light 
and  electricity. 

565.  Temperature. — Heat  and  oold. — All  bodies  receive  or  part 
with  heat,  as  their  conditions  change  from  time  to  time ;  the  relations 
which  they  sustain  to  heat  cU  a  given  moment  are  distinguished  by  the 
word  temperature,  which  term  implies  nothing  as  to  t&e  quantity  of  heat 
present  in  a  body,  but  only  its  relation  at  a  speciflc  time  to  an  arbitrary 
standard. 

Heat  and  cold  are  relative  terms ;  coTd  implying  not  a  quality  antago- 
nistic to  heat,  but  merely  the  absence  of  heat  in  a  greater  or  less  degree. 
There  are  no  bodies  so  cold  that  they  will  not  be  warm  to  bodies  colder 
than  themselves.  Our  sensations  give  us  but  little  evidence  respecting 
actual  changes  of  temperature. 

If  we  place  one  band  in  hot  and  the  other  in  oold  water,  and  then  suddenly 
transfer  both  to  water  having  an  interme  Mate  temperature,  oar  sensations  ar« 
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at  onoo  nrened ;  one  band  will  feel  cold,  and  the  other  wann«  althongfa  bolk 
are  exposed  to  the  same  temperature. 

566.  Action  of  heat  on  matter. — ^Assaming  that  cohesion  and 
heat  are  counteraoting  forces,  it  follows  that  the  three  states  of  matter 
are  effects  of  the  relative  intensities  of  these  two  agencies ;  and  heat 
being  a  repellent  force,  its  increase  must  be  accompanied  with  an 
enlargement  of  volume  in  either  of  the  three  states  of  matter,  whiles 
loss  of  volume  must  accompany  an  increase  of  molecular  force,  or  a 
loss  of  heat. 

Many  familiar  facts  of  daily  experience  confirm  this  statement  All 
bodies  (with  few  exceptions)  expand  with  an  increase,  and  contract 
with  a  loss  of  heat.  The  expansion  may  be  measured  by  an  increase 
of  length ;  in  which  case  it  is  called  linear  expaunon,  or  by  an  increase 
of  volume,  and  then  it  is  called  cubic  expansion.  The  first  measure  is 
commonly  used  for  solids,  the  second  for  liquids  and  gases,  but  the  first 
is  easily  converted  into  the  second  by  cubing.  Substances  vary  very 
much  in  their  degree  of  expansion  for  the  same  increase  of  temperature: 
solids  expand  less  than  fluids,  and  liquids  less  than  gases. 

But  the  laws  of  expansion  will  be  better  studied  after  some  acqaaini* 
anoe  is  obtained  with  the  means  of  measuring  differences  of  temperature. 

i  2.  Meaaurement  of  Temperature. 

I.    THBRMOMETERS. 

567.  Thermometera. — The  measurement  of  temperature  is  aooom- 
plished  by  observing  the  amount  of  expansion  or  contraction  in  any 
substance  arbitrarily  assumed  as  a  standard  for  the  purpose.  Sooh  an 
instrument,  whether  the  substance  selected  is  a  solid,  a  liquid,  or  a 
gas,  is  called  a  thermometer,  or  measure  of  temperature.  For  special 
purposes,  thermometers  are  constructed  with  either  solids,  liquids,  or 
gases.  In  much  the  greater  number  of  cases,  however,  mercury  is  the 
only  substance  employed,  not  only  because  of  its  great  range  of  tem- 
perature between  freezing  and  boiling,  but  also  because  its  changes  of 
volume  for  equal  changes  of  temperature  are  more  nearly  proportional 
to  the  temperature  than  those  of  any  other  liquid. 

568.  Conatrnction  of  merotuial  thermometera. — Thermometei 
tnbea. — A  capillary  glass  tube  of  which  a  thermometer  is  tu  be  mntle, 
should  be  one  whose  bore,  throughout,  is  of  the  same  calibre,  so  that 
equal  lengths  within  it  will  contain  equal  quantities  of  mercury.  The 
equality  of  the  bore  is  ascertained  by  causing  a  short  cylinder  of  mer- 
cury (say  one  inch)  to  pa^s  from  end  to  end  of  the  tube,  and  if  i^ 
measures  an  equal  length  throughout,  then  the  calibre  is  equal ;  other- 
wise the  tube  is  rejected.    Only  about  one  in  six  of  thermometer  tubes 
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•re  fimnd  to  poMem  a  canal  of  equal  bore.  A  proper  tube  haTing  bemi 
Nleeted,  a  balb  (cylindrical  or  spherical)  is  blown  upon  it  by  means 
of  a  gum  elastic  bag  fitted  to  the  open  end.  The  breath  would  fill  the 
tabe  with  moisture.  The  form  of  the  bulb  is  conventional.  A  cylin- 
drical bulb  will  be  more  readily  afi'ected  by  the  temperature  of  the 
surrounding  medium  than  a  spherical  one,  because  it  exposes  a  larger 
fiurfiMse. 

Filling  the  tube  with  meronry  is  facilitated  by  tying  a  paper 
funnel  on  the  open  end  of  the  tube,  or  a  glass  reservoir,  C,  fig.  441, 
is  employed  to  hold  a  portion  of  pure  mercury.  441 

As  ao  dense  a  fluid  could  not  enter  a  capillary 
opening,  the  air  in  the  bulb,  D,  is  expanded  by 
the  flame  of  a  spirit  lamp,  holding  the  tube 
as  seen  in  the  figure.  As  the  air  expands,  a 
portion  of  it  escapes,  passing  the  mercury  in 
C.  Allowing  the  bulb  D  to  cool,  the  pressure 
of  the  air  soon  forces  a  portion  of  the  mercury 
from  0  through  the  capillary  tube  into  the 
lower  reservoir,  exhibiting  in  its  progress  the 
successive  stages  of  the  capillary  surfaces 
explained  in  j  235.  The  lamp  is  again  ap- 
plied to  boil  the  mercury  in  D,  and  after 
several  minutes,  all  the  air  and  moisture 
are  expelled  from  the  tube  by  the  mercurial 
vapor.  The  bulb  is  then  cautiously  cooled 
ODce  more,  when  it  will  be  found,  as  well  as 
the  stem,  completely  filled  with  mercury.  The 
extremity  of  the  tube,  C,  is  then  drawn  out  to 
a  narrow  neck,  and  broken  off  preparatory  to 
•ealing.  A  greater  or  less  portion  of  the 
mercury  remaining  in  the  stom,  must  now  be 
removed,  according  to  the  range  designed  to  be  indicated  by  the  ther- 
mometer. This  is  accomplished  by  gently  heating  the  bulb.  When 
about  two-thirds  of  the  mercury  contained  in  the  stem  has  been  driven 
out,  and  while  the  stem  is  yet  full,  the  flame  of  a  blow-pipe  is  directed 
upon  the  end  of  the  stem,  the  glass  melto,  and  the  tube  becomes  her- 
metically sealed. 

569.  Standard  pointa  in  the  thexmometer. — Oradoation. — As 
variations  in  the  height  of  the  mercurial  column  in  the  thermometer 
depend  upon  the  changes  of  temperature  to  which  it  is  subjected,  it  is 
necessary  to  graduate  the  instrument,  or  construct  a  scale,  whereby 
these  variations  may  be  indicated,  and  the  tomperalures  indicated  by 
86* 
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one  thermometer  compared  with  those  shown  by  anotner.  If  thsif 
eziffted  a  natural  zero,  or  absolute  limit  to  temperature,  the  thenno- 
metric  ncale  might  be  numbered  upwards  from  it.  But  there  is  no 
natural  zero,  and  therefore  the  thermometric  scale  must  be  arbitnirj, 
although  based  upon  certain  well-determined  physical  pbeDomena. 
Experiment  has  determined  that  the  melting  point  of  ice,  and  the  boil- 
ing point  of  pure  water,  under  certain  given  conditions,  are  always  the 
same,  and  these  points  (called,  respectively,  the  freezing  and  boiling 
points)  have  been  adopted  in  all  countries  as  the  two  temperatures,  with 
reference  to  which  thermometric  scales  are  constructed. 

Freesing  point. — To  fix  the  ft^exing  point  io  a  thermometer,  a  tin  Teste], 
like  fig.  442,  is  filled  with  pounded  ice  or  snow ;  a  hole  in  the  bottom  of  the 
vessel  allows  the  water  fyum  the  melted  ice  to  escape.  Into  this  vessel  the  balb 
of  the  thermometer  is  thrust,  with  part  of  the  stem. 

When  the  mercurial  column  becomes  stationary,  that  is,  when  the  mercury 
contained  in  the  bulb  has  attained  the  temperature  of  the  melting  ice,  its  level 
is  marked  with  a  diamond  point,  upon  the  glass,  or  with  a  pencil  upon  a  paper 
previously  attached  to  the  tube.  This  indicates  the  melting  point  of  ice,  and 
eonsequently  the  freeting  of  water.  This  point  may  be  indicated  by  the  expres- 
sion n,  for  the  centigrade  scale,  or  n^  for  the  Fahrenheit  scale. 

Boiling  point. — This  point  is  accurately  fixed  by  immersing  the  whole 
thermometer  in  vapor  of  boiling  water.  For  this  purpose  RegnauU  has  contrired 
the  apparatus,  a  section  of  which  is  seen  in  fig.  443.  The  course  of  the  steam 
443  443 


rising  through  A,  and  descending  in  the  outer  vessel,  is  shown  by  the  arrows, 
and  the  drawing  is  so  easily  understood  as  to  need  no  description.  An  eqaally 
•Acaeious  apparatus  may  be  made  by  using  a  chemical  flask,  in  the  elongated 
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I  of  which  the  thermometer  ia  suspended  bj  a  (fork,  thr  ugh  which  a  small 
glas«  tube  allows  also  the  escape  of  the  steam.  The  stem  of  the  thermometer  (<) 
U  a«ljuste(l  s<«  that  the  poiat  a,  to  wUich  the  mercury  ri^es  when  heated  to  the 
tciopcratiire  of  bailing  water,  is  just  visible  above  the  cork.  This  point  is 
dofiaitely  marked  when  the  level  of  the  mercury  becomes  stationary,  thus  indi- 
eating  the  boiling  of  water.  Let  this  point  be  indicated  by  the  expression  n^, 
which  corrMponds  to  the  temperature  T,  at  which  the  observation  was  made. 

This  temperature  7*  is  equal  to  100*^  G.  or  212°  F.,  when  the  barometric  pres- 
sure is  80  inches  (or  760  millimetres).  But  as  the  temperature  of  ebullition 
varies  with  the  barometric  pressure,  it  is  plain  that  the  value  of  Twill  vary  with 
the  height,  ff,  of  the  barometer.  It  is  essential,  therefore,  to  aconrac}'  in 
graduating  the  thermometer,  that  the  boiling  point  should  be  fixed  when  the 
barometer  ia  at  .30  inches. 

After  dividing  the  space  between  the  freezing  and  boiling  points  into  as  many 
equal  parts  as  there  are  designed  to  be  degrees  in  the  scale,  the  divisions  are 
continued  both  above  and  below  the  fixed  points.  This  mode  of  graduation 
involvea,  however,  serious  errors,  some  notice  of  which  13  taken  in  |  576. 

570.  Diiferent  thermometric  scales. — Having  fixed  these  two 
standard  points  in  a  thermometer,  the  space  between  them  is  next  to 
be  subdivided  into  a  certain  number  of  equal  parts,  called  degrees. 
Unfortunately,  in  different  oountriefl,  this  interval  has  been  differently 
8ub*Iivided.  In  scientiKc  researehes,  the  Centigrade  scale  is  almost 
exclusively  in  u^e,  while  in  common  life,  in  the  United  States,  England, 
and  Holland,  Falirenheit's  scale  alone  is  used. 

Fahrenheit's  scale. — In  the  Fahrenheit  scale,  the  interval  between 
the  boiling  and  freezing  points  is  divided  into  180  equal  parts,  which 
are  called  degrees.  The  zero,  or  0°,  of  this  scale,  is  32  of  these  degrees 
below  the  freezing  point. 

Fahrenheit  adopted,  as  the  lero  of  his  thermometer,  the  temperature  which 
had  been  observed  at  Dantsio,  Holland,  in  1709,  and  which  he  found  he  could 
alwajs  reproduce,  by  using  a  mixture  of  ice  and  salt.  At  that  temperature 
(which  be  believed  to  be  an  absolute  zero  of  cold)  he  computed  that  his  instru- 
ment contained  1 1,124  equal  parts  of  mercury,  which,  when  plunged  into  melting 
snow,  were  increased  to  11,156  parte.  Hence  the  space  included  between  these 
two  points  (vis.,  11,156  —  11,124  =  32)  was  divided  into  32  equal  parts,  and 
32^  indicates,  therefore,  the  freexing  point  of  water.  When  hit  thermometer 
was  plunged  into  boiling  water,  Fahrenheit  estimated  that  the  mercury  was 
expanded  to  11,336  parts,  or  212  parts  above  his  zero,  and  therefore  212® 
(11,336  —  11,124=5  212)  was  marked  as  the  boiling  point  of  that  fluid.  In 
practice,  Fahrenheit  determined  the  boiling  point  of  water,  and  the  melting  point 
of  ice,  and  then  graduated  the  tube  by  equal  divisions  to  bis  zero.  To  Fahren- 
heit belongs  the  merit  of  having  introduced  the  use  of  mercury  in  thermometers, 
wbieh  had  previously  been  made  only  with  alcohol,  water,  or  air,  and  his 
graduatiou  of  the  thermometric  scale,  although  unscientific,  is  nut  irrational  as  ii 
ia  often  represented. 

Centigiade  scale. — In  the  year  1742,  the  Swedish  philosopher 
Oelstas,  professor  at   Upsal,  introduced  the  Centigrade  scale  (front 
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eenium,  one  hundred,  and  gradus,  degree).  It  is  adopted  anWeraaSj 
in  France,  and  in  the  north  and  middle  of  Europe.  The  interval  be- 
tween the  freezing  and  boiling  points  in  this  scale,  is  divided  into  100 
e<[ua]  parts  or  degrees ;  the  degrees  being  counted  upwards  and  down- 
wards, from  the  freezing  point  of  water,  which  is  zero.  The  temper*- 
tures  below  zero  in  this,  as  in  all  thermometers,  are  indicated  bj  thi 
negative  algebraic  sign  —  ;* those  above,  by  the  positive  algebraic 
sign  +  ;  thus  —  20°  signifies  20  degrees  below  zero,  but  +  2ff*  signifies 
20  degrees  above  zero. 

Reaumur's  scale. — Reaumur,  a  French  pbiiosopber,  introduced  his  seak 
in  1731.  He  proposed  to  use  spirits  of  wine,  of  such  a  strength,  that  between 
the  two  standard  points,  1000  parts  should  become  1080.  Ue  dirided  the 
Interval  between  these  points  into  80  equal  parts;  the  sero  being  placed  at  the 
freezing  point  of  water.  Reaumur's  thermometer  was  the  only  one  used  ^ 
France  before  the  Qreat  Revolution  (a.  d.  1789);  it  ia  still  best  known  in  Spsia, 
and  in  some  of  the  older  European  states. 

All  thermometric  scales  are  purely  arbitrary.  We  know  only  s 
small  part  probably  of  the  vast  possible  range  of  temperature,  and  we 
select  the  two  great  natural  phenomena  adopted  for  the  fixed  pointB 
of  our  scales  because  they  can  be  readily  verified,  and  because  the 
range  between  them  includes  the  temperatures  which  we  have  most 
occasion  to  measure  in  the  common  experience  of  life.* 

571.  Comparison  and  conversion  of  thermometric  scales.— 
The  scale  employed  in  a  thermometer  is  indicated  by  the  name,  or  bj 
one  of  the  initial  letters,  F.,  C,  R.  The  degrees  of  one  thermometric 
scale  are  readily  converted  into  those  of  another.  Since  180^  F.  =  100° 
C.  =  80^  R.,  therefore  V  F.  =  {«  C.  =  J°  R. 

As  the  value  of  a  degree  in  Fahrenheit's  thermometer  is  greater  by  32  thai 
the  number  of  divisions  from  the  freezing  pointy  32  must  always  be  subtracted 
before  the  -{-  degrees  of  Fahrenheit  are  converted  into  those  of  the  other  scalMf 
and  added  upon  the  conversion  of  other  degrees  into  Fahrenheit. 

£a8y  rules  for  mental  calculation  are : — 1st,  to  convert  Centigrade  to 
Fahrenheit  degrees,  double  the  number  of  Centigrade  degrees,  stibirad  oM' 
tenth,  and  add  ihirty'two  ;  or,  multiply  the  Centigrade  degrees  by  1*8  omf 
add  32°.  And  concisely,  to  reduce  Fahrenheit  degrees  to  Centigrade, 
subtract  Z2^  from  the  Fahrenheit  degrees,  and  divide  the  remainder  by  1*8. 

572.  Honse  thermometers. — For  common  use,  the  thermometer  is 
mounted  on  a  plate  of  brass,  ivory,  porcelain,  or  wood,  on  which  the 
degrees  are  marked,  as  in  fig.  444.  The  words  summer  heai,  blood  heat, 
BXid  fever  heat,  are  often  placed  opposite  the  points  68^,  98**,  108®  F. 

House  thermometers  are  usually  graduated  by  comparison  with  a  standard, 
and  not  by  determining  the  two  fixed  points.  For  this  purposa  the  standsrd 
If  immersed  in  a  water  bath  with  the  tube  to  be  graduated,  and  a  awnber  of 
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poinU  are  thus  Axed,  at  different  temperatures,  as  the  bath  slowly  cools  from  l>oil- 
ing.    The  distances  between  the  marked  points  are  divided  into  eqnal  parts. 
This  mode  of  graduation  is  capable  of  giving  results  accurate 
enough  for  common  use,  between  boiling  and  freezing,  say  within  a 
degree  on  Fahrenheit's  scale.     But  above  and  below  these  points  ^ 
little  reliance  can  be  placed  on  it,  and  at  low  and  high  temperatures 
common   thermometers  will   be   observed   to  vary   often   several 
degrees,  even  when  made  by  the  best  makers. 

Some  thermometers  have  their  graduated  wooden  support  divided 
near  the  lower  end  into  two  parts,  connected  together  by  a  hinge, 
10  that  the  lower  part  may  be  turned  back,  and  the  bulb  thrust 
into  any  liquid  whose  temperature  it  is  desired  to  ascertain. 

Other  thermometers  have  their  stem  very  small,  and  completely 
mrroanded  by  a  larger  tube;  the  scale  being  marked  upon  a 
porcelain  strip,  or  a  roll  of  paper,  inserted  between  the  two 
tabes. 

In  very  accurate  thermometers,  the  degrees  are  marked  on  the 
glass  tube  with  finohydric  acid  in  a  manner  described  in  g  577. 

Testa  of  a  good  thermometer. — In  order  to  ascertain 
whether  a  thermometer  is  correct  or  not,  it  is  first  plunged 
into  melting  ice,  and  then  into  boiling  water ;  the  level  of 
the  mercury  should  indicate  upon  the  scale  exactly  32^,  and 
212°  F,  When  inverted,  the  mercury  should  fall  with  a 
RUiiden  click,  and  fill  the  tube,  thus  showing  the  perfect 
excluiiion  of  air. 

To  determine  whether  the  value  of  the  degrees  is  uniform,  a 
slight  jerk  is  given  to  the  thermometer,  by  which  a  little  cylinder 
of  mercury  is  detached  from  the  column.  On  moving  the  little 
eolamn  through  the  tube,  it  should  occupy  equal  spaces  in  all 
parts,  if  the  bore  is  perfectly  accurate,  and  the  scale  is  properly 
graduated. 

Sensibility  of  thermometers. — The  sensibility  of  a 
thermometer  is  of  two  kinds ;  it  may  indicate  very  small 
dijffh'ences,  or  it  may  be  very  sensitive  to  sudden  changes 
of  temperature.  ^       - 

If  the  capacity  of  the  reservoir  is  large^  compared  with  the  bore  of  the  tube, 
a  ilight  change  of  temperature  will  affect,  considerably,  the  height  of  the  mer- 
earial  column.  If  the  capacity  of  the  reservoir  is  small,  and  the  glass  bulb 
thin,  the  mercury  contained  in  it  will  be  wore  rapxdl^^  affected  than  if  a  larger 
amount  were  to  be  acted  upon.  A  cylindrical  reservoir  is,  therefore,  better  than 
a  spherical  one,  because  it  exposes  a  larger  surface. 

The  two  kinds  of  sensibility  indicated,  are  obtained  in  a  thermometer  which 
has  a  small  cylindrical  reservoir  and  a  very  capillary  tube. 

573.  Displacement  of  the  zero  point. — One  source  of  error  in  the 
mercurial  thermometer  is  found  in  the  displacement  of  the  zero  point 
by  changes  subsequent  to  graduation.     If  a  thermometer  which  has 
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been  mftde  Home  time  ie  thrust  into  melting  ioe,  the  column  of  raerenry 

will  not  sink  to  the  original  freezing  point,  but  will  remain  at  a  distaooe 
above  it,  sometimes  as  much  as  two  or  three  degrees,  and  eyen  more. 

Mr.  Legrand  baa  foand  that  the  cause  of  this  change  is,  that  the  capaettj  of 
the  reMrvoir  is  enlarged  at  a  high  temperatnre  (as  daring  the  oonstrnetion  of 
the  thermometer),  and  that  it  does  not  return  to  its  original  dimenBions  oatil 
after  a  long  time,  sometimes  not  until  after  two  or  three  yean. 

The  effect  is  also  supposed  to  arise  from  the  pressure  of  the  atmosphere  upon 
the  bulb,  which,  when  not  truly  spherical,  seems  to  yield  slightly  and  in  agradnal 
manner. 

This  defect  may  be  aroided  by  giving  the  bulb  a  eertain  thickness.  Mr. 
Criehton's  thermometers,  of  which  the  freesing  point  has  not  altned  in  forty 
yearsy  were  all  made  of  unasnally  thick  glass. 

Before  making  important  observations,  therefore,  thermometers  should  bs 
examined  as  to  the  position  of  their  freeiing  point. 

574.  lalmitB  of  the  merourial  thermometer. — Moronry  is  bj  far 
the  most  available  thermometric  fluid.  It  may  easily  be  obtained  pore ; 
it  does  not  adhere  to  the  sides  of  the  tube,  and  above  all,  it  has  a  greater 
range  of  temperature,  between  its  freezing  and  boiling  points,  than  any 
other  liquid ;  freesing  at  —  39<'*2,  and  boiling  at  662°  F.  Between 
these  two  points,  its  expansion  for  equal  increments  of  heat  is  very 
regular,  excepting  near  its  freezing  point.  Owing  to  this  last  irregu- 
larity, morcurial  thermometers  cannot  be  accurately  used  for  tempera- 
tures  lower  than  —  31°,  or  —  36°  C.  Above  the  boiling  point  of 
mercury,  heat  is  measured  by  instruments  called  pyrometers.  For  very 
low  temperatures,  spirit  of  wine  thermometers  are  usually  employed. 

575.  Spirit  thermometer*;  other  liqnid  thermometers.— Alcohol 
has  never  been  frosen,  and  is,  therefore,  generally  employed  for  the 
estimation  of  low  temperatures. 

Thermometer  tubes  are  filled  with  alcohol  (which  is  generally  colored  red) 
by  heating  the  bnlb,  with  the  open  end  of  the  tube  thmst  into  alcohol,  and  com- 
pleting the  process  in  the  manner  already  indicated  ( 568).  The  tabe  is  gradnatsd 
by  comparison  with  an  accurate  mercurial  thermometer,  exposing  both  to  tbo 
same  temperature,  and  marking,  successively,  upon  the  alcoholic  thermometer, 
the  temperatures  indicated  by  the  mercurial  thermometer  as  they  are  gradnallj 
heated.  The  alcoholic  thermometer  should  not  be  divided  into  equsl  psrts 
between  the  freezing  point  of  water  and  its  boiling  point,  because  it  ezpandi 
unequally  for  equal  increments  of  heat.  Alcoholic  thermometers  often  diffn 
much  from  each  other,  because  there  is  great  difllculty  in  obtaining  alcohol  per- 
fectly pure,  or  of  exactly  the  same  degree  of  concentration. 

Capt.  Parry,  in  bis  arctic  royages  (whose  experience  was  confirmed  by  Pr. 
Kane,  Arct  Exp.  II.,  405),  found  a  difference  of  IS^'  F.  between  alcobolie 
thermometers  constructed  by  the  most  celebrated  makers ;  and  a  difference  of 
14°  F.  has  been  observed  even  at  a  temperature  of  only  15°  or  20°  F.  In  cod- 
lequence  of  this,  other  liquids  have  been  proposed  for  thermometers,  intended  to 
mdioate  low  temperatures.    From  the  experiments  of  M.  Pierre,  of  all  liqnid% 
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ordiBMy  flulphurio  eiber,  ehlorid  of  etbjrle,  and  bromid  of  methyley  were  found  to 
be  best  adapted  for  such  instrumenta. 

It  la  plain  from  these  statements  .that  a  more  accurate  mode  of  measuring  lo^ 
taniperatures  is  one  of  the  desiderata  of  science. 

576.  Defects  inherent  in  meroorial  thermometers. — Besidea 
those  sources  of  error  in  this  instrument  already  noticed,  there  are 
others  inherent  in  the  nature  of  the  materials  employed. 

As  glass  and  mercury  expand  unequally  by  heat,  it  is  plain  that  we 
read  in  the  mercurial  column  not  the  absolute  expansion  of  the 
mercury,  but  the  difference  between  its  expansion  and  that  of  the  glass. 
If  they  expanded  equally,  no  movement  of  the  mercurial  column  would 
be  perceived,  and  if  the  glass  expanded  more  -than  the  mercury,  the 
latter  would  appear  to  fall  when  the  temperature  rose.  But  as  in  fact 
the  mercury  expands  about  seven  times  as  much  as  glass,  the  apparent 
expansion  of  the  metal  in  glass  is  about  one-seventh  less  than  its 
absolute  expansion. 

Again,  it  is  proved  that  the  expansion  of  mercury  for  equal  incre- 
ments of  heat  is  not  absolutely  equal,  but  increases  slightly  with  the 
temperature.  At  temperatures  between  freezing  and  boiling,  this 
increase  is  very  slight,  and  may  be  disregarded,  since  the  division  of  this 
distance  into  parts  of  equal  length  gives  the  degrees  a  mean  length, 
slightly  in  excess  for  the  degrees  near  freezing,  and  as  much  too  short 
for  those  near  the  boiling  point,  but  exact  for  the  intermediate  degrees. 
Bat  above  the  boiling  point  the  error  is  more  serious,  since  while  the 
degrees  have  the  same  length,  the  space  oooupied  by  a  unit  of  mer- 
cury is  constantly  increasing,  consequently  the  degrees  become  too 
short,  and  the  thermometer  reads  too  high  a  temperature.  For  the 
same  reason,  below  the  freezing  point,  the  thermometer  constantly 
indicates  a  temperature  higher  than  the  true  temperature. 

The  error  here  pointed  out  could  be  easily  allowed  for  in  the  graduar 
tion ;  the  coefficient  of  expansion  of  mercury  for  various  temperatures 
being  known.  But  this  correction  is  rendered  almost  impossible,  from 
the  fact  that  the  rate  of  expansion  of  the  glass  is  found  not  only  to 
increase  about  as  rapidly  as  that  of  the  mercury  (and  sometimes  even 
more  so),  but  to  render  the  case  yet  more  difficult,  it  is  found  that  glass  of 
different  kinds  varies  in  its  rate  of  expansion,  and  the  same  glass  under 
different  conditions  may  also  vary. 

Regnault,  to  whom  we  are  indebted  for  these  data,  has  illustrated 
the  facts  by  a  series  of  observations,  the  results  of  which  are  shown 
in  the  following  table. 

He  has  shown  that  the  air  thermometer  may  be  relied  on  as 
giring  results  almost  invariable  and  exact.  His  form  of  this  instru- 
ment is  described  at  length  in  his  memoir  before  quoted  (p. 
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OOMPAftlSON  OF  DirriBBVT  THSRMOIfBTKRS  (CKllTieBADJI  DBOBBBS). 


Air  Thtrmometer. 

Th«rnoin«ear, 

OMffidcBt  tf  EX- 

True  T«mper»- 
tan. 

without  GlMS. 

Flint-glMi. 

CrovB-giaM. 

p 
0 

o 
0 

o 
0 

o 
0 

o-Qo^tm 

6000 

40-65 

50-20 

1      0  OOO  18U 

100-00 

100-00 

100-00 

100-00 

:    e«oo»uso 

12000 

120-33 

120-12 

119-95 

j    0000 lin 

140  00 

140-78 

140-29 

139-85 

0-000  im 

18000 

161-83 

160-52 

159-74 

0000  ia^ 

180-00 

182-00 

180-80 

179-68 

OOOOUM 

200-00 

202-78 

201-25 

19970 

0-000  im 

22000 

223-67 

221-82 

21980 

OOOO  1901 

24000 

244-67 

242-55 

239-90 

0-000  1911 

246-30 

246-30 

26000 

265-78 

263-44 

260-20 

0-000  1921 

28000 

287-00 

284-48 

28052 

i      6-000  1931 

300-00 

808-34 

305-72 

301-08 

0-000  1941 

320-00 

329-70 

327-25 

321-80 

0-000  1961 

34000 

351-34 

349-30 

343  00 

0-000  1962 

The  tamperatnrefl  indioftfced  hj  an  air  thermomefcer,  reoorded  in  the  first 
oolumn,  were  taken  as  a  standard,  and  are  rerj  near  the  truth.  The  second 
column  gives  the  temperatures  which  would  be  shown  by  a  mercurial  colnmn 
graduated  in  the  ordinary  way,  assuming  the  glass  to  be  without  ezpansion, 
thus  showing  the  errors  attributable  only  to  the  Tarying  rate  of  expansion  in  tbst 
metal.  In  the  third  and  fourth  columns  are  giren  tiie  oomparatiTe  tempera* 
tures  shown  by  thermometers  of  flint  and  crown  glass  respeotiTely,  showing  ths 
discrepancies  ^ue  to  differences  of  material.  The  rapidity  with  which  the  nUe 
of  expansion  in  the  mercury  increases  with  the  temperature  is  shown  by  coloma 
fifth. 

At  and  between  the  fixed  points  of  0^  and  100®  a  perfect  accord  was  observed, 
the  small  diiierenoes  there  existing  being  distributed  among  all  the  degteei. 
Above  100°,  h%>wever,  it  will  be  seen  the  difierences  between  the  true  tempera- 
tures and  the  several  thermometers  are  more  and  more  sensible;  and  most 
conspicuous  in  the  thermometer  without  glass.  The  effect  of  the  expansion  of 
the  flint-glass  is  seen  to  be  approximately  to  correct  the  expansion  of  the 
mercury.  The  crown-glass  thermometer,  owing  to  the  peculiar  rate  of  expan- 
sion in  crown-glass,  is  seen  to  march  very  closely  with  the  true  temperature 
up  to  246°-30,  where  the  coincidence  is  perfect  Above  that  point  the  differences 
increase,  until  at  340°,  the  error  is  three  degrees.  A  thermometer  of  erown-glasi 
is  plainly  to  be  preferred  for  accuracy  over  one  of  flint-glass. 

The  facts  embodied  in  this  table  are  made  conspicuous  by  a  geometrical 
construction,*  fig.  445,  in  which  the  figures  on  the  horixontal  line  (or  axis  of 
ordinates)  stand  for  the  temperatures  of  an  air  thermometer  assumed  as  invaria- 
ble^ and  those  on  the  vertical  line  (or  axis  of  abscissas),  for  the  differences  found 
between  the  air  thermometer  and  various  mercurial  thermometers.  The  variation 
of  the  theoretical  thermometer,  without  glass,  from  the  true  temperature,  is  seeo 
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OPTICS.  885 

fbe  polMiztng  angle  for  water  is  53°  11'.     As  the  index  of  refraction  raries  for 
AUfereBt  colors,  the  polarising  angle  varies  in  the  same  manner. 

If  a  polarised  ray  falls  upon  a  reflecting  surface  at  the  angle  of  polarisation, 
and  th«  reflecting  surface  is  rotated  around  the  426 

polarised  ray  as  an  axis,  when  it  is  so  placed  that 
the  pl&ne  of  incidence  corresponds  with  the  plane 
in  which  the  ray  was  polarised,  the  polarised  light 
will  be  reflected  just  as  if  it  were  not  polarized; 
but  xrhen  the  plane  of  incidence  makes  an  angle 
of  90°  wiUi  the  plane  of  polarization,  the  light  is 
entirely  intercepted,  as  shown  in  fig.  426.  In  this 
respect  a  reflecting  surface,  at  the  proper  angle  of 
incidence,  serves  the  purpose  of  an  analyzer,  just 
like  a  plate  of  tourmaline. 

PolariBation  by  metallic  reflection. — To  obtain  a  beam  of  plane 
polarized  light  by  reflection  from  metallic  plates,  the  light  must  be 
reflected  many  times  at  the  angle  most  favorable  to  polarization.  A  ray 
of  light  once  reflected  from  a  metallic  plate  at  the  most  favorable  angle 
appears  to  consist  of  light  vibrating  in  two  planes,  in  one  of  which  the 
phase  of  vibration  is  retarded  from  0  to  J  of  a  vibration  behind  the  light 
vibrating  in  the  other  plane.     This  is  called  elliptical  polarization. 

When  the  two  planes  of  vibration  are  at  right  angles  to  each  other, 
and  the  phases  of  vibration  differ  by  ^  of  a  vibration,  the  light  is  said 
to  be  circularly  polarized. 

The  diamond,  sulphur,  and  all  bodies  possessing  an  adamantine 
lustre,  produce  elliptical  polarization,  and  if  employed  as  analyzing 
reflectors,  they  change  plane  polarized  to  elliptically  polarized  light. 
The  investigation  of  these  varieties  of  polarized  light  would  exceed  the 
limits  of  an  elementary  work. 

547.  Polarisation  by  refraction. — ^When  light  is  polarized  by 
reflection  from  either  the  first  or  the  second  surface  of  a  transparent 
medium,  a  portion  of  the  transmitted  light  is  polarized  by  refraction. 
The  amount  of  light  polarized  by  refraction  is  just  equal 
to  the  amount  polarized  by  reflection,  but  as  the  amount 
of  light  transmitted  by  transparent  substances  very 
mneh  exceeds  the  amount  reflected  from  their  surfaces, 
only  a  small  portion  of  the  transmitted  rays  are  polar- 
ized, or,  more  properl^,  the  light  transmitted  through  a 
•ingle  plate  is  but  partially  polarized. 

548.  Polarisation  by  Bacoessive  refractions. — 
If  a  ray  of  light,  R  R^  is  transmitted  obliquely  through 
a  number  of  parallel  transparent  plates,  as  shown  in  fig. 
427,  a  portion  of  the  light  is  polarized  at  every  refrac- 
tion, and  after  a  sufficient  number  of  refractions  the  whole  of  the  trans- 
mitted light  it  polarized. 
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empty,  lud  also  when  containing  a  eolanm  of  mercury  of  an  observed  loigth.  W« 
thus  learn  the  weight  of  mercury,  w,  oconpying  n  degrees  of  the  tube.    Ft  in  ihii 

10 

we  obtain  N^,  the  weight  of  mercury  which  will  fill  N  diTisions  of  the  tnbc^ 
n 

«s 
and  by  (99),  we  know  the  eorresponding  volvmu  =  N  .    But  tiiii 

H  \Sp.  6r.) 

Tolume  representfl  the  expansion  which  the  mercury  in  the  reserroir  of  the  pro- 
posed thermometer  most  undergo  when  heated  from  0°  to  100°  C.  Nowth« 
apparent  expansion  of  mercury  under  these  conditions  is  known  to  be  |^  of  iti 
Tolume  at  0°.     Representing,  then,  by  V  the  unknown  yolnme  of  the  reservoir, 

F                  to  to 

we  shall  hare :     -  =  iV    ,„     ^     .  and  F  =  66  iV T^rr-'     ^  **»•  ««"- 

Toir  is  spherical,  V  =  ^nL^,  from  which  we  can  calculate  the  required 
diameter.  If  it  is  cylindrical,  V  =  iftU^h,  from  which  the  approximate  length 
of  h  is  calculated  when  the  diameter  is  given. 

The  thermometer  thus  graduated  is  filled,  and  the  fixed  points  marked  as  alrssdy 
described  (568).  Its  scale,  of  course,  is  arbitrary,  and  may  be  reduced  by  ealen- 
lation  to  the  Centigrade  or  any  other  scale.  Observation  determines  the  number 
of  divisions  between  freesing  and  boiling,  which  we  call  N,  and  also  the  point  on 
the  arbitrary  scale,  corresponding  to  the  freesing  point  {0°  C).  Call  the  number  of 
divisions  below  this  point  d'',  the  degrees  centigrade  C^,  and  those  of  the  arbitruy 

100 
scale  A^.    We  then  have,  If=s  100,  and  t?  =  --7  {A"^  —  d^).  Suppose  there  m 

N 

379  divisions  on  the  arbitrary  scale  between  the  fixed  points,  and  the  freesisf 
point  is  the  147th  division  froin  the  bottom,  and  it  is  required  to  know  to  what 
temperature  the  303d  division  corresponds  in  Centigrade  degrees,  we  shall  have 
C  =  Jf )  (303  —  147)  =  41*16.  Every  such  thermometer  has,  of  course,  iti 
own  equation ;  a  table  is  readily  calculated  for  its  convenient  use. 

Every  good  standard  has  both  the  boiling  and  freesing  points  included  in  its 
range.  The  cavity  a,  fig.  446,  is  designed  to  allow  for  any  sudden  expaaiion 
of  the  mercury  above  the  limit  of  the  scale,  to  avoid  the  fracture  of  the  instrs- 
mont.  Similar  expansions  wix^  often  introduced  at  particular  points  on  tiie  sten, 
to  avoid  undue  length  in  the  stem  when  a  long  range  is  required.  The  whole 
scale  in  this  case  is  distributed  between  several  thermometers,  and  the  swellings 
so  placed  as  to  cover  in  each  case  the  range  of  the  preceding  instrument  It  ii 
thus  possible  to  divide  each  Centigrade  degree  into  twenty  or  more  parts. 

In  accurate  observation,  the  whole  instrument  should  be  immersed  in  ^ 
medium  whose  temperature  we  seek,  but  when  this  is  not  possible,  a  correetioa 
may  be  calculated  by  a  formula  which  our  space  requires  us  to  omit  (See 
Cooke's  Chemical  Physics,  p.  444.) 

II.    SELF-RBGISTERINO  THBRMOMETERS. 

578.  Mazimom  and  minimam  thennoineten. — It  is  often  desir 
nble  to  ascertain,  in  the  absence  of  an  observer,  the  highest  and  lowest 
temperature  of  the  night,  or  of  any  other  interval  of  time.  This  may 
be  done  by  the  employment  of  what  are  called  maximum  and  minimum, 
or  self-registering  thermometers.  One  of  the  most  simple  instruments 
of  this  kind  was  invented  by  Rutherford,  and  is  represented  in  fig. 
447. 
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(o.)  Ratlierford^B  innxtmiiin  and  minimum  thennometer  consiBts 
•f  two  thermometers  attached  to  a  plate  of  glasi,  or  to  wood ;  their  tabes  are 
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bent  at  right  angles,  near  the  bulbs.  The  maximnm  thermometer,  A,  contains 
meroary ;  the  minimum  thermometer,  B,  contains  alcohol.  In  the  tube  of  the 
foxmer  is  a  small  piece  of  steel  (seen  at  A) ;  when  the  mercury  expands,  it 
pusbes  the  steel  before  it,  but  when  the  fluid  recedes  toward  the  bulb,  the  wire 
doef  not  follow  it.  The  ^teel  is  thus  left  at  the  extreme  point  to  which  the 
memiry  may  hare  moved  it,  and  indicates  the  highest,  or  maximum  tempera- 
ture, to  which  it  has  been  exposed.  The  alcoholic  thermometer  contains  a  small 
piece  of  enamel  (seen  at  B),  sunk  below  the  surface  of  the  liquid.  The  position 
of  the  enamel  is  not  affected  by  expansion,  because  the  alcohol  readily  passes  it ; 
bat  by  contraction  it  is  drawn  back  with  the  column  of  alcohol,  by  the  cohesive 
attraction  of  the  particles  of  liquid  at  the  surface  of  the  column.  Thus  the 
enamel  is  left  at  the  lowest  point  to  which  the  column  has  retreated,  and  repre- 
sents, therefore,  the  minimum  temperature  which  has  occurred. 

(6.)  Negretti  and  Zambra's  maximnm  thermometer. — A  slight 
ajritatioD  given  to  Raiherford's  maximum  thermometer  will  often  cause 
the  steel  index  to  become  immersed  in  the  mercury,  which,  upon  ex- 
paneioD,  will  pass  by  the  steel,  and  thus  the  instrument  will  fail  to 
fulfill  the  purpose  for  which  it  was  designed.  This  source  of  error  is 
aroided  in  the  use  of  Negretti  and  Zambra's  instrument,  fig.  448. 

448 


A  saaall  rod  of  glass,  a  6,  is  introduced  into  the  thermometer  tube,  which  is 
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then  bent  jojt  mbore  tb«  point  where  the  rod  is  placed ;  the  rod  nearly  flUs  Um 
bore  of  the  tnbe.  When  in  oje,  the  inttnunent  is  raspended  horizont^y.  Tbc 
■ercorj,  by  expanding,  will  force  its  way  past  the  obstruction,  to  the  point  e  for 
example :  when  the  temperatare  falls,  and  the  mercury  contracts,  the  cohesion 
of  the  particles  of  mercory  to  each  other  will  proYont  the  evlnmn  from  passing 
the  rod.  The  extremity  of  the  eolomn,  e,  will  therefore  indicate  the  highest 
temperature  to  which  the  instrument  has  been  exposed.  It  has  been  obserred 
that  in  this  form  of  instrument  the  mercury  does  not  move  steadily,  bat  by  jerk.*. 

(c.)  'Walferdin*s  wiaTimnm  thermometer. — The  upper  part  of 
(he  tube  uf  tLi^  instrument,  6g.  449,  terminating  with  a  small  449 
orifice,  is  surrounded  by  a  reservoir  which  contains  mercury.  ^ 
.When  the  instrument  is  to  be  used,  it  is  first  heated,  whereby  the 
mercury  rises  in  the  tube  and  flows  over  into  the  reservoir ;  450 
it  i<4  then  inverted.  The  elongated  point  of  the  tube  thus  ^ 
dips  into  the  mercury  of  the  reservoir.  It  is  now  exposed, 
while  inverted,  to  a  lower  temperature  than  the  one  to  be 
determined.  During  this  cooling,  the  tube  will  remain  full 
because  its  point  dips  into  the  reservoir  of  mercury.  The 
instrument  is  now  placed  in  its  proper  position,  and  it  is 
evident  that  as  the  temperature  rises,  a  portion  of  mercury 
will  pass  out  of  the  full  tube  into  the  reservoir ;  and  this 
portion  will  be  greater  as  the  temperature  is  higher. 

To  determine  afterwards  the  highest  temperature  to 
which  it  has  been  exposed,  it  is  compared  with  a  stand- 
ard thermometer.  Both  being  placed  in  a  water  bath, 
gradually  heated,  the  temperature  indicated  by  the  standard 
thermometer  is  observed  when  the  mercurial  column  has 
risen  to  the  top  of  the  tube  of  the  maximum  thermometer. 

579.  Metastatic  thermometer. — ^Walferdin  has  ap- 
plied the  same  principle  to  the  construction  of  a  ther- 
mometer designed  to  indicate  very  small  difibrenoes  of 
temperature.  In  this  instrument,  fig.  450,  the  reservoir, 
and  calibre  of  the  tube  are  very  small,  so  that  the  instru- 
ment is  extremely  sensitive  to  small  changes  of  tempera- 
ture. 

The  bulb,  B,  corresponds  to  the  reservoir  in  fig.  449.  Just 
below  this  bulb,  the  capillary  tube  suddenly  contracts  at  C.  The  stem  if 
graduated  into  parts  of  equal  capacity,  each  of  which  represents  a  very  small 
fraction  of  a  degree.  In  using  this  thermometer,  it  is  first  heated  to  a  tem- 
perature somewhat  higher  than  the  one  it  is  desired  to  estimate.  The  mercury 
rises  in  the  tube  and  partially  fills  the  bulb.  A  slight  jar  given  to  the  instm- 
ment  while  booling,  causes  the  mercurial  column  to  break  at  the  point  of  con> 
traction,  and  while  a  portion  of  mercury  remains  in  the  bulb,  the  mercurial 
column  sinks  down  to  a  point  somewhere  above  the  reservoir.     The  thennomeuir 
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ttost  now  be  exposed  to  a  known  temperature,  very  near  to  that  we  wish  to 
eitimate :  the  position  of  the  level  of  the  mercury  in  the  tube  is  then  notea.  The 
thermometer  is  next  subjected  to  the  medium,  whose  temperature  is  to  be  esti- 
mated. Suppose  there  is  a  difference  in  the  level  of  the  mercurial  column  in  the 
two  eases,  of  18  divisions  of  the  arbitrary  scale,  and  if  300  of  these  divisions  are 
eqaal  to  one  degree,  then  the  difference  in  temperature  must  be  ^y^  of  a  degree. 
Walferdin  has  employed  thermometers  of  this  kind  which  indicated  one  one- 
hnndredth  (f^jf)  and  even  one  one-thousandth  {jjfjij^)  of  a  degree,  Centigrade. 
\^  and  j^j  of  a  degree  F.).  By  causing  more  or  less  mercury  to  flow  into  the 
vpper  bulb,  differences  in  temperature  may  be  estimated  for  different  points  on 
the  scale.  A  single  thermometer  of  this  description  may  take  the  place  of  a 
teries  of  thermometers  with  a  fractional  scale. 

III.    METALLIC  THERMOMETERS  AND  PYROMETERS. 

580.  Bresuet'B  metallic  thermometer. — This  instrument,  remark- 
able for  the  extreme  sensitiveness  of  its  indications,  depends  upon  the 
unequal  expansion  of  different  metals ;  it  is  represented  in  fig.  451. 

Strips  of  platinum,  gold,  and  silver,  after  being  soldered  together  through- 
oat  their  whole  length,  are  rolled  into  a  thin  ribbon,  451 
which  is  then  formed  into  a  spiral,  or  a  helix.  Tha 
upper  extremity  of  this  helix  is  fixed  la  a  sufiport. 
and  to  the  lower  end,  at  right  angles  to  it,  \!^  attached 
a  needle,  moving  over  a  graduated  circle^  resembling 
the  dial  of  a  watch.  The  silver,  which  is  the  moat  t%^ 
pansible  of  the  three  metals,  forms  the  innur  face  of  Kha 
helix;  the  platinum,  which  is  the  least  oxpansible^ 
forms  the  outer  face,  and  the  gold,  which  has  an  inter, 
mediate  expansibility,  is  included  be- 
tween them,  and  moderates  their  effects. 
When  the  temperature  rises,  the  silver, 
expanding  mor«  than  the  other  metals, 
unrolls  the  helix;  the  contrary  effect 
takes  place  when  the  temperature  is 
lowered.  This  thermometer  is  gradu- 
ated by  comparison  with  a  standard 
mercurial  thermometer.  The  instru- 
ment is  particularly  useful  when  very 
rapid  variations  of  temperature  are  to  be  determined.  Another  form  is  some- 
times given  to  it.  The  compound  ribbon  being  bent  into  the  form  of  a  letter 
U,  one  of  the  extremities  ia  fixed,  and  the  other  is  left  free  to  move.  By  means 
of  a  lever  and  toothed  wheels,  the  movements  which  changes  of  temperature 
eaose  in  the  free  end  are  communicated  to  a  pointer,  moving  over  a  dial. 

581.  Saxton'B  deep  sea  metallic  thermometer.— Mr.  Joseph 
Saxton,  of  the  United  States  Coast  Survey,  has  adapted  the  principle 
of  Breguet's  metallic  thermometer,  to  the  construction  of  an  instrument 
by  which  numerous  very  accurate  observations  have  been  made  upon 
the  temperature  of  the  sea  in  deep  soundings.  Silver  and  platinum 
form  the  compound  spiral,  and  its  torsion  is  registered  by  an  index, 
moved  by  multiplying  wheels,  and  carrying  forward  a  tell-tale,  or  stop- 
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hand,  to  the  lowest  teraperatare  attained.  This  iDBtrummit  ha^  ben 
tfome  years  Id  use  for  deep  sea  soundings,  with  the  best  results.  A 
small  correction  in  the  readings  is  made  (not  exceeding  one  dei^ee 
for  600  fathoms)  proportionate  to  the  depth  of  the  sounding. 

The  term  pyrometer  is  sometimes  applied  to  instruments  intended  to 
measure  changes  uf  dimensions  in  bodies  at  low  temperatures  by  the* 
expansion  of  solid  rods  ;  such  is : — 

582.  Sazton'B  reflecting  pyrometer. — In  the  measurement  of  the 
base  lines  of  the  larger  triangles,  in  tbe  survey  of  the  coast  of  the  U.  S., 
the  greatest  accuracy  is  required.  These  lines  are  sometimes  forty  or  fifty 
miles  in  length.  An  instrument  constructed  by  Saxton,  under  the  dire^ 
tion  of  Prof.  Bache,  accomplishes  this  object  perfectly. 

The  measuring  rods  are  oompound  bars  of  iron  and  brass,  so  proportioned  in 
their  cross  section  m  to  equalise  their  difference?  of  specific  heat  and  condaeti- 
bility,  while  their  unequal  ezpauBions  compensate  for  each  other,  and  presenre 
an  invariable  length.  To  verify  these  bus,  tbe  ends  are  brought  into  contsek 
with  two  blunt  knife  edges ;  one  immovable,  the  other  forming  the  i borter  end 
of  a  compound  lever ;  baring  at  the  other  end  a  rotating  mirror.  Any  Tariatioo 
of  length  in  the  bar,  by  changing  thjB  angular  position  of  the  mirror,  girei  evi- 
dence of  the  change  to  an  observer,  whose  eye  is  placed  at  a  telescope  directed 
towards  the  mirror,  in  which  the  one  twenty-five  thousandth  of  an  inch  oa  • 
scale  is  magnified  into  a  unit  of  graduation,  about  one-fourth  of  an  inch  long, 
from  which  the  one  hundred-thousandth  of  an  inch,  or  about  one  four-millionth 
of  a  metre  is  easily  read.  If  desirable,  this  degree  of  minuteness  might  be 
greatly  increased.  This  simple  and  beautiful  contrivance  has  superseded  all 
methods  previously  known  for  verifying  rods  of  any  length.  It  is  sensibly 
affected  in  bars  six  metres  long,  by  changes  of  temperature  otherwise  qvite 
inappreciable,  and  it  then  becomes  the  most  sensitive  of  thermometers.  This 
method  is  good  only  for  end  measurement. 

583.  Wedgewood's  pyrometer. — The  range  of  the  mercurial  the^ 
mometer  is  limited  by  the  boiling  point  of  mercury ;  higher  tempera- 
tures  are  measured  by  the  effects  of  heat  upon  solids  with  instnimeDti 
called  pyrometers. 

The  celebrated  English  potter,  Wedgewood,  invented  the  first  pyrometer  osedf 
fonnded  npon  the  eontraetion  which  day  undergoes  when  exposed  to  high 
temperatures.  He  assumed  this  eontraetion  to  be  as  mneh  greater  as  the 
temperature  was  higher.  The  results  obtained  with  this  instrument  are,  how- 
ever, inaccurate,  as  it  is  now  known  that  the  contraction  which  day  undergoes 
depends  rather  on  the  duration  than  on  the  intensity  of  the  heat»  and  ii  mneb 
modified  by  the  particular  sort  of  day  employed. 

584.  Danieirs  pyrometer  is  an  instrument  capable  of  exact  mea- 
sarementa  of  high  temperatures  by  the  expansion  of  a  bar  of  platinum 
encased  in  a  sheath  of  black  lead.  The  bar  and  its  case  are  adjusted 
both  before  and  after  the  experiment  to  a  measure  which  indicates  on 
a  graduated  arc  the  degree  of  expansion.  The  degrees  of  temperature 
are  then  calculated  from  the  known  rate  of  expansion  of  platinnnL 
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585.  Draper's  pyrometer. — This  instrament  registers  its  results  by 
the  expansion  of  a  little  strip  of  platinam,  heated  (in  free  air)  by  a 
measured  current  of  yoltaic  electricity. 

The  platinam  strip  is  eonneeted  with  the  short  end  of  a  le^r,  whose  longer 
limb  marks  upon  a  graduated  arc  the  degree  of  expansion.  With  this  delieate 
iattnimenty  Prof.  Draper  conducted  a  series  of  experiments  npon  the  tempera- 
tares  at  which  bodies  become  Tisiblj  red,  in  the  dark  and  in  diffused  light,  the 
temperatures  being  determined  from  the  coefficient  of  expansion  in  the  several 
metals.     (Am.  Jour.  6cL  [2]  IV.  388.) 

586.  EBtimation  of  very  high  temperatures. — According  to  Bun- 
sen's  calculations  (Gasometry,  p.  236-243),  the  temperature  of  a  hydrogen 
flame  burning  in  free  air  is  3250*"  C.  (=  5898''  F.),  and  of  defiant  gas 
5413*^  C.  (=  9775^  F.).  Since  it  is  probable  that  at  high  temperatures 
the  radiating  power  of  a  body  for  beat  is  proportional  to  its  radiating 
power  for  light,  we  are  in  possession  of  the  means  of  comparing  the 
intensity  of  glow  of  a  coil  of  platinum  heated  in  a  furnace,  or  in  a 
stream  of  lava,  with  the  glow  from  a  like  coil  heated  in  a  flame  of 
known  temperature,  and  thus  approximately  of  estimating  the  tem 
peratare  of  a  furnace  or  of  a  volcano. 

lY.    THBRMOSCOPES. 

587.  Thermosoopea. — This  name  (from  Oip/i't^,  temperature,  and 
ffzoiciw,  to  see)  is  applied  to  a  class  of  instruments  designed  to  indicate 
small  differences  of  temperature,  and  not  to  measure  them  in  degrees. 

Air  thermometeia. — As  air  contracts  and  expands  uniformly  and 
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qoickly,  it  is  often  used  where  slight  and  sudden 
variations  of  temperature  are  to  be  observed.  The 
oontraotions  and  expansions  which  it  undergoes, 
are  rendered  visible  by  the  movements  that  it 
caoaee  in  liquids.  Such  instruments  are  often 
called  air  thermometers,  but  are  not  to  be  oon- 
foonded  with  the  form  of  air  thermometer  described 
by  Regnault,  which  is  the  most  accurate  measure 
of  temperature  yet  made  known.  The  results  in 
the  first  column  in  the  table  on  p.  404  were 
obtained  by  the  air  thermometer  here  alluded  to, 
•ome  notice  of  which  will  be  found  in  the  section 
on  expansion. 

The  simplest  air  thermometer  is  that  represented  by 
ig.  462,  and  is  often  called  the  thermometer  of  Sane- 
tonus,  an  Italian  philosopher  of  the  17th  century.  It  is  a  bulbed  tube,  filled 
with  air,  having  for  an  index  a  drop  of  colored  liquid  in  the  stem  at  A.  The 
movements  of  the  index  show  the  variations  of  temperature.  Another  form  of 
the  same  instrument  is  represented  hy  fig.  463.    The  extremity  of  the  tube  rests 
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in  the  colored  liquid  contained  in  the  open  Tesael.    If  the  balb  is  heated,  the 
liquid  falls  in  the  tube,  and  rises  if  the  bulb  is  cooled. 

Amontons'  thermometer,  fig.  454,  is  essentially  the  same  as  the  last;  the 
bulb,  G,  is  partially  filled  with  colored  liquid.  Expansion  of  tha  air  contained 
in  the  upper  part  of  the  bulb,  C,  causes  the  liquid  to  ^. 

rise  in  the  tube  A  B. 

These  Instruments  are  neoessarily  imperfect,  owing  to 
the  yarying  pressure  of  the  atmosphere,  and  they  serve 
only  as  means  for  the  illustration  of  principles  in  the 
class-room.  454 

(a.)  Leslie's  differential  thermo- 
meter.— This  inBtrument,  fig.  455, 
avoids  the  objection  to  the  open  air 
thermometer.  It  was  ased  by  Leslie 
in  his  experiments  on  radiant  heat, 
and  consists  of  a  two-bulbed  tube  filled 
with  air,  bent  twice  at  right  angles.  It 
contains  a  column  of  sulphuric  acid  in 
the  stem,  which  stands  at  the  same 
height,  if  both  bulbs  are  equally  heated,  but  if  one  is  heated  more  than 
the  other,  the  difference  is  seen  in  the  unequal  height  of  the  two  oolarnDS 
as  shown  in  the  figure. 

(b,)  Howard's  differential  thermometer,  fig.  456,  containi  ether, 
and  the  vapor  of  ether,  in     466  467 

place  of  common  air.  It 
is  by  far  the  most  sensitive 
instrument  of  its  class.  It 
was  invented  by  Professor 
Howard,  of  Baltimore,  in 
1819. 

^  (c.)  Ramford's  thermo- 
scope,  fig.  457,  is  an  instru- 
ment resembling  Leslie's, 
and  like  it,  contains  air.  The  horixontal  tube  is  longer,  and  the  bulbs 
larger,  than  in  Leslie's,  and  a  short  column  of  sulphuric  acid,  n,  sepsr 
rates  the  two  masses  of  air,  and  by  ite  motion  over  a  scale  of  equal 
parts,  serves  to  indicate  differences  of  temperature. 

588.  Thermo-mnltiplier. — By  far  the  most  delicate  of  all  means  of 
measuring  small  variations  in  temperature,  is  the  thermo-multiplier,  or 
thermo-electric  pile  of  Nobili  and  Melloni.  Its  indications  depend  on 
the  production  of  electric  currents  by  small  changes  of  temperature. 
It  was  with  this  instrument  that  Melloni  conducted  the  remarkable 
series  of  researches  on  the  transmission  and  radiation  of  heat  which 
are  noticed  in  their  appropriate  place,  farther  on. 
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2  3.  Ezpansion. 

I.    EXPANSION   OP   SOLIDS. 

589.  Liaear  ezpanBion. — Pyrometera. — The  general  fact  of  tlie 
ezpansioii  of  bodies  by  beat,  has  already  been  stated  in  i  5C6.  Linear 
expansion,  or  expansion  in  a  single  direction,  is  illustrated  by  the 
apparatus  seen  in  fig.  458.    A  metallic  rod,  A,  securely  held  by  a  screw 
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at  the  end,  B,  is  heated  by  the  flame  of  an  alcohol  lamp.  The  ezpan- 
tiioo  is  shown  by  the  movement  of  the  index,  K,  over  the  graduated 
arc,  occasioned  by  the  pressure  of  the  fore  end  of  the  rod  against  the 
short  end  of  the  index.  At  the  beginning  of  the  experiment,  the  rod 
A  is  adjusted  by  the  screw  B,  so  that  the  index  stands  at  zero ;  as  the 
rod  cools  the  index  returns.  Rods  of  various  metals  and  alloys  may  be 
used  for  comparison.  Such  an  instrument  is  called  a  pyrometer  ;  but 
it  has  no  scientific  value,  being  replaced  by  instruments  of  far  greater 
delicacy.  Those  named  in  H  582,  584,  and  585  are  examples  of  the 
accurate  application  of  linear  expansion  of  solids  for  the  exact  admeas- 
urement of  changes  of  temperiiture. 

590.  Cubical  ezpansion  in  solids  may  be  shown  by  the  apparatus, 
fig.  459.    The  ring  of  metal,  m,  allows  the  460 

ball  of  copper,  a,  merely  to  pass  through 
it  at  the  ordinary  temperature.  If  the 
ball  is  heated,  it  expands  in  all  direc- 
tions, and  will  then  no  longer  pass 
through  the  ring,  but  rests  upon  it,  as  is 
shown  in  the  figure.  As  the  ball  cools, 
it  gradually  returns  to  its  original  dimen- 
sions, and  again  passes  through  the  ring 
as  before. 

Different  solids  expand  unequally,  but, 
for  the  most  part,  uniformly,  in  all  directions,  and  return  to  their  origi- 
nal dimensions  oq  cooling. 
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There  are  some  ezoeptions  to  this  general  statement  Wood  expands  snd 
contracts  more  in  the  breadth  of  its  fibres  than  in  their  length  ;  and,  when  it 
is  considerably  heated,  it  contracts  permanently.  Clay  also  oontraots  pernis- 
nently  by  heating,  and  becomes  vitrified;  new  ehemioal  compounds  bebg 
formed.  The  particles  of  lead  slide  orer  each  other  daring  expansion,  sod  do 
not  return  again  on  cooling  to  their  original  position.  Lead  pipes,  which  con* 
yey  hot  water  or  steam,  become  permanently  elongated ;  and  the  leaden  linings 
of  bath-tabs  and  cisterns,  which  receive  hot  water,  become  gathered  into  ridgw 
from  this  cause. 

Relation  between  oabioal  and  linear  expansion. — ^The  linear 
and  cubical  expansion  in  any  homogeneous  solid,  is  so  related,  that, 
by  the  same  elevation  of  temperature,  its  length,  breadth,  and  depth 
will  be  increased  in  the  same  proportion.    Thus : — 

If  a  solid,  heated  U»  a  certain  temperature,  increases  in  length  one  one-thon- 
sandth  of  its  original  length,  its  sarface  increases  two  one-thousandths  of  iti 
original  area,  and  its  volume,  three  one-thousandths  of  its  original  bulk. 

This  theoretical  view  is  found  to  be  nearly,  but  not  quite,  true,  in  fact. 

Bzpanaion  of  oryatala. — Crystals  of  the  monometric  system 
(154,  a),  like  common  salt,  fluor  spar,  &o.,  expand  equally  in  all  direc- 
tions. In  this  system,  all  the  crystallogenio  axes  are  equal,  and  at 
right  angles  to  each  other.  In  crystals  of  all  other  systems,  the 
expansion  is  the  same  in  only  two  directions  (dimetric  system,  154, 6), 
or  it  is  different  in  all  three,  depending  upon  the  position  of  the 
orystallogenic  axes  to  each  other.  The  amount  of  expansion  in  some 
crystalline  compound  bodies,  e.  g,,  fluor  spar,  aragonite,  sulphate  of 
barytes,  quarts,  &c.,  is  found  to  be  greater  than  in  metals,  contrary  to 
the  generally-received  opinion. 

591.  Coeffloient  of  ezpanaion. — The  small  gain  in  length  in  a  rod 
1  foot  or  1  metre  long,  when  heated  from  32**  to  33®  F.,  or  from  0*  to  T 
0.,  is  called  its  coefficient  of  linear  expansion. 

1.  Coefficient  of  linear  expansion.  If  the  length  of  the  bar  is  2,  at  the 
temperature  of  32®,  its  length  at  33®  is  Z  +  IK,  composed  of  its  original 
length,  I,  and  a  small  fraction,  IK,  variable  with  the  substance  experi- 
mented on. 

If  the  rod  is  carried  successively  through  the  scale  of  temperatures,  it  gain^ 
at  each  degree,  a  new  elongation,  which  experiments  show  to  be  nearly  constant, 
and  equal  to  IK,  so  that  if  the  rod  is  elevated  ttom  32°  F.,  to  t  degrees  above 
32°  F.,  its  total  gain  in  length  is  expressed  by  IKt,  and  its  new  length,  Ip  is 

I  +  IKt,     or,  lt  =  l{l  +  Kt). 

At  any  other  temperature,  (', — this  expression  becomes,  V  ^  =  K^  ~i~  ^*')f  ^"'^ 
if  the  value  of  V  (suiy  temperature  above  32°),  is  sought  in  terms  of  li,  we  write 
approximately,  1/  =ilt[l-\-  K («'  —  «)]. 

The  coefficients  of  expansion  for  some  of  the  most  frequently  occur- 
ring solids  is  given  in  Table  III.,  in  terras  of  the  decimal  system. 

2.  The  coefficient  of  tnperfieial  expan9wn,  is  obtained  from  the  expres 
sions  for  linear  expansion,  by  substituting  S  and  S^  for  I  and  If ;  thas  >- 
St    =s:    8    {l-\-  2Kt),  where  2 iT replaces  K  in  the  formula  for  linear  expansion. 
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H.  The  ecejieitnt  of  eubU  expannon,  if  the  bidaII  firMtion  of  ita  volame, 
by  wbieh  a  Bolid,  liquid,  or  gas  is  increased  when  heated  from  32®  to  33®  F. 
AMnming  the  ezpansion  to  be  proportional  to  temperatare,  we  must  admit  the 
volume  F  at  (  degrees  and  at  32  degrees  to  be  proportional  to  the  cubes  of  their 
homologous  dimensions.  Bj  the  same  reasoning  as  before,  we  have,  therefore, 
the  formula;  V  =  F (I  -f-  ZKt),  by  which  the  increased  yolume  (  V)  of  any 
mass  of  matter  may  be  calculated  when  the  value  of  F,  r,  and  K  uie  known. 

The  coefficient  of  cubic  expansion  may  also  be  determined  accurately  from 
the  specific  gravity  of  the  solid  taken  at  different  temperatures,  thus : — 

Iiet  (Sp.  6r.)  and  (Sp  Qr.)'  represent  the  specific  gravities  of  any  solid  at  the 
two  temperatures,  t  and  t' ;  let  IF  be  the  weight  of  the  solid  under  trial,  F  its 
volume  at  32®,  and  JT  the  co-efficient  to  be  found;  then,  since  by  the  last 
expression,  we  know  the  value  of  the  solid  at  t®  and  t'®,  V  {1  -{-  ZKt),  and 

F(l  -h  3Jr«',)  we  have  from  g  99  {Sp,  Qr.)  =  y       "  ,  and 

{Sp.   Or  J)  =  opv\'     '^^^  ▼»!«•  of  the  oo-efficient  of  cubic  expansion, 

is  obtained  from  the  reduction  and  combination  of  these  two  equations 

{Sp.  QrA  —  {Sp.  Ory 

Thus :    K  —  — -^- ' —^ ^.» 

Z{Sp.  Gr.yt'  —  Z{Sp.  Or.)t ' 

This  coefficient  may  also  be  obtained  from  the  apparent  expansion  of  mercury. 

It  is  plain  that  all  questions  relating  to  the  expansion  of  solids,  may  be  solTcd 
by  these  expressions,  when  the  value  of  A*  is  known;  and  that  this  quantity 
must  be  the  subject  of  exact  experimental  determination  in  each  solid.  Our 
limits  do  not  permit  the  description  of  the  various  means  by  which  the  linear 
expansion  of  solids  has  been  measured.  In  the  researches  of  Lavoisier  and 
Laplace,  a  bar  of  the  substance  under  exunination  was  heated  in  a  water-bath. 
One  end  was  fixed,  the  other  free,  and  touched  the  end  of  a  lever,  acting  by  any 
expansion  of  the  bar,  and  causing  a  movement  observed  in  a  telescope  attached 
to  the  lever,  as  already  described  in  |  582.  The  expansions,  from  32®  to  212®, 
were  thus  read  off  upon  a  scale  placed  at  a  proper  distance. 

Tlia  capacity  of  hollow  vessels  is  increased  by  the  ezpan- 
sion  of  their  walls,  to  the  same  amount  which  a  solid  mass  of  the 
same  material  and  Tolume  would  expand  by  a  like  change  of  tempera- 
ture. Hence  it  is  easy  to  calculate  from  the  known  co-efficient  of  glass, 
or  any  other  substance,  the  changes  of  capacity  of  liollow  vessels. 

The  amoant  of  expansion  in  solids,  between  freezing  and  boilings 
is,  after  all,  but  a  yery  small  fraction,  being,  for  sine,  which  is  the  most 
expansible  of  all  metals,  only  one  three-hundred  and  fortieth  of  its 
length ;  while  glass  expands  only  about  one-third  of  this  quantity,  for 
a  like  change  in  temperature  (1  in  1248).  The  order  of  the  expansi- 
bility of  metals  and  glass  is  as  follows,  commencing  with  the  most  and 
ending  with  the  least  expansible : — zinc,  lead,  tin,  silver,  brass,  gold, 
copper,  bismuth,  iron,  steel,  antimony,  platinum,  glass. 

*  In  all  these  formulae,  t  is  taken  to  represent  the  number  of  degrees  above 
the  freesing  point. 
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This,  it  is  worth  while  to  remark,  is  also  verj  nearly  the  order  of 
compressibility  of  the  same  substaDces. 

lue  is  more  dilatable  than  zinc,  in  the  ratio  of  xJt  ^  sif*  "^b®  ^^' 
traction  of  ice  by  cold  has  been  observed  for  30^  or  40°  below  the 
freezing  point. 

The  most  expansible  solids  are,  in  general,  the  most  fusible,  «.  ^., 
ice,  zinc,  &c, ;  while  the  least  expansible  metal,  plcUinum,  is  also  the 
least  fusible  ;  but  in  other  cases  this  comparison  fails. 

The  hardness,  ductility,  and  other  physical  properties  of  the  metaU, 
appear  to  sustain  no  relation  to  their  expansibility. 

592.  The  ratio  of  expansion  inoreaaes  with  the  temperature.^ 
Between  32°  and  212°  F.,  the  increase  in  the  coefficient  of  expansion 
in  solids,  is  hardly  appreciable ;  but  for  high  temperatures,  the  increase 
becomes  a  considerable  quantity.  Regnault  has  determined  the  mesn 
coefficients  for  glass,  when  blown  in  hollow  TOSselB  between  zero  C.  and 
the  following  temperatures — the  coefficients  being  in  each-case  ten-mil- 
lionths  of  the  whole : — 

Coefficients.      K. » 276     284     291     298     306     313 

Temperatures,  C.       100°    160°    200°    250°    300°    350° 

This  increase  in  the  coefficients  of  expansion  of  bodies  by  rise  in 

temperature,  is  probably  due  to  the  distance  between  the  particles  aog- 

menting  with  the  heat.    Their  mutual  cohesion  is  thus  more  readily 

overcome. 

In  the  case  of  glass,  whioh  has  been  more  carefally  studied  than  aoy  other 
solid,  it  appears  from  the  resalts  of  Regnault,  not  only  that  glasses  of  different 
composition  differ  in  their  coefficient  of  expansion,  hat  the  same  glass,  in  solid 
rods,  expands  more  than  in  the  form  of  tubes ;  and  that  great  and  sodden 
changes  of  temperature,  as  in  making  a  thermometer  (573),  may  vary  the  co- 
efficient of  expansion,  owing  probably  to  slow  molecular  changes  in  the  glass. 

593.  Amount  of  foroe  exerted  by  expansion. — The  enormoos 
force  exerted  by  an  expanding  or  c<mtracting  solid,  may  be  conceiTed 
by  estimating  (from  the  coefficient  of  elasticity,  {  161]rthe  power  requi- 
site to  produce  an  equal  change  of  length  by  oompression  or  by  traction. 

Assuming,  in  round  numbers,  the  coefficient  of  elasticity  of  iron  at 
212°  =  21,000  kilogrammes,  a  bar  of  iron,  one  metre  long,  expands 
0*0012  m.,  if  heated  from  32°  to  212°  F.  Therefore  a  bar  of  iron,  one 
square  inch  in  section,  raised  from  the  iemperatore  of  f resting  to 
boiling  water,  expands  with  a  force  of  35,847  pounds ;  or  it  exerts  a 
fiirce  of  190*15  pounds  for  every  degree  Fahrenheit  that  its  tempera- 
ture is  elevated. 

When  a  bar  of  iron  one  inch  square  has  its  temperature  changed 
12°  F.,  its  expansion  or  contraction  exerts  a  strain  equal  to  one  tor 
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weight ;  and  if  Taried  from.  10°  to  90**,  a  oommoD  change  from  winter 
to  summer,  it  expands  with  a  force  of  about  seven  tons. 

The  force  of  contraction  in  a  cooling  solid,  is  equal  to  the  force  of  expansion 
when  it  is  heated.    This  force  is  constantly  used  in  the  arts. 

The  walls  of  an  arched  gallery  in  the  Museum  of  Arts  and  Trades  in  Paris, 
having  bulged  outwards  by  the  weight  of  the  arch,  4go 

Molard  placed  a  series  of  iron  bars,  fig.  460,  through 
fche  wall,  secured  by  nuts  on  the  outside.  The  alter- 
nate bars  were  first  heated  by  charcoal  furnaces. 
Mid,  when  they  were  expanded,  the  nuts  were 
screwed  firmly  up  to  the  walls.  As  the  bars  cooled, 
they  drew  up  the  walls  to  an  extent  equal  to  their 
oontraction.  The  other  half  of  the  bars  were  in 
like  manner  heated  and  cooled ;  and,  by  a  series 
of  such  operations,  the  walls  were  gradually  brought 
to  an  erect  position.  A  similar  proceeding  was 
adopted  in  the  Cathedral  at  Armagh,  and  in  a  store- 
house in  Providence,  R.  I. 

Wheelwrights  and  coopers  make  iron  tires  and  hoops  a  little  smaller  than 
the  wheel  or  barrel  for  which  they  are  designed;  these  are- applied  in  a  heated 
state,  and  quenched ;  as  they  contract,  they  bind  the  parts  firmly  together.  The 
heavy  wrought-iron  rims  of  the  driving-wheels  of  locomotive  engines,  are  shrunk 
on  in  the  same  way.  Rail  car  wheels  are  often  cast  with  split  hubs,  to  allow 
play  for  the  unequal  contraction  of  the  heavy  rims  and  lighter  arms,  or  the  latter 
would  be  broken  at  the  hub,  or  rim,  on  cooling.  The  same  precaution  is  requi- 
site in  all  castings  where  heavy  and  light  parts  are  united.  Boiler-plates  are 
riveted  together  with  red  hot  rivets,  which,  on  cooling,  draw  the  plates  together 
more  firmly  than  any  other  means  could  do.  When  the  stopper  of  a  bottle 
sticks,  it  may  usually  be  withdrawn  by  heating  the  neck  of  the  bottle  with  a 
spirit-lamp,  or  with  a  cloth  dipped  in  warm  water.  The  neck  is  thus  expanded, 
and  the  stopper  is  released. 

594.  Common  phenomena  produced  by  the  expansion  of 
solida. — In  every-day  life  may  be  seen  numerous  phenomena,  caused 
by  the  expansion  and  contraction  of  substances  by  variations  in  ten. 
perature. 

A  stove  snaps  and  crackles  when  the  fire  is  lighted,  and  again  when  it  is 
extinguished,  because  of  the  unequal  expansion  and  contraction  of  the  different 
parts.  The  pitch  of  a  piano-forte,  or  harp,  is  lowered  in  a  warm  room,  owing  to 
the  expansion  of  the  strings  being  greater  than  that  of  the  wooden  frame  which 
supports  them ;  and  for  the  reverse  reason,  the  pitch  Is  raised,  if  the  room  is 
cooled. 

Nails  driven  into  wood  often  become  loose ;  the  expansion  and  contraction  of 
the  naila,  through  variations  of  temperature,  gradually  enlarging  the  holes. 
A  gate  in  an  iron  railing  may  be  easily  shut,  or  opened,  in  a  cold  day,  but  only 
with  difficulty  in  a  warm  day,  because  the  gate  itself,  and  the  surrounding  rail- 
ings, have  become  expanded  by  the  heat. 

Astronomical  instruments, placed  on  elevated  buildings,  aro  sometimes  sensibly 
deranged  by  the  expansion  of  the  walls  exposed  to  the  sun.  Iron  and  platinum 
wires  may  be  successfully  soldered  into  glass,  because  their  mutual  expansibility 
differs  very  little,  while  silver,  gold,  and  copper,  similarly  treated,  crack  out  as 
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the  joint  ooi  U,  beoaose  their  •xpanMbUity  is  mack  gravter  tlma  that  U  Hu 
glass. 

Glass  and  earthen  Tessels,  with  thick  walls,  are  liable  to  break  when  h«t 
liquids  are  suddenly  poured  into  them.  The  surfaces  in  contact  with  the  Kot 
liquid,  expanding  before  the  other  parts  are  affected,  hare  a  tendeney  tn  warp, 
or  bend  the  sides  unequally,  and  the  brittle  material  breaks.  We  use  Uiis  ^ern- 
liarity  of  glass  to  oonrert  broken  vessels  in  the  laboratory  to  nsefal  ^ntyan. 
Since,  by  a  red-bot  iron,  or  the  point  of  a  burning  coal,  we  can  lead  a  crack  is 
any  direction,  and  thus  safely  divide  the  thickest  glass. 

Bunker  Hill  Monument,  an  obelisk  of  granite,  two  hundred  and  twenty-one 
feet  high,  moves  (as  observed  by  Horsford),  at  top,  with  the  ann's  rays,  so  as  to 
describe  an  irregular  ellipse  with  the  sun's  motion.  This  movement  eomnMooei 
about  7  A.  If ,  ofa  snnny  day,  and  has  its  mazimnm  in  the  afternoon.  In  acloadj 
day.  no  motion  exists,  and  a  shower  restores  the  shaft  to  its  position ;  showing 
that  the  heat  which  produces  the  deflection  penetrates  but  a  short  distance. 

Railroad  bars  must  be  laid  with  open  Joints,  or  their  expansion  and  watm^ 
tion  between  the  extremes  of  natural  temperature  would  destroy  the  road. 
Between  4°  F.,  and  100<*  F.,  the  expansion  of  one  mile  of  rule  (5280  feet)  is  & 
feet  7  inches. 

The  two  tubes  of  the  Britannia  Bridge  (172),  are  secured  at  the  centre  to  the 
main  pier,  called  the  Britannia  Tower ;  but  the  other  points  of  support  rest  en 
friction  rollers,  admitting  of  free  motion  with  changes  of  temperatora.  An 
increase  of  26°  F.,  from  82**  to  58*^,  gives  a  total  increase  of  3^  inches  in  tk« 
whole  length  of  each  tube,  or  one-half  that  amount  at  each  end.  The  daily 
change  of  dimensions  varies  from  half  an  inch  to  three  inches ;  the  maximum 
and  minimum  effects  being  about  3  p.  m.,  and  3  A.  v.,  respectively.  The  sans 
changes  noticed  by  Horsford  in  Bunker  Hill  Monument^  are  prodnoed  in  thii 
bridge  by  the  sun's  rays.  The  heated  portions  of  the  tube  expand,  warping  the 
free  ends  to  the  cooler  side  about  two  and  a  half  inches,  both  vertically  and 
laterally. 

The  Victoria  Bridge,  at  Montreal,  shows  the  same  phenomena,  but  not  so  re- 
markably, as  the  several  tubes  are  much  shorter  (page  187). 

Fire  regnlaton. — The  ezpaDsion  of  solid  bodies  is  often  lued  to 
regulate  the  temperature  of  stoves. 

A  metallie  bar,  usually  of  eopper,  is  plaoed  within,  or  beside  the  stove  or 
furnace,  and  as  it  becomes  heated  it  expands,  and  moving  a  lever,  tarns  a 
damper,  or  valve,  thus  regulating  or  arresting  the  dranght,  with  peifoet 
fidelity  and  accuracy. 

595.  Uneqaal  ezpanaion  of  aolidi. — ^Breguet's  thermometer, 
already  described  (580),  is  a  beautiful  example  of  the  applicatioii  of 
unequal  expansion  to  measurement  of  temperatures. 

If  a  compound  bar  of  iron  and  copper,  secured  together  by  riyets, 
fig.  461,  is  heated,  the  copper  ex-  461 

panding  more  than  the  iron,  the  ^^^^^^^^^.^.^S^^^^^m^ 
bar  is  thereby  curved,  as  seen  in  451 6 

fig.  461  b,  to  accommodate  the  ir- 
regularity of  length  resulting.    If 
this  compound  bar  is  cooled  below  the  temperature  at  which  the  two 
metals  were  united,  it  curves  in  the  opposite  direction. 
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59G.  Compensating  pendvlonui. — The  len^^h  of  a  pendulum 
alone  determines  its  times  of  oscillation  (82).  A  difference  of  one 
one-hundredth  of  an  inch  in  a  seconds  pendulum  would  cause  a  clock 
to  vary  eleven  seconds  in  twentj-four  hours,  and  a  difference  of  GO*^  F« 
produces  this  effect. 

In  ordinary  clocks,  this  defect  in  the  length  of  the  pendulum  is 
remedied,  by  raising  or  depressing  the  ball  at  the  end  of  the  rod  by 
means  of  a  screw.  Pendulums  in  which  this  defect  is  remedied  by  a 
self-adjusting  arrangement,  are  called  comj)ensati)ig  pendulums.  The 
compensation  is  effected  by  the  unequal  expansion  either  of  mercury 
and  glass,  or  of  different  metals. 

Haxii8on*8  gridiron  compensating  pendulum,  fig.  462,  is  one 
of  those  most  commonly  employed.  The  large  weight  at  the  bottom 
of  this  pendulum  is  supported  by  a  series  of  rods  of 
brass  and  steel  arranged  in  alternate  pairs.  The  middle 
rod  is  of  steel,  and,  like  all  the  other  steel  rods,  is  shaded 
in  our  figure.  The  cross-pieces  connect  the  two  systems 
of  rods,  alternately  at  top  and  bottom,  in  such  a  way 
that  while  the  expansion  of  the  steel  rods  lengthens  the 
pendulum  the  expansion  of  the  brass  rods  shortens  it. 
The  length  of  the  pendulum  is  plainly  the  ^uni  of  the 
length  of  the  steel  rods  less  the  sum  of  tbe  brass  rods  (the 
supporting  crotchet  being  added  to  the  length  of  the 
steel  rods),  each  pair  of  rods  being  reckoned  as  only 
one  rod.  In  order  that  the  length  of  the  pendulum 
should  remain  invariable  with  changes  of  temperature, 
it  is  obvious  that  the  expansion  of  the  two  systems  of 
rods  roust  exactly  balance  each  other. 

To  determine  the  length  of  rods  required  to  effect  this,  let 
L  and  /  be  the  pom  of  the  lengths  of  the  steel  and  brass  rods 
respectirely,  and  K  and  K'  their  respective  coefficients  of 
expansion.  '  Then,  if  the  amount  of  expansion  in  both  systems  is  equal,  L  K 
will  equal  I K',  Bat  since,  at  London,  the  length  of  the  seconds  pendulum  is 
3914056  inches  (82),  it  follows  that  X  —  2  =  39  14056  inches. 

If,  therefore,  we  take  from  Table  III.,  the  values  of  K  and  JT,  and  combine 
these  two  equations,  we  shall  find  the  respective  lengths  of  L  and  U 


2i  = 


JC-^K 


X  39-14056  Inches,    I  = 


K'—K 


X  3914056  inches 


Bat  the  position  of  the  centre  of  oscillation,  which  determines  the  virtual 
length  of  the  pendulum  (8^),  may  vary,  although  tbe  sensible  length  remains 
anebanged.  Hence  the  necessity  of  adjusting  the  position  and  mass  of  the 
■aspen ded  weight  after  the  length  of  the  rods  is  approximately  accurate. 

In  Oraham'8  compensating  pendulum,  fig.  463,  the  rod,  a,  \  is  of 
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a- 


glass,  and  the  ordinary  weight  is  replaced  by  a  glass  ressel  containing  mereonf 
sustained  in  a  metallic  stirrap.  When  the  temperature  risea,  the  pendalam 
lengthens,  and  the  mercury  also  expanding,  rises  in  the  glass. 

The  compensation  in  this  instrument  is  not  quite  perfect,  since  the  position  of 
the  centre  of  gravity  (which  remains  unchanged  by  the  construc- 
tion) does  not  entirely  coincide  with  the  centre  of  oscillation,  on 
which  the  virtual  length  of  the  pendulum  depends. 

Mr.  Henri  Roberts'  compensating  pendnlnm  is 
remarkable  for  its  extreme  simplicity.  The  rod  of  the  pendulum, 
fig.  464,  is  of  platinum,  and  supports  at  its  lower  end  a  disk  of 
cine.     The  centre  of  gravity  of  this  disk  will  465 

always  be  preserved  at  the  same  distance  flrom 
the  point  of  suspension,  if  the  expansion  of  the 
platinum  rod  is  equal  to  that  454 

of  the  sine  disk ;  this  condition 
is  obtained  when  the  radius  of 
the  disk  is  equal  to  one- third 
of  the  length  of  the  rod. 

Martin's  compensa- 
ting pendolum  is  a  com- 
pound bar4)f  iron  and  copper 
soldered  together  throughout  I 
their  length,  and  fixed  trans- 
versely upon  the  pendulum 
rod,  fig.  465.  The  copper, 
being  the  most  expansible,  if 
placed  below  the  iron.  When  the  temperature  rises,  and  the  centre  of  oscflla* 
tion  is,  by  the  expansion  of  the  pendulum,  removed  to  a  greater  distance  fron 
the  point  of  suspension,  the  copper,  expanding  more  than  the  iron,  bends  ths 
rod  into  the  curve,  mfm,  whereby  the  metallic  balls,  m  m,  at  the  extremities  of 
the  rods,  are  raised,  and  being  brought  closer  to  the  point  of  suspension,  compen- 
sate for  the  increased  distance  of  the  weight  of  the  pendulum  from  that  point 
If  the  temperature  is  lowered,  the  rod  bends  into  the  curve,  «•'  e  m*,  and  the 
balls  are  lowered.  These  balls  are  of  such  a  sise,  and  placed  at  such  a  position 
upon  the  compound  bar,  that  the  centre  of  oscillation  is  not  displaced  by  varia- 
tions in  temperature,  and  thus  perfect  compensation  is  produced. 

Compensating  balance  wlieels  of  watches  and  chronometera 

are  constructed  precisely  on  the  plan  of  Martin's  pendulum.  The  balance  wheel 
of  a  watch  varies  with  changes  of  temperature, — the  duration  of  an  oscillstfam 
depending  on  the  radius  of  the  wheel,  the  strength  of  466 

the  spring,  and  the  mass  of  its  rim.  The  expansion 
of  the  wheel,  by  enlarging  the  radius,  retards  the  time- 
piece, and,  conversely,  cold  accelerates  it  The  three 
metallic  arcs,  aaa,  fig.  466,  are  designed  to  counteract 
and  correct  the  effect  of  expansion  on  the  wheel.  Each  < 
arc  is  composed  of  two  strips  of  metal,  the  most  expan- 
sible being  placed  outside.  Heat,  therefore,  carries  the 
masses,  n  n  11,  inward  and  nearer  to  the  axle  of  the  wheel, 
while  cold  throws  them  outward,  thus  preserving  the  vir- 
tual length  of  the  radius  under  all  changes  of  temperatu.c.  Any  errors  of  com- 
pensation are  adjusted  by  turning  the  masses,  n  n  n,  on  the  screws  at  the  eads 
of  the  arcs. 
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II.    SXPANSION  OF  LIQUIDS. 

597.  Ctoneial  statement. — All  liquids  expand  by  heat  more  than 
Bolids ;  thus  mercury,  the  least  expansible  of  all  liquids,  expands  more 
than  line,  the  most  expansible  of  all  solids. 

The  rate  of  expansion. in  liquids  is  not  so  uniform  as  it  is  in  solids, 
and  especially  near  their  points  of  solidification  and  vaporization  they 
are  subject  to  great  irregularities. 

598.  Apparent  and  abaolute  expansion. — We  have  already  (576) 
noticed  the  fact  that  it  is  only  the  apparent,  and  not  the  absolute,  expan- 
sion of  mercury  which  is  read  in  the  thermometer.  It  is  plain  that 
iu  any  case  the  absolute^ expansion  of  a  liquid  must  be  the  sum  of  its 
apparent  expansion,  and  of  the  increased  capacity  of  the  containing 
Tsssel  (591)  at  the  given  temperature.  Either  two  of  these  quantities 
being  known,  the  third  can  be  calculated. 

The  abflolate  expansion  of  mercury,  being  one  of  the  most  important 
constants  in  physics,  and  one  on  which  many  others  depend,  has  beea 
determined  with  the  greatest  accuracy.  This  determination  was  origi- 
nally made  by  Dulong  and  Petit,  and  has  been  confirmed  and  corrected 
more  recently  by  Regnault. 

The  method  giving  most  exact  results  depends  on  the  familiar 
principle  of  hydrostatics  (202),  that  the  heights  of  liquid  columns  in 
communicating  vessels  are  in  the  inverse  ratio  of  the  specific  gravities 
of  the  liquids.  What  is  here  true  of  different  liquids  is  of  course  true 
of  the  same  liquid  at  different  temperatures.  To  determine  this  point 
accurately,  a  glass  tube,  bent  into  a  syphon,  is  filled  with  mercury,  and 
10  arranged  that,  while  the  two  legs  are  respectively  exposed  to  the 
required  temperatures,  the  corresponding  heights  may  be  exactly  mea- 
sured by  a  cathetometer.  The  coefficient  of  expansion  for  each  tem- 
perature may  then  be  calculated  from  (591*3)  by  means  of  the  specific 
gravities  thus  determined. 

Let  C  and  C  represent  the  two  oolnmns;  ^and  {Sp,  Or.)  the  height  and 
■peeiflc  gravity  of  C  at  Z2**,  and  B*  and  {Sp.  Or,)*  the  height  and  spocifio 
fravity  of  the  column  C  at  <®.  Then,  by  202,  H{Sp.  Or.)  =  H'  {Sp.  Or.)'.  Let 
K  represent  the  coefficient  of  absolate  expansion  in  mercury,  and  by  591  and 
99,  we  have  {Sp,  Or.)  =  {Sp,  Or.)'  (1  -f  Kt.)    Hence  the  vslue  of  K,  obtained 

by  eombining  these  equations,  is,  ^  =  — 

lit 

The  mean  absolate  expansion  of  merenry  was  by  this  method  found  by  Dulong 
and  Petit  to  be  between  82o  and  2W  F.  for  !<>  F.,  K=  ^^^  =  O-OOOIOOI. 
This  number  has  been  corrected  by  the  later  researches  of  Regnault  to 
iTsB  0-00010085  for  each  degree  of  Fahrenheit's  scale;  or,  ITs  0-00018153  for 
each  degree  Centigrade. 

Th«  inerease  of  the  coefficient  of  expansion  for  mercury,  with  increase  of 
temperatara  already  alluded  to  (676),  is  shown  in  the  following  Uble  copied 
from  Cooke's  Chemical  Physics,  p.  610.    The  degrees  are  Centigrade. 
88  ♦ 


422 


PH78IC8  OF  IMPONBKRABLE  AGKNTB. 


COSFFICIBNT  OF  EXPANSION  FOR  MKRCL'RT. 


Traa  TaaiMrftear* 

kjr  Air  TheruMH 

■MUr. 

M«an  CiMn«i«at  of 

Expauaion  of  Marearr 

fromootoio. 

(t  +  l)o. 

WeightoT 

OO 

0 

000017005 

1-0000000 

30 

000017976 

0-00018051 

1-0053928 

50 

0-00018027 

000018152 

1-0090135 

70 

0-00018078 

0-00018263 

1.0126546 

100 

000018153 

0-00018305 

1-0181530 

150 

000018270 

0-00018657 

I02r4185 

200 

0-00018405 

0-00018009 

1-0368100 

250 

000018531 

000019161 

10463275 

300 

0-00018658 

0-00019413 

10559740 

350 

0-00018784 

0-00019666 

1-0657440 

The  iMt  oolamn  of  this  table  ihowg  the  volume  to  which  one  eabio  eentimetre 
of  mercary  will  expand  when  heated  to  the  temperatures  given  in  the  first 
column.  Whenever  the  mean  coefficient  between  0^  and  t^  (as  giren  in  the 
second  column)  is  known,  the  corresponding  volume  may  be  calculated  by  the 
formula  P  »=  K(l  -f-  Kt) ;  and,  by  interpolation,  the  volume  can  be  calculated 
for  temperatures  for  which  the  ooeffioient  has  not  been  determined. 

599.  Correotion  of  the  olMerred  height  of  the  barometer  for 
temperature. — As  the  volume  and  density  of  mercury  vary  with  the 
temperature,  the  height  of  the  mercurial  column  in  a  barometer  vanes 
not  only  with  changes  of  the  atmospheric  pressure,  but  also  with  changes 
in  temperature.  Before  comparing  barometric  observations,  therefore, 
made  at  different  times,  it  is  necessary  to  reduce  the  observed  heights 
of  the  mercurial  column  to  the  height  they  would  have  at  some  standard 
temperature. 

The  principles  enunciated  in  the  last  section  enable  us  to  obtain  the  follow- 
ing value  for  the  height  of  the  barometer  reduced  to  32^  F. 


H=H'^H* 


H=ir  —  If' 


9916  +  t 

t 


,  t  being  the  degrees  Fahrenheit  above  freesing;  or, 


5508 


-— ,  when  <  is  given  in  degprees  of  the  Centigrade 


scale. 


The  true  height  of  the  barometer  is  therefore  to  be  obtained  by  subtraotmg 
the  correction  from  the  observed  height  when  the  temperature  is  above  tht 
freezing  point.  There  is  also  a  small  correction  to  be  made  for  the  expansion 
of  the  scale,  which  for  present  purposes  may  be  neglected. 

600.  Apparent  ezpansion  of  mercury. — ^The  apparent  ezpanaion 
of  mercury  in  glass  is  readily  determined  by  means  of  the  simple 
apparatus,  seen  in  fig.  467,  consisting  only  of  a  glass  tube,  r,  drawn 
out  into  a  narrow  neck,  which  is  recurved  so  as  to  dip  conveniently  into 
the  cup  c.  The  weight  of  the  empty  tube  is  first  taken,  and  it  is  then 
filled  with  mercury  in  the  manner  described  in  2  568 ;  taking  care  to 
expel,  by  continued  boiling,  the  last  traces  of  air  and  moisture.  The 
tube  and  its  contents  are  then  cooled  to  32°  F.  by  immersion  in  meltiBg 
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ice,  the  point  o  being  kept  constantly  beneath  the  mercury  in  e.    It  is 
then  weighed  again,  and  thns  by  ded acting  the  weight  of  the  empty 
tobe  we  learn  the  weight  ( W)  of  the  mercury  it  contains         407 
at  32°.     Lastly,  it  is  exposed  to  a  constant  temperature,  f^ 
(say  of  212°  F.,  see  fig.  443),  and  the  weight  of  the  escaping 
mercury  (to)  ascertained.   The  weight  of  the  mercury  which 
fills  the  tube  at  f*  is  therefore  W —  w.  From  these  data  the 
coefficient  of  apparent  expansion  is  calculated. 

The  Tolnme,  V,  of  a  weight  of  mercury,  represented  hy  W —  to 
W—te 
at  32®,  i8  F  =  -- — --—.   Now  this  weight  of  mercury  at  t»  filled 
{&p.  Gr,) 

the  same  Tolume  (t.  e.,  the  whole  apparatus),  not  regarding  the 
expansion  of  the  glass,  which  was  filled  by  the  weight,  W,  at  32^. 

W 

The  Tolume  of  the  weight  W  —  to  at  (°  is  therefore  V  = . 

{Sp.  Gr.) 
Let  the  coefficient  of  apparent  expansion  he  K,  and  then 
F'  =  F(l  -f  Kt);  then  substituting  the  values  of  Fand  F', 


and  reducing,  we  have  K  =  ■ 


=  for  common  French 


171/ 


'W— io)< 

A  similar  mode  of  experiment  gives  of  course  the  coefllcient 
of  apparent  expansion  for  all  other  liquids.  It  is  also  applicable  for  the  deter- 
mination of  the  coefficient  of  expansion  of  all  solids  not  acted  on  by  mercury, 
fines  it  is  true  that  the  coefficient  of  apparent  expansion  for  mercury  is  equal 
to  the  coefficient  of  absolute  expansion  less  the  coefficient  of  expansion  of  the 
material  for  the  containing  vessel.  As  the  coefficient  of  absolute  expansion  for 
mercury  is  known  with  the  greatest  accuracy,  it  follows  tbat,  by  an  application 
of  the  reasoning  in  this  section,  we  have  the  means  of  determining  the  coefficient 
of  expanrion  in  glass  and  other  solids. 

601.  Amoant  of  expansion  of  liquids. — Liquids  expand  very 
unequally  for  equal  increments  of  heat ;  the  law  of  their  expansion 
has  not  been  fully  determined.  Generally  the  most  expansible  liquids 
are  those  whose  boiling  points  are  the  lowest.  Those  whose  boiling 
points  are  high  have  usually  a  small  but  very  regular  expansibility, 
especially  at  temperatures  much  below  their  boiling  points. 

The  rate  of  expansion  in  all  liquids  increases  with  the  temperature, 
but  it  varies  with  each  substance  according  to  laws  not  well  understood. 

Between  32^  and  212°,  mercury  expands  1  in  55,  water  1  in  21*3, 
sulphuric  acid  1  in  17,  alcohol  1  in  9  -|-,  &c.     See  Table  IV. 

The  statement,  in  the  first  edition  of  this  work,  that  in  many  liquids  of  analo- 
gous ehemioa!  constitution,  the  rate  of  expansion  is  nearly  uniform  at  equal 
distsnoes  from  their  respective  boiling  points,  appears,  from  the  observations  of 
Pierre,  not  to  be  sustained. 

The  expansibility  of  liquids  is  not  in  proportion  to  their  density,  but 
w  more  nearly  the  inverse  of  this  than  in  any  other  known  ratio. 
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602.  BzpaiMioii  of  liquids  above  their  boiling  poiati.— The 

late  researches  of  0.  Drion  *  show  that  the  coefficient  of  expansion  in 
liquids,  above  their  boiling  points,  increases  at  an  accelerated  ratio,  and 
even  surpasses  the  coefficient  of  expansion  in  gases.  As  long  since  as 
1835,  Thilorier,  in  his  memoir  on  liquid  carbonic  acid,  states  that  ibis 
liquid  expands  between  0^  and  30°  G.  (32°  to  86°  F.).  foar  times  as  mooh 
as  air  expands  for  the  same  range  of  temperature,  being  as  ^|f  for  the 
liquid  gas  to  /f^  for  air.  Twentj  ▼olnmes  of  liquid  carbonic  acid, 
between  32°  and  86°  F.,  become  therefore  twenty-nine  volumes. 

Liquid  sulphurous  acid,  and  cyanogen  present  the  same  apparent 
anomaly,  as  well  as  certain  fluids  found  in  the  minute  cavities  of  topas 
and  quartz  crystals. 

The  experiments  of  Drion  were  made  on  ehlorid  of  ethyl,  sulphur- 
ous acid,  and  hyponitric  acid. 

Corvea  of  expansion  of  liquids. — The  variation  in  the  expansion 
of  liquids  may  be  graphically  represented  as  in  fig.  468.  The  diagram 
shows  the  lines  representing*  the 
expansion  of  six  liquids.  In  each 
case  1000  parts  of  liquid  are  taken 
at  212°  F.  The  horizontal  lines  SOH 
(reading  from  above  downwards) 
show  the  bulk  of  the  liquid  at 
temperatures  below  the  boiling 
point.  These  temperatures  are 
represented  in  degrees  of  Fah-  i44 
renheit's  scale  on  the  left  hand 
column,  and  in  Centigrade  de- 
grees on  the  right  hand.  The  line  A  indicates  the  contraction  of  mer 
oury ;  B,  that  of  water ;  C,  for  alcohol ;  D,  for  wood  spirits ;  E,  for 
formic  ether ;  F,  for  terchlurid  of  silicon ;  6,  for  ordinary  ether. 

Thus  at  lOS^*  below  the  boiling  point  (at  104®  F.)f  1000  parte  water  have 
eontractod  into  060  parts ;  alcohol  into  031  parts ;  and  formic  either  into  918 
parts. 

603.  The  amount  of  force  exerted  in  the  expansion  of  liquids 
is  enormous ;  being  eqilal  to  the  mechanical  force  required  to  compress 
the  expanded  liquid  into  its  primitive  volume. 

Thus  the  expansion  of  meronry  for  10®  F.,  is  -0010085.  Its  ebmpressibility 
for  a  single  atmosphere  is  'OOOOOSS.  Therefore  the  amount  of  foree  required  to 
restore  the  merenry  to  its  original  balk,  after  heating  it  10®  F.  is  eqnel  to  100 
atmospheres  (10085  -f-  53  =  190),  or  2850  pounds  pressure  to  a  square  Ineh. 
Owing  to  this  enormous  force  exerted  during  expansion,  closed  vessels  ftUed 
with  liquid,  however  strong  they  may  be  made,  burst  when  heat  is  applied. 


108 


*  Ann.  de  Ch.  et  de  Phys.  1650. 


HIAT. 


425 


C04.  Expansion  of  water. — ^Water,  which  presents  so  manj  re- 
markable exceptions  in  its  physical  history,  does  so  in  no  respect 
more  than  in  the  singular  irregularities  observed  in  its  expansion  for 


460 


equal  increments  of  temperature  between  32^ 
and  212^.  Its  total  expansion  for  this  range  is 
by  DO  means  large,  while  its  coefficient  of  ex- 
pansion is  found,  by  an  examination  of  Table 
IV.,  to  be  smaller  than  that  of  any  liquid 
except  that  of  mercury.  The  expansion  of 
water,  which  is  irregular  through  the  whole 
rsDfi^e,  from  freezing  to  boiling,  is  especially  so 
between  32°  and  4ff*  F.  While  all  other  liquids 
are  most  dense  at  their  freesing  points,  the 
maximum  density  of  water  occurs  some  degrees 
above  that  point  (39°'2  F.),  and  above  or  below 
this  temperature  it  expands. 

Mazlmam  density  of  water.— To  illastrate, 
bj  experiment,  Uiis  signal  exception  in  water  to  the 
ordinarj  laws  of  expansioo,  a  water  thermometer,  like 
fig.  469,  may  be  used.  The  flask,  holding  about  a 
quart,  is  filled  with  water,  and  the  tabe  passing  into 
it  is  secured  water-tight  bj  a  brass  cap  or  well-fitting 
cork,  so  that  at  ordinary  temperatures  the  column 
of  water  stands  at  some  convenient  point  on  the 
scale  of  equal  parts.  It  is  then  set  in  a  cold  room 
(below  freezing),  and  the  loss  of  temperature  indi- 
cated by  the  fall  of  the  column  of  water,  is  more 
aeourately  noted  by  a  mercurial  thermometer  seen  in 
the  figure  placed  within  the  flask.  When  that  tem- 
perature reaches  about  42°  F.  (6^  C.)  the  fall  of  the 
water  column  ceases — it  comes  to  rest  for  a  short 
time,  and  at  .39^  or  thereabouts  (4^'  C.)»  it  is  seen  to  I 
mount  more  and  more  rapidly  as  the  temperature  | 
falls,  until  it  reaches  32®  (or  even  lower,  if  the  apparatus  is  kept  quite  still). 

If  the  apparatus  is  filled  with  water  near  the  temperature  of  maximum  density, 
and  placed  in  a  warmer  room,  we  have  evidence  of  the  converse,  and  not  less  re- 
markable fact,  that  expansion  equally  occurs,  whether  we  heat  or  cool  the  water. 
These  results  are  somewhat  obscured  by  the  expansion  of  the  glass ;  but  for  a 
few  degrees  above  and  below  38%  the  density  of  water  is  nearly  uniform. 

At  the  moment  of  freezing,  water  expands  about  ten  per  cent,  of  its  volume, 
and  the  fact  is  often  evidenced  in  the  apparatus  here  figured,  by  a  jet  d*eati  from 
the  tube  at  the  moment  of  freezing. 

Owing  io  the  difllcnlty  of  oompensating  the  errors  involved  in  the  expansion 
of  the  containing  vessels,  the  point  of  maximum  density  cannot  be  settled  with 
absolute  accuracy.  Hassler  assumed  it  at  39*83  F.  in  his  determination  of  the 
value  of  the  United  States  standards  of  measure.  Gineau  determined  the 
French  unit  of  weight  at  40^^  F.  (4*5  C),  and  Despretz,  in  1839,  fixed  it  at 
Z9°-2  or  4°  C.     The  later  researches  of  Pliioker  and  Oeissler  reduced  it  to 
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iS^'Si ;  but  it  is  agreed  by  physicists  to  Msame  4<>  C ,  or  89^*3  F^  u  i 
ing  the  true  point  of  maximum  density  for  water. 

The  apparatus  shown  in  fig.  470,  serves  well  to  illustrate  the  effect  of  this 
law  in  the  freezing  of  lakes  and  rivers.  A  glass  jar,  around 
the  central  part  of  which  is  fitted  a  metallic  vessel,  e,  is  pro- 
rided  above  and  below  with  two  delicate  thermometers, '  tf, 
entering  the  sides  of  the  jar  horizontally  by  openings  drilled 
for  that  purpose.  After  filling  the  jar  with  water,  a  freezing 
mixture  of  ice  and  salt  is  placed*  in  c,  which  rapidly  cools  the 
water.  The  two  thermometers  continue  to  indicate  nearly  the  * 
same  temperature  until  the  water  is  cooled  to  39°*2  F.,  when  it 
will  be  observed  that  the  lower  thermometer  remains  at  that 
point,  while  the  upper  one  indicates  a  lower  temperature,  until 
it  finally  reaches  32^  F.,  or  even  lower. 

The  explanation  of  these  phenomena  is,  that  the  water, 
cooled  by  the  freexing  mixture,  beoomes  more  dense  and  sinks,  , 
while  other  and  lighter  portions  rise,  to  be  cooled  and  sink  j 
in  turn.  Thus  a  system  of  currents  is  established,  by  which 
the  whole  of  the  water  gradually  reaches  the  temperature  of  30^*2.  On  cooling 
below  this  point,  the  water  expands,  and,  thus  becoming  lighter,  the  colder 
portion  remains  at  the  surface,  and  is  Airther  cooled  by  the  freezing  mix- 
ture, while  the  water  in  the  lower  part  of  the  vessel,  not  coming  in  contsct 
with  the  freezing  mixture,  and  being  no  longer  disturbed  by  currents,  ramaiDs 
at  the  temperature  of  39 <^  2. 

Bffeots  of  the  oneqnal  ezpanoion  of  water. — Under  the  iDflu- 
ence  of  this  law  of  unequal  expansion  in  water,  the  eold  of  oar  most 
severe  winters  produces  onlj  a  comparatively  thin  covering  of  ice  upon 
the  lakes  and  rivers.  Water  freezes  at  32^,  but,  before  that  tempera- 
ture can  be  reached,  expansion  sets  in  at  the  surface,  and  the  water, 
although  colder,  is  specifically  lighter  than  the  warmer  water  below, 
and,  consequently,  fli  ats  buoyantly  up<m  it.  Ice  is  formed  only  on  the 
surface,  but,  being  a  very  bad  conductor,  it  cuts  off  the  escape  of  beat 
from  the  water  below,  and  this  renders  the  freesing  process  a  very  slow 
one.  In  fact,  a  film  of  ice  may  be  likened  to  a  blanket,  which,  although 
of  itself  cold,  becomes  a  means  of  preserving  beat  by  cnttang  off  ra- 
diation. 

Lake  Superior  has,  uniformly,  throughout  the  year,  the  temperature  of  about 
40°,  at  a  short  distance  below  the  surface ;  and  the  deep  sea  soundings  show,  that 
the  sea,  at  the  bottom  of  the  ocean,  even  under  the  Golf  Stream,  is  below  the 
temperature  of  maximum  density,  which,  in  saline  solutions,  is  lower  than  ia 
pure  water.  The  temperature  of  the  deep  Alpine  fakes  is  39^-2  F.,  at  all 
.  easons  of  the  year. 

Mazimam  density  of  different  aqueona  aolutions. — The  solu- 
tion of  vnrious  salts  in  water  has  the  effect  of  lowering  its  point  of 
maxiinnin  density.  Thus,  the  point  of  maximum  density  of  sea-water 
is  25°.T0.  The  point  of  maximum  density  of  solutions  falls  more 
rapidly  than  their  point  of  congelation,  and  is  proportional  to  the 
quantity  of  stUt  dissolved. 
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The  voliuike  of  water,  at  different  temperatarea,  has  been  de- 
termined bj  several  ezperimenters,  and  the  results,  according  to  Kopp, 
are  given  in  Table  XXIV.,  with  the  corresponding  specific  gravities, 
both  when  taken  at  32^,  for  the  unit  of  volume  and  density,  and  also 
•»4«»C.  (39<»-2F.). 

III.    BXPANSION  OF  OASES. 

605.  Qeneial  atatement. — Gases  and  vapors,  being  nnder  the 
influence  of  repulsion,  and  having  little  cohesion,  expand,  for  equal 
incrameots  of  heat,  much  more  than  either  solids  or  ordinary  liquids. 
(Compare  {  602.) 

The  ezpantion  of  air,  and  of  all  gases,  may  be  shown  by  planging  the  open 
end  of  a  bulbed  tube  into  water ;  a  slight  elevation  of  temperature,  even  the 
heat  of  the  hand,  will  expand  the  air  in  the  bulb,  and  cause  a  part  of  it  to  escape 
in  babbles  through  the  water.  An4  when  the  sonroe  of  heat  is  withdrawn,  the 
lisa  of  the  water  in  the  tube  indioates  the  amount  of  expansion  (604). 

606.  Gkiy  Liuaao'e  lawa  for  the  ezpanaion  of  gaaea  by  lieat. — 
Gay  Lussac  was  the  first  to  discover  the  general  laws  of  the  expansion 
of  gaaes  by  heat.  The  gases  on  which  he  experimented  were  not  freed 
from  moisture ;  but  the  laws  which  he  deduced  are  remarkable  for  their 
great  simplicity  and  general  accuracy,  considering  the  state  of  experi- 
mental science  at  that  time  (▲.  d.  1805).     They  are  as  follows: — 

1st.  AU  gates  hive  the  same  coeffideni  of  expansion  as  common  air, 
2d.  The  coeffideni  of  expansion  remains  the  same,  whatever  may  be  the 

pressure  to  which  the  gas  is  subjected. 
These  laws,  like  the  laws  of  Mariotte  (274),  though  sufficiently  aeourate  for 

tfrdinary  purposes,  are  found,  by  the  more  oomplete  experiments  of  modem 

seieBee,  to  be  not  strictly  correct. 

607.  Reanlta  of  Regnaalt*B  ezperimenta  upon  tlie  ezpanaion 
of  gaaea. — Very  valuable  experiments  were  made  by  Dolong  and 
Petit^  bat  the  most  recent  and  complete  investigation  of  the  expansion 
ef  gases  by  heat,  was  conducted  by  Regnanlt.  In  all  his  experiments, 
the  different  gases  experimented  upon  were  completely  deprived  of 
moisture,  and  the  results  of  his  experiments  are  contained  in  the  fol« 
lowing  tables : — 

SZPANSION  OF  OASaS  BBTWIBN  32°  AND  212°  F.  (JAMIN). 


Oaeea 

Und«r  Oonstent  Yolume. 

Under  Constant  Prassnre. 

Air 

Kitrogen 

Hydrogen 

Oxyd  of  Carbon    .    .    . 

Protoxyd  of  Nitrogen    . 
Solphorons  Acid   .    .    . 
Cyanogen     

0-3665 
03668 
0-3667 
0-3667 
0-.^688 
0-3676 
0-3846 
0-3829 

03670 
0-3670 
0-3661 
0-8669 
0  3710 
03719 
0-3903 
0-8877 
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From  this  table  it  appears  that  the  coefficieots  of  expansion  of  Ihoie 
gases  which  have  never  been  condensed  to  liquids,  are  very  nearly  the 
same  as  air ;  while  the  coefficients  of  the  condensible  gases,  carbonic 
acid,  sulphurous  acid,  and  cyanogen,  are  considerably  greater,  and  the 
greater  in  proportion  as  they  are  more  readily  condensed  into  liquids. 
£ach  gas  has  two  coefficients  of  expansion, — ^the  coefficient  of  expan- 
sion for  a  constant  volume  being  less  than  for  a  constant  pressure,* 
except  in  the  case  of  hydrogen,  in  which  the  reverse  takes  place.  This 
agrees  in  a  remarkable  manner  with  the  fact  (276)  that  hydrogen  alone 
is  less  compressible  than  the  law  of  Mariotte  would  indicate. 

It  is  further  shown,  by  the  experiments  of  Regnault,  that: — 

Ist.  The  eoeffidenis  of  expansion  are  very  nearly,  but  not  absohUdy, 
the  eamefor  different  gtues, 

2d.  The  coefficients  of  expansion,  for  different  ^ases,  vary  more  from 
each  other  in  proportion  as  the  pressure  to  which  they  are  sutfjeded  it 
increased. 

3d.  The  coefficients  of  expansion  for  aU  gases,  excqfU  hydrogen,  increase 
with  the  pressure  to  which  they  are  subjected,  and  this  increase  is  most 
rapid  in  those  gases  which  demote  most  from  Mariotte's  law  (276). 

4th.  For  ordinary  calculations,  under  the  pressure  of  the  atmosphere, 
the  coefficient  of  expansion  for  all  gases  may  be  considered  as  0'3666 
between  the  freezing  and  boiling  points  of  water,  or  ^j  of  the  volume  at 
Z2^,for  each  degree  of  Fahrenheit* s  scale. 

For  aoearate  soientiflo  purposes,  the  coefficient  of  expansion  of  every  gas  con- 
sidered must  be  taken  from  the  tables  given  for  that  purpose. 

Table  V.,  Appendix,  gives  the  coefficients  of  expansion  of  common  gaisB 
under  varying  pressures. 

608.  Formoles  for  oompatlng  oluuiges  of  ▼olumo  in  gaaoa.— In 
physical  researches  it  is  often  desirable  to  ascertain  the  increase  or 
decrease  in  volume  which  a  given  gas  undergoes  by  measured  differ^ 
ences  in  temperature.  This  is  easily  done  by  the  following  formulse:— 

Let  V  represent  the  volume  of  the  gas  at  S2®  F.,  V  its  volume  at  the  higher 
temperature,  and  t  the  number  of  degrees  between  S2®  and  the  higher  tempera- 
ture.   The  increase  in  the  volume  will  therefore  be  expressed  by  F' —  F.    And 

F 
since  the  increase  in  volume  for  1®  F.  is  generally  — -,  the  increase  for  the 


F 
higher  temperature  !■  tt;  X  *• 


F 


Therefore,  F'-  F«— X*»*»d  ^'«  ^(l  + jj' 

If  the  gas  is  subjected  to  a  lower  temperature,  it  suifers  a  diminution  in  re- 
lume, expressed  by  V  —  F,  and  if  t  expresses  the  number  of  degrees  below  S3* 

*  This  may  be  due  to  the  action  of  cohesion. 
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V 
to  whieh  it  ia  rednoed,  and  -rr  its  diminntion  for  1°  F.,  then  the  dimlnatioii 
491 

V  V 

for  the  lower  temperatare  wUl  be  —  X  *#  •»<*  ^—  ^'  —  J57  X  <• 


Therefore,  7'  =«  F  (l  — 7^)' 


If  the  Tolume  of  a  gas  at  32®  F.  is  known,  its  Tolume  at  any  other  tempers- 
tare  above  or  below  32°  may  be  calculated  by  the  following : — 

RUUB. 
MuUifily  ike  difference  between  the  number  of  degreee  of  temperature 
and  32°,  by  the  coefficient  of  expansion  of  (he  gas  (for  ordinary  purposes 
this  coeffieieHt  equals  1  divided  by  491).  Add  the  quotient  to  1,  if  the 
tempercUure  be  above  32^,  cmd  subtract  it  from  1,  if  it  f^  below  32°. 
Multiply  the  number  thus  found  by  the  volume  of  the  gas  at  32°,  and  the 
product  wiU  be  the  volume  of  the  gas  at  the  observed  temperature. 

609.  Formiil»  ezproMins  general  relation  between  Tolume, 
temperature,  and  pressore. — The  volume  which  a  gas  occupies  de- 
pends not  only  on  the  temperature,  but  also  upon  the  pressure  to  which 
h  ia  subjected  (274) ;  the  pressure  of  a  gas  being  inversely  as  tha 
volume  into  which  it  is  compressed. 

As  the  volnme  of  a  gas  at  the  same  temperature  is  inversely  as  the  pressore, 
if  F  and  V  be  two  volnmee  onder  the  same  temperature,  and  under  the  pres« 
sores  P  and  P' ;  then, 

T:  r  =  />' ;  P,  and  r  —  F  X  p/ 

If  «  and  ('  express  the  number  of  degrees  above  or  below  32®,  at  which 
the  temperature  stands  (-f-  being  used  when  above,  and  —  when  below),  if  a  gas 
be  simaltaaeoosly  subjected  to  changes  of  temperatore  and  pressore,  the  rela* 
tion  between  its  volome,  pressore,  and  temperature,  will  be  expressed  by  the 
general  formula 

V  1  ±  Jn         P'        491  it  e        P' 

V  ^    l±,Ke  ^  p""   491  ±:  %'  ^  P"' 

610.  Relation  between  ezpanaibility  and  compreaaibility. — 
It  has  been  found,  generally,  that  the  most  expansible  liquids  are  the 
moat  compressible. 

Solids  expand  less  than  liquids,  and  are  likewise  less  compressible, 
while  liquids  have  a  less  expansibility  and  compressibility  than  gases. 
Among  solids,  the  most  expansible  are  generally  the  most  easily  com- 
pressed. 

1*he  expansibility  of  a  substance  increases  with  the  temperature,  as 
does  also  its  compressibility. 

611.  Denaity  of  gaaea. — The  density  of  gases  and  vapors  is  com- 
pared with  atmospheric  air  as  the  standard,  air  being  called  1,  or  1000. 
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The  method  for  the  determination  of  the  density  of  gues  ib,  in  prin- 
ciple, the  same  as  for  the  density  of  liquids.  The  determinatioDs  are 
made  in  a  glass  globe,  fig.  205  ({  258),  to  which  an  accurately  fitted 
stop-cock  is  attached.  The  globe  is  first  weighed,  when  filled  with 
dry  and  pure  air,  and  again  after  being  exhausted  of  air  by  means  of 
the  air-pump ;  the  difference  in  the  two  weights  gives  the  wei^t  of  air 
contained  in  the  flask.  The  globe  is  then  filled  with  the  perfectly  dry 
gas  under  examination,  and  again  weighed ;  the  weight  found,  less  the 
weight  of  the  globe,  gives  the  weight  of  the  gas.  The  weight  of  the  gas, 
divided  by  the  weight  of  the  same  bulk  of  air,  gives  the  spedfie  gravity, 
or  density  of  the  gas,  as  compared  with  air. 

Example :  A  glass  globe  bold  28*73  gr&ins  of  atmospherie  air,  and  43-9t 
grains  of  oaAonic  acid.  The  speeifio  gravity  of  the  latter  is  therefore  43*M  -!- 
38-73  =.  1-529,  or,    28-73  :  43-93  =  1000  :  1-529. 

A  number  of  eorreoUons  mast  be  made,  in  order  to  obtain  the  tma  densitj 
of  the  gas  under  ezamioation.  Thus,  tbe  barometrio  height^  and  the  tfompera- 
turo  of  tbe  air  at  the  time  of  weighing,  most  be  rednoed  to  the  standard  baro- 
metric height,  30  inches,  and  tbe  standard  temperature,  62®  F.  Coneetions 
must  also  be  made  for  the  film  of  hygroscopic  moisture,  always  adhering  to  the 
globe,  and  for  the  buoyancy  of  the  globe  in  the  air. 

Begnanlt  has  reduced  the  number  of  corrections  ordinarily  neoessary,  by 
counterpoising  the  globe  in  which  the  gas  is  weighed  by  a  second  globe  of  oqaid 
size  made  of  tbe  same  glass.  Thus,  the  corrections  fot  the  film  of  bygioscopie 
moisture,  and  the  buoyancy  of  the  globe  in  the  air,  may  be  dispensed  with,  as 
they  are  equal  in  both  eases. 

The  most  important  applications  of  a  knowledge  of  the  density  of  gases  bare 
been  made  in  chemistry.  As  in  demonstrating  and  elucidating  the  diaoovecy 
of  Gay  Lnssac,  that  the  volume  of  a  compound  gas  is  either  equal  to,  or  bears 
a  very  simple  relation  to  the  volumes  of  its  constituent  gases.  Also,  in  calea- 
lating  the  atomic  weight  of  numerous  elementary  substances. 

Table  XI.  c,  Appendix,  gives  the  density  of  tbe  most  important  gaaes,  as 
obtained  by  distinguished  authorities. 

{  4.   Communioation  of  Heat. 

I.    CONDUCTION. 

612.  Modes  in  whioh  heat  is  oommonioated. — ^Heat  is  coaumi* 
nicated  in  three  ways :  1st.  By  conduction  (chiefly  in  solids).  2d.  By 
convection,  or  circulation,  in  liquids  or  gases.    3d.  By  radiation. 

613.  Condnotion  of  heat. — Heat  travels  in  solids  slowly,  from 
particle  to  particle.  It  implies  contact  with,  or  dose  approach  to,  a 
hotter  body.  The  end  of  a  bar  of  iron  thrust  i^to  the  fire,  becomes 
red-hot,  while  the  other  end  can  yet  be  handled.  Things  vary  very 
much  in  their  power  to  conduct  heat,  every  substance  having  its  own 
rate  of  conductibility. 

A  metallic  vessel,  filled  with  hot  water,  is  at  once  as  hot  as  its  contents,  while 
an  earthen  vessel  becomes  heated  slowly.  The  metal  is  a  good,  and  the  earih«B- 
ware  is  a  bad,  conductor.    A  pipe-stem,  ir  glass  tube,  held  in  a  spirit  lamp. 
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■laj  \o  lieated  red-hot  within  a  short  distance  of  the  fingers,  where  a  wire  of 
siWer  or  copper  would  become  at  once  too  hot  to  hold. 

The  progress  of  condacted  heat  in  a  solid  is  easily  shown  by  a  metallic  rod, 
to  whi«h  are  stack  by  wax  several  marbles,  at  equal  distances ;  one  end  is  held 
in  a  lamp,  when  the  marbles  drop  off,  one  by  one,  as  the  heat  melts  the  wax ; 
the  one  nearest  the  lamp  falling  first,  and  so  on.  If  the  rod  is  of  copper,  they 
ell  fall  off  very  soon  ;  but  if  a  rod  of  lead,  or  platinum,  is  used,  the  heat  is  con- 
ducted much  more  slowly. 

Solids  conduct  heat  better  than  liquids,  and  liquids  better  than  gases,  which 
are  the  poorest  conductors  of  all.  The  metals,  as  a  class,  are  good  conductors, 
and  Uieir  oxyds,  as  a  class,  are  bad  ones.  The  more  matter,  then,  is  present 
in  a  given  body  (».  e.  the  higher  its  density),  the  greater,  as  a  general  rule,  is 
its  conducting  power,  and  vice  verta. 

614.  Determination  of  the  conductibility  of  solids. — The  appa- 
ratas  of  Ingenhaosz,  fig.  471,  may  be  employed  to  determine  the  unequal 
conductibility  of  solids. 

This  is  a  small  copper  box,  one  side  of  which  is  pierced  with  holes,  in  which 
§g9  fitted,  by  means  of  corks,  small  cylinders  of  different  substances,  of  the 
same  sise,  eorered  with  wax.    When  the  vessel  is  471 

fiUed  with  boiling  water  or  hot  sand,  the  wax  will 
be  melted  from  the  rods  in  the  order  of  their  con- 
ductibility, viz.,  copper,  iron,  lead,  porcelain, 
glass,  wood.  Or  small  bits  of  phosphorus  may 
be  placed  at  equal  distances  upon  the  rods,  and 
these  will  be  fired  in  corresponding  succession. 

To  determine  the  relative  conductibility  of 
solids,  the  apparatus  of  Despretz  may  be 
employed,  fig.  472. 

It  is  a  series  of  prismatic  bars,  a  6,  heated  at  one  end,  a,  by  an  argand  lamp. 
Raoh  bar  has  a  series  of  small  cavities,  T,  formed  in  it,  at  equal  distances 
(I  e.  nu  =  -39  in.)  throughout  its  length,  and  filled  with  mercury.     In  each 

472 





of  these  cavities  is  placed  a  thermometer,  which  indicates  the  progressive  pro- 
pagation of  the  heat  along  the  bar.  Bars  of  various  metals  are  used.  By  heating 
these  bars  successively  over  a  steady  lamp  fiame,  their  relative  conductibility 
will  be  indicated  by  the  times  required  for  them  each  to  attain  the  same  tern* 
peratore. 
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615.  Coudactibilitj  of  metals,  &o. — Gold  is  a  better  ecndactor 
of  heat  than  any  other  metal,  or  other  solid.  Its  conduotibility  is  repr^ 
seated  by  1000.  The  order  of  the  coaductibiiity  of  other  metals  is 
(according  to  Despretz)  platinum,  copper,  silver,  iron,  zinc,  tin,  lead. 
The  conductibility  of  the  last-named  metal  is  only  179*6. 

The  precise  rate  of  the  conductibility  of  these  metals,  according  to  difierent  an- 
thoritiei,  may  be  seen  in  the  Appendix,  Table  VII.  A.,  and  in  Tabic  VII.  a ,  show- 
ing the  conducting  power  of  different  materials  used  in  the  constmction  of  booses, 
as  observed  by  Mr.  Hntchinson.  The  substances  are  arranged  in  the  order  in 
which  they  most  resist  the  passage  of  heat,  those  substances  which  are  most 
valuable  in  construction  in  this  respect  (vie,  the  warmest)  being  placed  first 
The  sabstances  marked  H.  P.  are  the  building-stones  employed  in  the  construc- 
tion of  the  new  houses  of  parliament 

616.  Conductibility  of  orystala. — The  conductibility  of  homoge- 
neous solids,  and  of  crystals  belonging  to  the  monometric  system,  is 
the  same  in  every  direction.  But  in  crystals  of  other  systems,  the 
conductibility  varies  in  different  directions,  according  to  the  relation 
of  the  direction  to  that  of  the  optic  axis  of  the  crystal. 

Senarmont,  in  his  experiments,  took  thin  plates  of  crystals,  some  cnt  parallel 
to  the  optic  axis,  and  others  at  right  angles  to  it.  In  the  centre  of  each  plate  i 
small  hole  was  drilled  for  the  reception  of  a  silver  wire,  473 

which  was  heated  by  a  lamp ;  the  surfaces  of  the  crystals 
were  covered  by  a  thin  coating  of  colored  wax.     The  con- 
duction of  the  heat  was  observed  by  the  melting  of  the  wax, 
the  melted  portion  assuming,  with  crystals  of  the  monometric    wa^^^^H/ 
system,  the  form  of  a  circle,  1,  fig,  473,  and  in  the  other     ^S^^^W/ 
systems,  ellipses  of  different  forms,  2,  fig.  473. 

617.  Conduotibility  of  w^ood. — The  dependence 
of  the  conduction  of  heat  upon  molecular  arrange- 
ment is  shown  as  well  in  organic  structures  as  in 
crystalline  media.  This  subject  was  investigated  most 
carefully  by  Dr.  Tyndall,  who  examined  the  conduct- 
ing power  of  various  organic  substances,  especially 
wood. 

He  found  that  at  all  points  not  situated  in  the  centre 
of  the  tree,  wood  possesses  three  unequal  axes  of  calorific 
conduction.  The  first  and  principal  axis,  is  parallel  to  the 
fibres  of  the  wood;  the  second,  and  intermediate  axis, 
perpendicular  to  the  fibres  and  to  the  ligneous  layers, 
the  third,  and  least  axis,  is  perpendicular  to  the  fibres,  \nd 
parallel  to  the  layers.  It  may  be  stated,  as  a  general  law,  that,  the  axea  of 
calorific  conduction  in  wood  coincide  with  the  axet  of  elnetieityf  eohenon,  and 
permeability  to  liquide,  the  greaUet  with  the  greateet,  and  the  leaet  with  the  le^H. 
The  heat-conducting  power  of  wood  bears  no  definite  relation  to  its  density. 
American  birch,  one  of  the  lightest  of  woods,  conducts  heat  better  than  any 
other.     Oak  wood,  which  is  very  dense,  conducts  nearly  as  well,  but  iron  wood, 


sis,  i«  ^jJH^^ 
fl,  and       ^^^v^ 
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whkk  has  the  gre»t  density  of  1-426,  is  very  low  in  the  scale  of  oondaotion. 
Qnen  woods  conduct  heat  better  UlaI^dry. 

618.  Vibrations  produced  by  conduotion  of  heat. — When  a 
hot  bar  of  metal,  having  a  narrow  base,  is  supported  on  knife  edges 
of  metal  or  crystal,  or  upon  metallic  points,  a  vibimtory  motion  uf  the 
bar  is  produced,  and  continued  until  the  temperature  of  the  bar  and 
the  supporting  body  become  nearly  the  same.  This  vibration  produoe^$ 
a  mosioai  tone  varying  with  the  nature  of  the  metal  and  the  form  of 
the  bar. 

It  was  formerly  supposed  that  these  vibrations  indicated  that  heat  was  pru- 
daeed  by  molecular  vibrations.  But  it  has  been  shown  by  Tyndalt  (Phil.  Trans. 
18&4)  that  these  vibrations  are  caused  by  the  want  of  synchronism  in  the  sudden 
expansion  of  the  points  of  support,  as  heat  is  communicated  from  tho  metallic  bar. 

Dr.  Page  produced  similar  vibrations  by  employing  a  rocker  having  a  cylin- 
drical surface  supported  on  two  narrow  bars,  using  voltaic  electricity  as  a  source 
of  heat    Am.  Jour.  Sci,  [2]  XX.,  p.  165. 

619.  Condactibility  of  liqulda. — Count  Rnmford  concluded,  from 
his  experiments,  that  liquids  were  absolutely  non-conductors  of  heat, 
bat  later  experimenters  have  determined,  that  474 

liquids  do  conduct  heat,  bat  only  to  a  very 
limited  degree.  That  the  oonductibility  of  liquids 
for  heat  is  very  slight,  is  shown  by  Rum  ford's 
apparatus,  fig.  474. 

The  glass  funnel  is  nearly  filled  with  water.  A  ther- 
monster  tube,  with  large  bulb,  is  so  arranged,  that  the 
bulb  is  just  below  the  surface  of  the  water.  The  stem 
pisses  Uirough  a  tight  cork,  and  contains  a  few  drops 
of  colored  liquid  at  A,  which  will  move  with  any 
change  in  bulk  of  the  air  contained  in  the  bulb.  A  little 
ether  poured  upon  the  surface  of  the  water  and  ignited, 
does  not  cause  any  movement  in  the  column  of  fluid  (as 
may  be  found  by  pasting  a  line  of  paper  on  the  stem  at 
one  of  the  drops  of  liquid),  which  would  be  the  case  if 
toy  sensible  warmth  was  communicated.  The  warmth 
of  a  linger,  touching  the  bulb,  will  at  once  cause  the 
fluid  to  move  by  expanding  the  air  within.  As  the 
walls  of  the  glass  vessel  gradually  become  hot  by  con 
daction,  the  water  will  slowly  rise  in  temperature.  By  \ 
heating  a  vessel  on  the  top,  therefore,  we  should  never 
succeed  in  oreating  anything  more  than  a  superficial  elevation  of  temperature  ; 
at  a  small  depth  the^ater  would  remain  cold.  The  heating  of  liquids  is  efTectcd 
by  means  of  ourrrnts,  as  will  be  presently  explained  (627). 

620.  Condiiotibillty  of  gases. — Gases  are  more  imperfect  con- 
ductors of  heat  than  liquids.  It  is  difficult  to  make  accurate  experi- 
ments upon  this  subject,  from  the  readiness  with  which  currents  are 
formed,  and  which  thus  diffuse  the  heat,  but  we  know  that  gases,  when 
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confined,  are  almost  non-oondactors  of  heat.  Thns,  sabBtanoes  which 
imprison  large  volumes  of  air  within  their  pores,  as  down,  wool, 
feathers,  &c.,  are  very  poor  condnotors  of  heat 

Air,  loaded  with  moistare,  is  rendered  thereby  a  mach  better  con- 
ductor of  heat  than  dry  air,  in  the  proportion  of  230  to  80;  hence, 
damp  air  feels  colder  to  the  body  than  dry  air  of  the  same  temperature, 
because  it  conducts  away  the  heat  from  the  body  more  rapidly. 

The  sense  of  oppression  experienced  before  a  thunder  storm  is  due  to 
the  combined  effect  of  the  heat  and  moisture  of  the  atmosphere. 

621.  Relative  condactibility  of  solida,  liquids,  and  gases.— 
If  we  touch  a  rod  of  metal  heated  to  120°  F.,  we  shall  be  burned; 
water  at  150°  will  not  scald,  if  the  hand  is  kept  still,  and  the  heat  is 
gradually  ndsed ;  while  dry  air  at  300^  has  been  endured  without  injury- 

The  oren^girls  of  Qermany,  elad  in  garments  of  woolen  and  thick  socks  to 
protect  their  feet,  enter  orens  without  inoonrenience,  where  all  kinds  of  culi- 
nary operations  are  going  on,  at  a  temperature  above  300",  although  the  touch 
of  any  metallic  article  while  there  would  severelj  bum  them. 

622.  Bzamples  and  illnstrations  of  the  different  condnctibi- 
Uty  of  solids,  are  very  evident  to  common  observation. 

The  crust  of  the  globe  is  composed  of  poor  conducting  materials,  and  not- 
withstanding the  intensity  of  the  central  fires  within,  the  amount  of  heat  which 
escapes  is  so  inconsiderable,  that  it  has  now  no  sensible  influence  on  the  tempe- 
rature of  the  surllMe.  It  has  been  calculated,  that  the  quantity  of  central  heat 
which  reaches  the  surfkoe  in  a  year  would  not  suffice  to  melt  an  envelope  of  iee 
surrounding  the  earth  one-quarter  of  an  inch  in  thickness. 

Water-pipes  laid  at  a  distance  of  a  few  feet  under  ground,  are  not  froxea 
by  the  winter's  cold,  because  the  soil  is  a  comparatively  poor  conductor. 

Fire-proof  safes  are  boxes  of  iron,  constructed  with  double  or  treble  walls, 
the  intervening  spaces  of  which  are  filled  with  gypsum  (plaster  of  paris),  barat 
alum,  or  some  other  non-conducting  materiaL  These  linings  prevent  the  exterior 
heat,  in  case  of  fire,  from  passing  to  the  books  and  papers  within.  Furnaces  are 
lined  with  fire-bricks,  because,  being  of  poor  conducting  and  inlhsible  material* 
they  prevent  the  waste  of  heat  Ivory  and  wooden  handles  are  attached  to 
cooking  vessels,  and  to  tea  and  coffee  pots,  because,  being  poor  conductors,  they 
prevent  the  heat  from  passing  to  the  hand  so  rapidly  as  to  bum  it  Hot  dishes 
are  placed  upon  mats  that  the  table  may  not  be  injured.  Water  is  sooner  heated 
in  a  metallic  vessel  than  in  one  of  glass  or  porcelain,  because  the  first  condnctf 
the  heat  more  rapidly  from  the  fire  than  the  others. 

Buildings  constmcted  of  wood  and  brick  are  cooler  in  summer  and  warmer  ia 
winter  than  those  of  iron,  because  they  are  poorer  conductors  of  heat. 

The  hearth-stone  feels  colder  than  the  wooden  floor,  and  this  than  the  carpet 
owing  to  the  difference  in  their  conducting  powers,  although  all  are  at  the  same 
temperature. 

623.  Examples  drawn  from  the  animal  and  vegetable  king- 
doms.— ^The  coTering  of  animals  not  only  varies  with  the  climate 
which  the  several  species  inhabit,  but  also  with  the  season,    rhis 
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^OYerisg  is  not  in  itself  a  source  of  warmth,  but  prevents  the  escape 
of  the  yital  heat  from  within.        " 

Anim^lii  in  warm  elimfttes  are  generally  naked,  or  are  oorered  with  coarte 
and  thin  fare,  which  in  cold  ooantries  are  fine,  close,  and  thick,  and  are  almost 
perfect  non-condaotors  of  heat  The  plumage  of  hirds  is  likewise  formed  of 
substances  which  are  poor  conductors  of  heat,  containing  also  a  large  quantity 
of  air  in  their  interstices.  Besides  this  protection,  the  birds  of  cold  regions  are 
prorided  with  a  more  delicate  structure  beneath  the  feathers,  called  down,  which 
iateroepts  the  heat  still  more  perfectly.  The  fossil  elephant  of  the  White  River, 
in  Siberia,  was  covered  with  three  sorts  of  hair,  of  different  lengths,  the  shortest 
being  a  fine,  close  wool,  next  the  body,  a  protection  against  the  arctic  cold.  The 
arctic  navigator  and  the  Esquimaux  endure  the  cold  of —40®,  or  — AO®,  F.  with 
the  aid  of  fur  bags  and  clothes.  Animals  with  warm  blood,  which  live  in  the 
water,  as  the  whale  and  seal,  are  surrounded  with  a  thick  covering  of  oil  and 
fat»  which  acts  in  a  manner  similar  to  the  ftirs  and  feathers  of  land  animals. 

The  bark  of  trees  is  much  more  porous  than  the  wood,  and,  being  arranged  in 
plates  and  fibres  around  the  body  of  the  tree,  prevents  such  a  loss  of  heat  as 
would  be  injurious  to  its  life. 

624.  Tbe  condnoting  poTiver  of  sabstances  in  a  palveriaed  or 
fibrous  state,  is  less  than  that  of  the  same  thing  in  a  compact  mass, 
partly  because  the  continuity  of  the  substances  is  diminished,  and  also 
because  of  the  air  imprisoned  among  the  particles. 

Saw-dust  in  a  loose  state,  is  a  rery  poor  conductor  of  heat,  much  poorer 
than  Uie  wood  of  which  it  was  formed.  Ice-houses  are  built  with  double  walls, 
between  which  dry  straw,  shavings,  or  saw-dust  are  placed,  keeping  the  interior 
oot  1  by  excluding  the  heat.  lee  wrapped  in  flannel  is  preserved  by  excluding 
the  warm  air.  Refrigerators  are  generally  douUe-walled  boxes,  the  space 
Veiween  the  walls  being  filled  with  powdered  charcoal,  or  some  other  porous 
non-conducting  substance.  (See  Ventilation.)  Similarly  constructed  vessels 
form  the  ordinary  water-coolers. 

Snow  is  made  up  of  crystalline  particles,  enclosing  a  large  quantity  of  air 
among  their  intersticeB,  which,  being  a  rery  good  non-conductor,  prevents  the 
•aeape  of  the  heat  from  the  earth  and  limits  the  penetration  of  ttoai,  which 
always  reaches  a  much  greater  depth  in  winters  without  snow,  than  when  snow 
abounds.  On  the  flanks  of  Mount  iBtna,  the  winter  snows  often  reach  near  to 
the  border  of  the  fertile  regions,  and  it  is  the  practice  of  the  mountaineers  to 
eorer  those  parts  of  the  snow  which  they  wish  to  preserve  for  summer  use,  with 
two  or  three  feet  thickness  of  volcanic  sand  and  powdered  pumice,  everywhere 
aboimding.  The  snow,  thus  protected,  remains  all  summer  under  an  almost 
teopioal  sun,  and  is  distributed  firom  these  natural  ice-houses  over  the  whole 
Island  of  Sicily.  There  exists  eren  to  this  day  a  heavy  bed  of  ice  near  the 
summit  of  iBtna,  covered  flrst  by  an  eruption  of  ashes  and  sand  several  yards 
thick,  and  subsequently  by  a  flow  of  molten  lava,  many  centnries  since.  This 
•tore  of  ice  has  been  opened  and  used  when  the  supply  below  on  the  mountain 
fell  short.  Straw-matting,  and  other  fibrous  materials,  being  poor  conductors, 
are  used  to  envelop  tender  plants  and  trees  to  protect  them  from  severe  cold. 

625.  Clothing. — The  olgect  of  clothing,  in  cold  climates,  like  tb 
lors  and  feathers  of  animals,  h  to  prevent  the  escape  of  heat  from  the 
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body.  Fibrous  materials,  as  wool  and  furs,  are  best  adapted  for  clotL- 
ing,  because  thej  are  themselves  very  poor  conductors  of  heat,  and 
likewise  contain  air  in  their  interstices. 

Th«  order  of  the  eondaotibility  of  the  different  substaaoea  used  for  clothing, 
is  as  follows : — ^linen,  cotton,  silk,  wool,  fnrs.  Hence  a  woolen  garment  ii 
warmer  than  one  of  cotton,  or  silk,  or  linen.  The  linen  sheets  of  a  bed  feel  eoMer 
than  the  woolen  blankets,  becanse  they  are  better  eondnctors  of  keaL  Fine  doUu 
are  warmer  than  coarse  ones,  beeanse  they  are  poorer  eondnctors  of  heal  In 
summer,  coarse  linen  goods  are  need,  because  they  allow  the  escape,  of  heat  fron 
the  body  more  readily  than  other  materials,  while  a  dress  of  fine,  dose  woolen 
goods,  is  a  better  protection  from  the  cold  of  winter  than  anything  elae^ 
excepting  fnrs.  A  thick  dress  of  non-condneting  material  is  sometimes  ised 
to  exolade  heat,  as  when  workmen  enter  a  hot  fhmaee  in  oertain  mannfaetoriag 
processes. 

II.    GOITTBCTION. 

626.  Conveotlon. — Although  liquids  and  gases  are  very  poor  con- 
ductors of  heat,  yet  they  admit  of  being  rapidly  heated  by  a  process 
of  circulation  called  convection,  and  which  depends  upon  the  free 
mobility  of  their  particles.  The  particles  of  liquids  and  gases  in 
immediate  contact  with  the  source  of  heat,  becoming  warm,  and  also 
specifically  lighter,  rise,  and,  moving  away,  make  room  for  others ;  this 
is  conUnued  until  all  the  particles  attain  the  same  temperature.  Cui^ 
rents  are  thus  produced  both  in  water  and  air. 

627.  Convection  in  liquida. — The  circulation  just  mentioned  may 
be  rendered  risible  by  heating  in  a  flask,  water  containing  a  little  brao 

475  or  amber  (or  other  substance  of  about  the  same  density 

as  water),  over  a  spirit  lamp,  as  shown  in  fig.  475. 

The  particles  of  liquid  at  the  bottom  of  the  vessel, 
where  the  heat  is  applied,  becoming  heated,  rise,  and 
other  particles  of  colder  liquid  come  in  below,  and 
supply  their  place.  Thus  two  systems  of  currents  are 
formed.  In  the  centre  of  the  jar,  currents  of  the  bot 
particles  ascend,  and  descending  currents  of  colder 
particles,  flow  down  the  sides ;  this  circulation  con* 
tinues  until  the  whole  mass  has  attained  the  same 
temperature. 

Anything  that  oheoks  this  free  oircalation,  and  occasions  viscidity,  impedes 
the  heating  of  the  liquid,  and  likewise  prevents  its  rapid  cooling. 

Starch  and  gim,  during  boiling,  require  to  be  constantly  stirred,  for  the  pur- 
pose of  presenting  fresh  surfaces  to  the  action  of  the  heat,  and  preventing  por- 
tions from  adhering  to  the  hot  bottom,  and  thus  being  charred.  . 

628.  CunentB  in  the  ocean. — ^In  consequence  of  the  unequal  heat 
to  which  the  waters  of  the  ocean  in  diffemnt  parte  are  subjected,  cu*^ 
rents  of  great  constancy  and  regularity  a^e  formed.    Under  the  tropioi, 
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Che  waters  l-ecome  highly  heated  and  flow  off  on  either  side  towards  the 
poles,  while  other  colder  currents  flow  from  the  poles  towards  the  equa^ 
tor.  These  currents  are  modified  in  their  direction  by  the  form  and 
distribution  of  land  and  water  on  the  surface  of  the  earth,  and  the 
rotation  of  the  earth  upon  its  axis. 

One  of  these  cnrrents  (called  for  that  reason  the  Galf  Stream)  is  directed 
into  the  Gulf  of  Mexico,  aronnd  the  western  end  of  Gnba,  and  sweeping  through 
it,  passes  by  the  narrow  channel  between  Florida  and  the  Bahama  Islands.  It 
has  a  temperatnre  8^  or  10°  F.  higher  than  that  of  the  surrounding  ocean. 
This  carrent  passes  northward,  parallel  to  the  coast  of  the  United  States, 
gradually  widening  and  hecoming  less  marked,  and  finally  is  directed  toward 
the  frosen  oeean  and  British  Islands.  It  carries  away  the  excess  of  heat  from 
the  Antilles,  and  warm  regions  near  the  equator,  beyond  the  western  Atlantic, 
ameliorating  the  climate  of  the  British  Islands  and  aM  north-western  Europe. 

The*  researches  of  the  U.  S.  Coast  Survey  have  greatly  extended  our  know- 
ledge of  this  remarkable  river  of  the  ocean  (or  rather  union  of  many  rivers  of 
warm  water),  first  brought  to  the  notice  of  the  scientific  world  by  the  illnstriona 
Franklin  in  1770. 

III.    RADIATION. 

629.  Radiation  of  heat. — Hot  bodies  radiate  heat  equally  in  all 
directions.  Radiant  heat  proceeds  in  straight  lines,  diverging  in  every 
direction  from  the  points  where  it  emanates.  These  diverging  lines 
are  called  thermal  rays,  or  hecU  rays.  Heat  rays  continue  to  issue  from 
a  hot  body,  through  the  whole  process  of  its  cooling,  until  it  sinks  po  the 
actual  temperature  of  the  air,  or  surrounding  medium.  It  is  generally 
by  radiation,  that  bodies  become  heated  at  a  distance  from  the  source 
of  heat. 

Standing  before  a  fire,  or  in  the  sun's  light,  we  feel  the  genial  influ- 
ence of  the  heat  radiated  from  these  sources.  A  candle,  or  gas  light, 
gives  off  its  heat  as  it  does  its  light,  in  all  directions.  A  thermometer, 
placed  at  equal  distances  around  the  flame,  indicates  the  same  tempera- 
ture. 

630.  Radiant  heat  ia  but  partially  absorbed  by  the  media 
throngh  which  it  paaaea,  and  is  not  sensibly  affected  by  any  motion 
of  the  media,  as  of  winds  in  air. 

The  sun's  rays  lose  about  one-fourth  (0'277)  of  their  heat  in  passing 
through  the  atmosphere,  the  remainder  being  absorbed  or  reflected  at 
the  surface  of  the  earth.  The  air  receives,  however,  the  greater  part 
of  its  warmth  by  reflection,  conduction,  and  convection,  from  the  sur- 
face of  the  earth  thus  heated  by  the  sun. 

We  receive  warmth  from  the  fire  upon  our  persons,  although  the  air 
remains  cold,  and  may  be  continually  renewed. 

The  conduction  of  heat  is  probably  internal  radiation  from  particle  to 
partiele;   for  the  material  atoms  of  which   any  sabstanee  consists,  are  not 
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suppofled  to  be  in  abaoluto  oontaot>  allhoagh  held  aa«r  Moh  other  bj  a  stroof 
attraction.  * 

631.  Inteniiity  of  radiant  heat. — ^The  mtensity  of  ndiaat  heat  if 

according  to  the  following  laws : — 

Ist.  &  ia  proportional  to  the  temperature  of  the  eource, 

2d.  It  is  inversely  as  the  square  o/the  distance  from  the  source, 

3d.  It  is  greater  in  proportion  as  the  rays  are  emitted  in  a  direction 

more  nearly  perpendicular  to  the  radiating  surface. 

1st.  If  a  thermomeier  be  exposed  at  the  same  distance  from  different  souoei 
of  heat,  having,  for  example,  the  temperatures  of  lOO^*,  150®,  and  200®,  the 
amount  of  radiant  heat  will  be  directly  as  these  numbers. 

2d.  Thus,  the  heating  effect  of  a  body  at  a  distance  of  two  feet  is  only  one- 
fbnrth,  at  three  feet,  one-ninth,  and  at  four  feet,  one-sixteenth  of  what  it  is  et 
one  foot 

This  law  may  be  exemplified  by  supposing  two  globes,  one  of  one  foot  diame- 
ter, the  other  of  two  feet  diameter,  having  a  body  equally  heated  in  both.  The 
larger  globe  exposes  four  times  as  much  surface  as  the  smaller  one;  conse- 
quently, each  square  inch  of  the  larger  one  will  reoeire  only  one-fourth  as 
muoh  heat  as  each  square  inch  of  the  smaller  one,  while  the  distance  to  this 
surface  is  only  twiee  as  great 

8d.  This  law  may  be  demonstrated  by  the  apparatus,  fig.  470.  In  the  focus 
of  the  mirror,  a  thermoseope,/,  is  placed.    A  A,  B  B,  are  screens,  pierced  with 
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equal  openings.  The  vessel,  a  e,  is  filled  with  hot  water.  The  position  of  the 
index  of  the  thermosoope  will  be  the  same,  whether  a  c  is  perpendicular,  or 
more  or  less  Inclined.  And,  as  in  the  latter  case,  there  is  a  greater  surface  ex- 
posed, and  consequently  a  greater  number  of  heat-rays  pass  through  the  screen ; 
yet,  as  the  same  effect  is  produced,  the  oblique  rays  must  be  less  intense  than 
the  perpendicular  rays,  the  intensity  diminishing  with  their  obliquity. 

632.  Law  of  oooling  by  radiation.— Newton  supposed  that  the 
rapidity  of  cooling  of  a  body  was  proportional  to  the  difference  between 
its  temperature  and  that  of  the  surrounding  medium.  This  law  is  cor- 
rect only  for  those  bodies  differing  in  temperature  not  more  than  15^  or 
20**  C.  (59*  to  68**  F.) 

Dulong  and  Petit  made  elaborate  investigations  upon  this  8uly*eotk 
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and  determined  that  where  the  heated  body  was  placed  in  yacao  at 
temperatures  ascending  according  to  the  terms  of  an  arithmetic  pro- 
gression, the  rapidity  of  cooling  increased  according  to  the  terms  of  a 
geometric  progression,  diminished,  however,  by  a  constant  quantity, 
this  constant  being  the  heat  radiated  back  apon  the  cooling  body  iroui 
the  walls  of  the  confining  yeesel.  If  the  temperature  of  the  vesctel, 
and  that  of  the  heated  body,  were  both  raised  according  to  the  terms  of 
an  arithmetic  progression,  so  that  the  difference  between  the  two  was 
always  constant,  the  rate  of  cooling  increased  according  to  the  terms 
of  a  geometric  progression. 
Badiation  is  found  to  take  place  more  freely  in  vacuo  than  in  air. 

633.  Xlnivenal  radiation  of  heat. — Heat  is  radiated  from  all 
bodies,  at  all  times,  whether  their  temperature  be  the  same  as,  or 
different  from,  that  of  surrounding  bodies ;  for  it  is  the  tendency  of 
heat  to  place  itself  in  equilibrium. 

In  an  apartment  where  all  the  articles  are  of  the  same  temperature,  each  re- 
eeives  as  mnoh  heat  aa  it  radiates,  and,  oonseqaentlj,  their  temperature  remaina 
stationary.  Where  some  bodies  are  warmer  than  others,  the  warmer  radiate 
more  than  they  reeeive,  until  finally  all  attain  the  same  temperature.  Hence 
all  bodies,  however  cold,  will  warm  bodies  colder  than  themselves ;  thus,  frosen 
merenry,  placed  in  a  *  cavity  of  ice,  wiU  be  melted  by  the  heat  received  from 
the  ice. 

634.  Apparent  radiation  of  oold  takes  place  when  two  parabohv 
mirrors  are  placed  opposite  to  each  other,  having  a  delicate  thermome- 
ter in  the  focus  of  one,  and  a  mass  of  ice  suspended  in  that  of  the 
other.  The  temperature  of  the  thermometer  will  be  seen  to  fall,  appa- 
rently by  the  radiation  of  cold  from  the  ice.  The  true  explanation  is, 
that  the  thermometer  is  warmer  than  the  ice,  and  radiating  more  heat 
than  it  receives,  thus  loses  heat,  and  the  temperature  falls.  If  the  ther- 
mometer had  been  at  a  lower  temperature  than  the  ice,  the  phenomenon 
would  have  been  reversed. 

The  following  remarlcable  instance  of  the  apparent  focalisation  of  oold,  I 
explained  in  a  similar  manner.    The  experiment  is  due  to  the  Florentine 
Academician  Porta  in  the  sixteenth  century.    If  a  parabolic  mirror  is  place 
with  its  axis  pointing  towards  the  sun,  the  heat-rays  will  be  reflected  to  tb 
foens  of  the  mirror.     But  if  the  mirror  be  turned  so  as  to  face  the  clear  bin 
sky,  its  focos  becomes  a  focus  of  cold,  and  a  delicate  thermometer  placed  at  th» 
point  will  sink,  in  clear  weather,  a  few  degrees  in  the  day  time,  and  as  mnci 
as  17®  7.  at  night.     This^phenomenon  is  thus  accounted  for : — the  thermometer 
is  constantly  radiating  heat  in  all  directions ;  the  mirror,  being  a  paraboloid, 
refleots  to  its  foens  only  those  rays  that  oome  in  a  direction  parallel  to  its  axis. 
In  that  dkootion  no  rays  oome,  for  there  is  no  source  to  reflect  them,  conse- 
quently the  temperature  of  the  thermometer  falls.     If  a  oloud  passes  over  the 
axis  of  the  mirror,  the  thermometer  instantly  rises  to  its  usual  height 
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{  5.  Action  of  diiferent  Bodies  upon  Heat. 

I.    SURFACE  ACTION. 

635.  Reflection  of  heat. — Conjugate  mirroxs. — RadUtnt  heat, 
like  light,  is  reflected  at  the  same  angle  at  which  it  falls  upon  any  re- 
flectiDg  sarface.  This  law  in  respect  to  light  has  been  fully  illustrated 
in  the  chapter  on  that  subject. 

If  a  piece  of  bright  tin-plate  ia  held  in  such  a  position  aa  to  reflect  the  liglit 
of  a  dear  fire  into  the  face,  the  sensation  of  heat  will  be  felt  the  moment  the 
light  is  seen. 

Conjugate  mirror: — The  reflection  of  heat  may  be  ehown  in  a  Btill  more 
striking  manner  by  the  apparatus  called  the  conjugate  mirrors,  fig.  477,  con- 
sisting of  two  similar  parabolic  mirrors, 
arranged  exactly  opposite  to  each  other, 
at  a  distance  of  ton  or  tweWe  feet.     In 
the  focas  of  one  mirror  is  placed  a  heated 
body,  as  a  mass  of  red-hot  iron,  and  in 
the  other  a  portion  of  an   inflammable 
substance,  as  gunpowder  or  phosphorus. 
Certain  of   the  heat-rays   pass  directly 
from  A  to  B ;  the  greater  part,  however, 
reach  B,  by  being  twice  reflected.     The 
rays  emitted  from  A  are  reflected  by  the 
mirror,  M,  in  a  direction  parallel  to  its  j 
own  axis ;  these  rays  are  received  by  the 
second  mirror,  M,  and,  by  reflection,  are 
eouTeyed  to  the  focus  B,  igniting  the  gunpowder  or  phosphorus  placed  at  that 
point 

The  reflection  of  heat  in  vacuo,  takes  place  according  to  the  same 
laws  as  in  air. 

636.  Determination  of  refleotiTe  power. — Different  bodies  pos- 
sess yery  different  powers  of  re-  473 

flection.  This  is  well  illustrated 
by  the  apparatus,  fig.  478,  de- 
signed by  Leslie. 

The  source  of  heat  is  a  cubical 
tin  canister,  M,  filled  with  boiling 
water.  A  plate,  a,  of  the  substance 
whose  reflective  power  is  to  be  de- 
termined, is  placed  between  the  mir- 
ror and  its  focus.  The  rays  of  heat 
emitted  from  M,  which  are  directed 
upon  the  mirror  N,  are  reflected 
upon  the  plate  a,  and  from  this, 
upon  the  bulb  of  the  thermoscope,  placed  at  the  point  where  the  rays  are 
brought  to  a  focus.  The  temperature  indicated  by  the  thermoscope  is  found  to 
Tary  with  the  nature  of  the  plates. 

The  causes  which  modify  the  reflective  power  of  bodies  will  be  given  hersafUr. 
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637.  Absorptive  power. — Different  bodies  possess  very  different 
powers  of  absorbing  the  heat  thrown  upon  them.  The  absorptive 
power  of  a  body  is  always  in  the  inverse  ratio  of  its  reflective  power ; 
that  is,  the  best  reflectors  are  the  worst  absorbents,  and  vice  versa. 

The  absorptive  power  of  bodies  may  bo  detenxiined  by  a  modification  of  the 
apparataa»  fig-  478.  At  tbe  focus  of  the  mirror,  N,  is  placed  the  bulb  of  a  ther- 
moseope,  which  is  successively  covered  with  difierent  substances,  as  with  lamp- 
black, Indian  ink,  n^nm  lac,  metallio  leaf,  Ac.  Leslie  has  been  the  principal 
experimenter  in  this  department  of  beat  A  smoke-blackened  surface,  and  a 
surface  covered  with  carbonate  of  lead,  absorb  nearly  all  the  radiant  heat  thrown 
upon  them;  glass,  -j*^  ;  polished  cast  iron,  -ffy  ;  tin,  ^q*^  ;  silver,  j}^.  Table 
no.  VIIL,  Appendix,  gives  the  results  obtained  by  Messrs.  de  la  Proves taye 
and  Detains. 

All  black  and  dull  surfaces  absorb  heat  very  rapidly  when  exposed  to  its 
action,  and  part  with  it  again  slowly  by  secondary  radiation.  The  different 
powers  of  absorption,  possessed  by  the  different  colors,  may  be  illustrated  by 
repeating  Franklin's  experiment.  Pieces  of  the  same  kind  of  cloth,  of  different 
colors,  were  placed  upon  the  snow ;  the  black  cloth  absorbed  the  most  heat,  so 
that  after  a  time  it  sunk  into  the  melted  snow  beneath  it,  while  the  white  cloth 
prodneed  but  little  effect ;  the  other  colored  cloths  produced  intermediate  effects. 
Banged  according  to  their  absorbent  powers,  we  have,  1.  Black  (warmest  of 
all) ;  2.  Violet;  3.  Indigo ;  4.  Blue ;  5.  Green ;  6.  Red;  7.  Yellow ;  and  8.  White 
(coldest  of  all). 

638.  Emissive  or  radiating  power. — The  earliest,  and  some  of  the 
most  valuable,  observations  upon  this  subject,  were  published  by  Sir 
John  Leslie,  in  his  Essay  on  Heat,  in  1804.  Leslie  proved  that  the 
rate  of  cooling  of  a  hot  body  is  more  influenced  by  the  state  of  its 
Murface,  than  the  nature  of  its  substance.  It  also  varies  greatly  with 
different  substances,  as  may  be  seen  in  the  table  below. 

Leslie  employed  in  his  experiments  the  ^paratns,  fig.  478.  A  bulb  of  a 
thermoaeope  was  placed  in  the  focus  of  the  mirror,  the  other  bulb  being  pro- 
tected from  the  radiant  heat  by  a  screen.  The  cubical  vessel  containing  boiling 
water,  has  its  lateral  faces  covered  with  different  substances,  which  are  sucees* 
sively  turned  toward  the  mirror. 

Tbe  table  below  gives  tfie  results  as  obtained  by  Leslie.  Lampblack,  pos* 
sessipg  the  greatest  emissive  power,  is  called  100. 


Lampblack    .    . 
Water  (by  cslo'n) 
Writing  paper    . 
Sealing  wax 
Crown  glass  .    . 


100 

100 

98 

05 

00 


Ladian  ink       ...  88 

Ice 85 

Minium 80 

Plumbago    ....  76 
Tarnished  lead    .    .  46 


Polished  lead  , 

•    . 

10 

Mercury 

>    .    . 

20 

Polished  iron 

16 

»      silver, 

tin, 

"     copper, 

gold. 

12 

Messrs.  De  la  Provostaye  and  Desains,  and  also  Melloni,  have  obtained  results 
differing  somewhat  from  those  of  Leslie.  See  Table  VL,  Appendix.  Melloni 
found  that  the  radiant  and  absorbent  powers  of  surfaces  were  not  always  pro- 
portional, as  the  following  table  shows : — 


X<ampblaek. 

Absorptive  power  .    100 
Radiant  power       .    100 

40 


Carbonate  of  LMid. 

China  Ink. 

Unslaat. 

Lao. 

UatalUe  8i 

68 

00 

62 

62 

14 

100 

86 

91 

72 

12 
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Mellcni  has  also  foand  thai  the  absorbent  power  of  sniiaoes  raried  eonsidsr- 
ably,  according  to  the  source  of  the  radiation,  and  the  temperatue  of  Um 
radiant  body.     (See  Table  IX.) 

jfrom  Melloni's  experiments  may  be  drawn  the  following  oonclasions  :— 

1.  That  bodies  agree  very  nearly,  bnt  not  exactly,  in  their  emitting  and 
fbsorbent  powers. 

2.  That  their  absorbent  power  Taries  reiy  remarkably  with  the  origin  loi 
intensity  of  the  calorific  rays. 

3.  That  they  approaoh  each  other  more  and  more  in  their  power  of  emitting 
and  absorbing  rays  of  heat,  when  the  temperature  approaches  that  of  boiling 
water ;  and  that,  when  at  exactly  that  temperature,  the  emitting  and  absorbent 
powers  coincide. 

639.  Causes  which  modify  the  emissive,  absorbent,  and 
reflective  powers  of  bodies. — NH  only  do  different  bodies  possess 
the  powers  of  reflection,  absorption,  and  emission  in  different  degrees, 
but  the  physical  condition  of  the  material  affects  them  in  an  important 
manner.  So  also  the  obliquity  of  the  incident  rays,  the  source  of  heat, 
and  the  thickness  of  the  superficial  layer,  exercise  great  influence. 

The  absorbent  and  emissive  powers  of  metallic  plates  are  diminished  if  thej 
are  hammered  or  polished.  The  opposite  effect  is  produced  if  the  plates  srs 
scratched  or  roughened.  This  is  doubtless  owing  to  the  change  in  density  wbiek 
the  superficial  layers  of  the  plates  undergo  by  these  operations.  Por  the  same 
reason,  the  reflectire  power  of  a  substance  is  generally  increaaed  by  polishiag 
or  hammering,  and  diminished  by  roughening  or  scratching  it;  which  Utter 
also  causes  a  portion  of  the  heat  to  be  irregularly  reflected.  That  this  is  the 
true  explanaUon  is  probable  from  the  fact,  that  if  such  materials  as  irory  or 
coal  are  taken,  whose  density  will  not  be  changed  by  roughening  or  polishing, 
the  reflective  and  absorbent  powers  remain  the  same. 

The  thickness  of  the  superficial  layer  has  an  influence  on  the  refiectiTe  power 
of  bodies.  Leslie  covered  a  mirror  with  successive  coatings  of  varnish;  the 
reflection  diminished  as  the  number  of  layers  increased,  until  their  thiekseu 
amounted  to  twenty-flve  thousandths  of  a  millimetre,  when  it  remained  con- 
stant While  a  vessel  covered  with  layers  of  varnish  or  jelly  had  its  eminive 
power  increased  with  the  number  of  layers,  until  they  reached  sixteen  (wiUi  a 
thickness  of  0*034  m.  m.),  when  it  remained  constant,  even  upon  the  addition 
of  other  layers.  The  absorbent  power  of  substances  varies  with  the  natare 
of  the  source  of  heat.  Thus  a  substance  covered  with  white  lead,  abiorbe 
nearly  all  the  thermal  rays  from  copper,  heated  to  212°  F. ;  56  of  those  from 
incan<lescent  platinum ;  and  63  of  those  from  an  oil  lamp.  Lampblack  is  the 
only  substance  which  absorbs  all  the  thermal  rays,  whatever  be  the  source  of 
heat    This  subject  has  been  ably  treated  by  Prof.  A.  D.  Baohe.* 

The  absorpVve  power  varies  with  the  inclination  of  the  incident  rays;  the 
smaller  the  angle  of  incidence  the  greater  is  the  absorption.  This  is  one  of  the 
reasons  why  the  sun  heats  the  earth  more  in  summer  and  less  in  winter. 

The  reflective  power  of  glass  increases  with  the  angle  of  incidence,  bnt  with 
metallic  surfaces  the  proportion  of  heat  reflected  diminishes  with  the  angle  of 
incidence,  and  is  the  same  as  the  proportion  of  light  reflected,  {  407. 

640.  Applications  of  the  powers  of  reflection,   absoiption, 

•  Am.  Jour.  SoL  [1]  XXX.  16, 1836. 


HEAT.  448 

and  radiation  are  often  made  in  the  economical  use  of  heat.  We 
shall  refer  only  to  the  more  familiar  examples. 

Meat-roasters  and  Batch-OTens  are  constructed  of  bright  tin,  to  direct  tht 
beat  from  the  lire  upon  the  article  cooking. 

Hoar  frost  remains  longer  in  the  presence  of  the  morning  sun  upon  light- 
colored  objects  than  upon  the  dark  soil,  because  the  latter  absorbs  much  of  the 
heal,  whUe  the  former,  reflecting  it,  remain  too  cold  to  thaw  the  frost.  Water  is 
slowly  heated  in  bright  metallic  vessels,  as  in  a  silver  cup  or  a  clean  bright 
kettle,  because  they  are  poor  absorbents,  but  if  the  sides  and  bottom  of  the 
Teesels  become  covered  with  soot,  the  water  is  heated  quickly. 

To  keep  a  liquid  warm  it  should  be  contained  in  a  vessel  composed  of  a  poor 
radiating  material.  Hence  if  tea  and  coffee  pots,  Ao.,  are  made  of  polished 
metal,  they  retain  the  heat  much  longer  than  those  which  have  a  dull  surface  or 
are  composed  of  earthenware. 

Stoves  of  polished  sheet-iron  radiate  less  heat,  but  keep  hot  longer  than  those 
made  of  oast-iron  with  a  rough  and  dull  surface. 

Pipes  conveying  steam  should  be  kept  bright  or  thoroughly  oovered  with  felt 
or  cloth  until  they  reach  the  apartments  to  be  warmed,  and  there  their  surfaces 
should  be  blackened  in  order  to  favor  the  process  of  radiation. 

II.    DIATHERMANCT. 

641.  Tranamiasion  of  radiant  heat. — Light  passes  through  all 
transparent  bodies  from  whatever  source  it  may  come.  The  rays  of 
heat  from  the  sun  also,  like  the  rays  of  light  from  the  same  luminary, 
pass  through  transparent  substances  with  little  change  or  loss.  Radiant 
heat,  however,  from  terrestrial  soaroes,  whether  luminous  or  not,  is  in 
a  great  measure  arrested  by  many  transparent  substances  as  well  as  by 
those  which  are  opaque. 

The  glass  of  our  windows  remains  cold,  while  the  heat  of  the  sun,  passing 
through  it,  warms  the  room.  A  plate  of  glass  held  before  the  fire  stops  a  large 
part  of  the  heat»  although  the  light  is  not  sensibly  diminished. 

Melloni  terms  those  bodies  which  transmit  heat  diaihermanous,  or 
diathermic  (from  the  Greek,  dtd^  though,  and  Oepftaivw,  to  heat) ;  those 
bodies  which  do  not  allow  this  transmission  of  heat  are  termed  aM«r- 
manous^  or  adiaihermtmic  (from  alpha,  privative,  and  Oepfiaivw), 

It  appears  that  many  substances  are  eminently  diathermanous,  which 
are  almost  opaque  to  light ;  smoky  quarts  for  example. 

PreTOst  of  Geneva,  and  De  la  Roche,  in  France,  in  1811  and 
1812,  discovered  many  of  the  phenomena  of  diathermanous  bodies,  but 
it  is  from  the  beautiful  researches  of  Melloni,  in  1832 — 1848,  that  our 
knowledge  upon  this  subject  has  been  chiefly  derived.  Melloni,  called 
by  De  la  Rive  "  the  Newton  of  heat,"  died  of  cholera  at  Naples,  in 
August,  1854. 

642.  MeUoni*a  apparatna. — The  apparatus  used  by  Melloni  in  his 
nsearches  upon  the  transmission  of  heat,  is  represented  in  all  ita 
wsential  details  in  fig.  479. 
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At  one  end  of  the  gradnated  metallic  bar,  L  L,  is  placed  the  thermo-mnltiplie^ 
m,  and  in  connection  with  it,  by  fin>a  wires,  A  B,  the  anaRtatic  galranometer, 
I  905,  D.  Upon  the  stand,  a,  is  placed  the  scarce  of  heat;  in  this  case  a  Loca- 
(elli  lamp :  F  is  a  double  screen  to  prevent  the  radiation  of  the  heat  from  the 

470 


■oarce,  and  is  lowered  at  the  moment  of  observation :  E  is  a  perforated  screen 
which  allows  only  a  certain  quantity  of  rays  to  pass  through  it  and  to  fall  npon 
C,  which  represents  the  substance  whose  diathermancy  is  to  be  determined. 

In  experimenting,  the  source  of  heat  is  placed  at  such  a  distance,  that  when 
F  is  removed,  the  heat  directed  upon  m,  will  cause  the  needle  of  the  galvano- 
meter to  move  through  30°.  The  screen,  F,  is  then  raised,  and  the  plate,  C,  to 
be  experimented  upon,  is  placed  upon  the  stand.  When  the  needle  of  the  gal- 
vanometer, D,  has  returned  to  0°  (its  normal  position),  the  screen,  F,  is  removed. 
The  proportion  of  heat  transmitted  through  the  plate,  C,  is  then  indicated  by 
the  arc  of  vibration  of  the  needle,  over  the  dial  plate  of  D.  The  construction 
of  the  galvanometer  and  thermo-multiplier  is  more  partioularly  described  in  the 
chapter  on  thermo-electricity. 

643.  Znflnenoe  of  the  sabstance  of  screena. — Id  ex|>eriineiitiiig 
with  liquids,  they  were  placed  in  glass  cells.  The  stratum  of  liquid 
was  9*21  m.  m.  ('362  in.)  in  thickness.  The  source  of  heat  used  was 
an  argand  oil  lamp. 

The  independence  of  transparency  and  diathermancy  was  clearly 
shown  in  these  researches,  for  it  was  found  that  the  bisulphid  of 
carbon  transmitted  three  times  as  many  heat-rays  as  ether,  four  times 
as  many  as  alcohol,  and  more  than  five  times  as  many  as  water, 
although  these  liquids  are  equally  transparent  and  colorless.  Table  X 
gives  the  diathermancy  of  different  liquids. 

It  is  found  that  those  solids  which  are  transparent  to  light  do  not 
necessarily  allow  the  passage  of  heat,  and  vice  versa.  Thus  sulphate 
of  copper  transmits  the  blue  rays  of  light,  but  entirely  arrests  the  rays 
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of  heat.  Again,  black  mica,  smoked  rock-salt,  and  opaque  black  glass, 
transmit  a  considerable  portion  of  the  beat-rays,  but  prevent  the 
passage  of  light. 

Rock-salt  is  the  only  substance  that  permits  an  equal  amount  of  heat 
from  all  sources  to  pass  through  it  Melloni  experimented  with  plates 
of  this  substance  of  a  thickness  varjing  from  one-twelfth  of  an  inch  to 
two  or  three  inches,  and  in  all  oases  92*3  of  100  rays  incident  upon 
them  were  transmitted.  The  loss  of  7*7  per  cent,  being  due  to  a 
uniform  quantity  which  is  reflected  at  the  two  surfaces  of  the  plate. 
Bock  salt  is,  therefore,  to  heat,  what  clear  glass  is  to  light,  and  well 
deserves  the  name  which  Melloni  gave  it,  of  the  glass  of  heat. 

The  diathermanic  power  of  different  solids  for  different  sources  of  heat 
may  be  found  in  detail  in  Table  XIII. 

644.  Influence  of  the  matexlal  and  nature  of  the  aouroe. — ^The 
quantity  of  heat  transmitted  through  different  solids  of  the  same  thick- 
ness is  very  variable.  The  nature  of  the  source  of  heat  exercises  a 
great  influence  on  the  diathermanic  power  of  bodies.  Melloni,  in  his 
experiments,  used  four  sources  of  heat,  viz. :  1.  The  naked  flame  of  a 
lamp ;  2.  Incandescent  platinum ;  3.  Copper  heated  to  700**  F. ;  and, 
4.  Copper  heated  to  212''  F. 

645.  Other  oauaes  which  modify  the  diathermanic  power  of 
bodies  are  the  degree  of  polish,  the  thickness  and  number  of  the 
screens,  and  also  the  nature  of  the  screens  through  which  the  heat  has 
been  previously  transmitted. 

The  quantity  of  heat  which  a  diathermanio  body  transmitB,  inoreasee  with 'the 
degree  of  polish  of  its  surface.  The  diathermanic  power  of  a  body  diminishes  with 
its  thickness,  althoagh  according  to  a  less  rapid  rate.  Thus  with  four  plates  whose 
thickness  was  as  the  numbers  1,  2,  3,  4;  of  1000  rays,  the  quantity  absorbed  by 
each  Was,  respectively,  019,  677,  558,  549 :  so  that  beyond  a  certain  thickness 
of  the  body,  the  quantity  of  heat  it  can  transmit  remains  nearly  constant  Rock- 
salt  is  the  only  exception  to  this  law ;  it  always  allows  the  same  quantity  of  heat 
to  pass  through  it,  at  least  for  thicknesses  between  2  and  40  m.  m.  ('0787  and 
1-575  in.) 

The  increase  of  the  number  of  screens  produces  an  effect  similar  to 
an  increase  of  thickness.  If  many  plates  of  the  same  kind  are  placed 
together,  they  absorb  more  heat  than  one  plate  having  the  combined 
thickness  of  seyeral,  owing  to  the  numerous  surfaces. 

The  thermal  rays  which  have  passed  through  one  or  more  diathermanic  bodies, 
are  so  modified,  that  they  pass  with  more  facility  through  other  diathermanio 
bodies  than  direct  rays  do.  Thus  the  heat  from  an  argand  lamp,  where  the 
flame  is  surrounded  with  a  glass  chimney,  differs  much  in  its  transmissibility 
from  the  heat  of  a  Locatelli  lamp,  where  the  flame  is  free  and  open.  Thus  in 
making  use  of  an  argand  lamp  surrounded  with  a  glass  chimney,  and  a  Loca- 
taUi  lamp  whioh  is  not  thus  protected,  Melloni  obtained  the  following  results. 
40* 
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TABLE  OF  HEAT  TRANSMITTED  FROM  DIFFERENT  SOURCES. 


or  100  njM. 

Argsnd  lamp. 

LoeatelUUunp. 

Roek-salt  transmitted 

Iceland  apar    ** 

Quarti  (limpid)  blackened,  transmitted 

Sulphate  of  lime                          " 

Alum                                             « 

9S 
62 
67 
20 
12 

•2 
39 
34 
19 
7 

646.  Thermochrosy,  or  heat^ohration  (Oep/io^,  heat,  and  XP**P^ 
color). — As  Newton  has  shown  that  a  pencil  of  white  light  is  composed 
of  different  colored  rays,  which  are  unequally  absorbed  and  transmitted 
by  different  media,  and  which  may  be  combined  together  or  isolated, 
80  Melloni  argues  from  his  results,  that  there  are  different  species  of 
calorific  rays  emitted  simultaneously  in  variable  proportions  by  the 
different  sources  of  heat,  and  possessing  the  property  of  being  trans- 
mitted more  or  less  easily  through  screens  of  various  substances. 

If  a  pencil  of  solar  light  falls  suocessirely  upon  two  plates  of  colored  glass, 
one  red  and  the  other  bluish-green,  it  will  be  wholly  absorbed,  the  second  plats 
absorbing  all  the  rays  transmitted  by  the  first  This  is  precisely  analogooi  to 
what  may  happen  with  a  thermal  pencil,  its  entire  absorption  being  caused  by 
passing  it  through  two  media  snooessively,  each  of  which  absorbs  the  nja 
transmitted  by  the  other.  Viewed  in  this  manner,  it  may  be  said  that  roek-ult 
is  colorless  as  respects  heat,  while  alum,  ice,  and  sugar-oandy,  are  almost  black. 
It  is  a  fact  of  common  observation,  that  snow  melts  more  quickly  under  tfees 
and  bushes  than  in  those  spots  which  receive  the  direct  rays  of  the  sun.  This 
is  proved  by  Melloni  to  be  owing  to  the  fact,  that  the  rays  emitted  by  the  heated 
branches  are  of  a  different  nature  Arom  the  direct  rays  of  the  sun,  and  more 
easily  absorbed  by  snow  than  the  latter. 

647.  ApplicationB  of  the  diathermancy  of  bodies. — The  air  is 
undoubtedly  very  diathermanic,  or  else  the  upper  layers  would  be  heated 
by  the  solar  rays  passing  through  them,  while  we  know  that  they  are 
only  slightly  heated  by  this  means. 

In  certain  processes  of  the  arts,  workmen  protect  their  faces  by  a 
glass  mask,  which  allows  the  passage  of  the  light  but  arrests  the  heat 

In  certain  physical  experiments,  where  heat  is  to  be  avoided,  the 
light  is  first  passed  through  a  solution  or  plate  of  alum,  whereby  the 
heat  is  arrested.  On  the  contrary,  if  the  heat  is  directed  upon  rock-salt 
covered  with  lampblack,  the  light  is  arrested  but  the  heat  passes  through 
but  slightly  diminished. 

648.  Refraotion  of  heat. — Heat,  like  light,  is  refracted,  or  bent 
out  of  its  course,  in  passing  obliquely  through  diathermanic  bodies,  as 
is  shown  by  the  burning-glass.    A  double  convex  lens,  fig.  480,  oon* 
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eentrates  the  rays  of  heat  from  the  mm,  or  other  heated  hody,  m 

the  same  manner  as  it  concentrates  the  rays  of  light.    It  is  only 

with  a  lens  of  rock-salt,  that  the  rays  430 

of  all  our  sources  of  heat  can  be  con. 

densed,  for  a  lens  of  glass  concentrates  =^- 

only  the  solar  rays,  and  becomes  itself  . 

heated  by  artificial  heat.  ^I {^^^  ^^^^ 

A  lens  of  tee  was  made  in  England  in , 
1763,  having  a  diameter  of  3  metres  (118*112 
in.),  at  whose  focns  gunpowder,  paper,  and ' 
other  combastibles  were  inflamed.  Burning- 
glasses  have  generally  more  power  than  mirrors  of  equal  diameter.  Both  pro- 
duce their  more  intense  effects  on  high  mountains  after  a  fall  of  snow,  for  then 
the  air  is  free  firom  moisture,  and  the  solar  rays  lose  less  of  their  intensity  in 
passing  through  it 

649.  Polaxisation  of  heat. — Heat  is  polarized  in  the  same  manner 
as  light.  It  undergoes  double  refraction  by  Iceland  s]>ar,  and  the  two 
beams  are  polarized  in  planes  at  right  angles  to  each  other.  A  pencil 
of  beat,  polarized  by  a  plate  of  tourmaline,  or  by  a  Niool's  prism,  is 
transmitted  or  intercepted  by  another  tourmaline  plate  or  Nicol's 
prism,  in  the  same  circumstances  that  a  pencil  of  polarized  light 
would  be  transmitted  or  intercepted. 

Heat  also  suffers  a  rotation  of  its  plane  of  polarization,  by  plates  of  right  or 
left-handed  quarts,  in  the  same  direction,  and  to  the  same  extent  as  light  of  the 
same  refrangibility.  Polarisation  of  heat  is  also  effected  by  reflection  from 
plates  of  glass,  or  by  repeated  refraction,  also  by  reflection  from  the  atmosphere, 
in  which  points  of  no  polarisation  and  of  maximum  polarization  exist  cor- 
responding with  similar  points  in  regard  to  polarized  light  The  phenomena 
of  magnetic  r*tary  polarisation  of  heat  have  also  been  observed. 

Prof.  Forbes  of  Edinburgh  first  demonstrated  the  polarization  of  heat. 
Knoblauch  has  obtained  distinct  evidence  of  the  diffraction  and  inter- 
ference of  the  rays  of  heat 

2  6.  Calorixnetry. 

650.  Calorimetry. — ^The  amount  of  heat  required  to  produce  a  given 
temperature  varies  greatly  for  the  different  bodies  to  which  it  is  applied. 
Calorimetry  (from  calor,  heat,  and  fxerpov,  measure)  is  the  measure- 
ment of  the  quantity  of  heat  which  different  bodies  absorb  or  emit 
during  a  known  change  of  temperature,  or  when  they  change  their 
state.  Water  absorbs  or  emits  a  much  greater  quantity  of  heat  during 
a  change  of  temperature  than  the  same  weight  of  any  other  substance. 
It  is  therefore  selected  as  the  standard  of  comparison. 

Unit  of  Heat. — The  quantity  of  heat  which  is  required  to  raise 
a  pound  of  pure  water  from  32®  to  33®  F.,  is  reckoned  as  the  unit  of 
keai,  or  thermal  unii,  both  in  this  country  and  in  England. 
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Tht  ietorminatlon  of  the  speeifle  heat  of  gasM  is  a  problom  inTolTod  in 
the  graatMt  prMtieal  diAealiies,  aod  mnthoritiea  tmj  MmewluLt  in  the  reraiti 
obtained. 

The  most  yalaable  researches  in  regard  to  the  specific  heat  of  gasee 
haye  been  made  by  Regoault.  He  has  established  the  following  very 
important  preliminary  principles : — 

First  The  specific  heat  of  gases  is  sensibly  the  same  ai  all  iempenh 


Second.  The  amount  of  heat  required  to  raise  the  temperature  of  a 
gnoen  weight  of  any  gas  one  degree  does  not  vary  with  the  pressure  to 
which  it  is  subjected^  and  hence  the  specific  heat  of  gases  is  the  same  for 
all  densities. 

Begnanlt  experimented  on  air  and  other  gases  nnder  pressures  raried  firom 
one  to  ten  atmospheres,  and  found  no  sensible  difbrenoe  in  the  qoantitj  of  heat 
whieh  the  same  weight  of  a  gas  lost  nnder  these  different  pressures  in  eooling 
the  same  number  of  degrees.  Nerertheless  he  thinks  it  possible  that  slight  dif« 
feronoes  may  exist 

Table  XI.  o.  glTes  the  speeiflo  heats  of  different  gases  and  Tapon  as  detemiBed 
by  Regnanlt  The  speoiflo  heat  by  weight  being  determined  nnder  a  constant 
pressure,  the  gas  being  allowed  to  expand  freely. 

The  speoifio  beats  by  volume  given  in  the  table  were  obtained  by  multiplying 
the  specific  heat  by  weight,  by  the  specific  gravity  of  the  several  gases  and 
vapors,  as  compared  with  air  taken  as  unity.  « 

653.  Specific  heat  of  gaees  under  a  constant  ▼oliune. — ^It  is 

well  known  that  the  temperature  of  a  confined  mass  of  air  can  be 
raised  sufficiently  high  to  ignite  tinder  by  mechanical  condensation, 
2  739,  and  it  seems  reasonable  to  suppose  that  the  same  amount  of  heat 
is  expended  in  producing  an  equal  degree  of  expansion  when  a  gas  is 
heated. 

It  has  been  stated  (608)  that  gases  expand  ^ (y  part  of  their  volume  for  aa 
elevation  of  temperature  of  1°  F.  Let  t  represent  the  small  increase  of  tempe- 
rature whieh  a  mass  of  gas  undergoes  when  compressed  ^^J  of  its  volume,  and 
if  S  represent  the  specific  heat  of  the  gas  under  a  constant  pressure,  and  Sf  the 
specific  heat  under  a  constant  volume,  we  shall  have  for  the  specific  heat  under 

S 
a  oonstant  volume : —  S*  =  - — ; — • 

It  is  obvious  that  if  the  value  of  t  could  be  determined  by  eondensing  a  gas, 
and  observing  the  increase  of  temperature  the  value  of  S',  the  speoifio  heafc 
under  a  constant  volume  could  be  readily  calculated.  The  unavoidable  loss  of 
heat  absorbed  by  the  walls  of  the  containing  vessel,  when  a  gas  is  compressed, 
has  rendered  it  hitherto  impossible  to  obtain'accurate  values  of  f  by  this  method, 
and  similar  difllculties  have  attended  the  determination  of  the  speoifio  heat  nnder 
a  oonstant  volume  by  other  direct  methods. 

The  principles  of  acoustics  have  happily  furnished  an  indirect  method 
of  determining  the  specific  heat  of  gases  under  a  constant  rolome  wiA 
{ifat  Accuracy. 
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apeoifio  heat  detennined  by  the  la^s  of  acoostlcs.— By  oon 
aideriog  the  conditions  of  en  elastic  fluid  daring  the  transmission  of  a- 
flonorous  waye,  Newton  obtained  the  following  formula  for  the  yelo- 


oitj  of  sound  in  any  gas : 


"■I- 


In  this  formula  V  is  the  Telocity  of  sound,  g  the  force  of  gravity,  S 
the  height  of  the  barometer,  and  d  the  density  of  the  gas  referred  to 
mercury  as  unity.  This  formula  gives  for  the  velocity  of  sound  in  dry 
air  at  32°  F.,  when  the  barometer  stands  at  30  inches,  r==  883  feet, 
which  is  less  than  the  true  velocity  of  sound  (1086  feet,  {  344)  by  more 
than  one-sixth  of  the  whole. 

Laplace  discovered  that  this  error  resulted  from  the  effect  of  heat 
developed  end  absorbed  by  alternate  compression  and  rarefaction  of 
the  ur  in  the  transmission  of  sonorous  waves,  and  he  showed  that  the 
formula  for  the  velocity  of  sound,  taking  into  account  this  effect  of  heat, 

should  be,      F==  ^g,  ±r.  _» in  which  ^9  represents  the  specific  heat 

of  the  gas  under  a  constant  pressure,  and  S^  the  specific  heat  under  a 
oonstant  volume. 

From  this  formula  we  obtain,  by  transposition,  8^  =  ^^,  from  which 

we  readily  obtain  the  value  of  the  specific  heat  of  a  gas  under  a  con- 
stant volume,  when  the  velocity  of  sound  in  the  medium,  and  the  other 
constant  quantities,  are  known. 

By  this  method  Dulong  has  obtained  for  ^e  specific  heat  of  gases, 
vndOT  a  constant  volume,  the  values  given  in  the  following  table ;  but 
the  results  obtained  are  regarded  only  as  approximations : — 

SFSCiriC  HBAT  OF  SQUAL  VOLUMSS.* 


Under  Oonftent .  Under  Oonstant  < 
Tolomo.        I 


Difference 

s—sr 


1+t 


Air, 

Oxygen,    .    .    . 
Hydrogon, 
Oxyd  of  carbon, 
Carbonio  aold,    . 
Oleflantgas,  .    . 


0-2877 
0*2412 
0-2366 
0-2399 
0-3308 
0-3672 


0-16781 

0*1706 

0-1676 

01681 

0-2472 

0*2880 


0-0609t 

00707 

0-0681 

0-0718 

00836 

0*0692 


l-417t 

1*416 

1*407 

1-428 

1-338 

1-240 


Comparing  these  results  in  the  case  of  air,  we  see  that  when  air  is  heated 
m  a  situation  where  it  is  firee  to  expand,  only  about  f  of  the  heat  applied 
is  expended  in  producing  elevation  of  temperature— as  in  heating  a 

*  Oooke't  Chemical  Physici. 

t  CoRseted  aooordtng  to  the  moit  recent  experisieats. 
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room— while  about  f  of  the  heat  is  expended  in  prodacing  expanMoa 
of  the  air,  to  be  given  out  again  as  the  room  oools. 

Dalong  has  deduced  from  his  experiments  the  following  oondo* 
vions : — 

1.  Equal  volumes  of  all  gases,  measured  at  the  same  temperature  and 
pressure,  set  free  or  absorb  the  same  quantity  of  heat  when  they  cisv  eom^ 
pressed  or  expanded  the  same  Jractional  pari  of  their  volume. 

If  all  gases  had  the  same  specific  heat,  the  same  change  of  Tolume 
would  be  attended  by  the  same  change  of  temperature.  But  this  is 
the  case  only  with  oxygen,  hydrogen,  and  nitrogen.  The  specific  heata 
of  compound  gases  differ  considerably  from  each  other,  and  change  of 
Tolume  causes  less  change  of  temperature  in  proportion  as  the  specific 
heat  of  the  gas  is  greater. 

2.  The  variations  of  temperature  which  restdt,  are  in  the  inverse  ratio 
of  the  specific  heats  under  a  constant  volume. 

Whether  these  laws  are  the  exact  expressions  of  the  truth,  or  onlj 
approximately  correct,  remains  to  be  determined  by  further  inveatigft- 
tion. 

654.  Relation  between  the  speoifio  heat  and  atomic  weight  of 
elementa  and  oomponnda. — Dulong  and  Petit,  from  their  researches 
upon  the  elements,  were  led  to  conclude,  that  the  ultimate  atoms  of  all 
elements  possessed  the  same  capacity  for  heat,  and  they  aooordinglj 
announced  the  law,  that : — 

The  specific  heat  of  dementary  substances  is  in  inverse  ratio  to  thevr 
atomic  weights. 

Thii  law  appears  to  be  true  for  moet  of  the  element*,  as  will  be  soeo  hj 
•zamiiiing  Ti^le  XL  of  Atomie  Weights  and  Speeille  Heats.  It  will  bo  no- 
tioedt  that  the  one  increases  in  almost  the  exact  proportion  in  which  the  other 
diminishes,  and  that  by  multiplying  them  together,  a  yery  nearly  constant  pro- 
duct is  obtained.  Some  elements,  as  those  giyen  in  the  lower  part  of  the  tables 
giye  a  product  ((7  X  P)  double  of  the  others.  So  that  equiyalent  weights  of 
these  would  contain  twice  as  much  heat  as  equiyalent  weights  of  those  firsi 
giyen. 

The  relation  between  the  specific  heat  and  atomic  weight  of  compounds  ia 
expressed  by  Begnanlt  in  the  following  law : — 

/n  all  compound  bodies  containing  the  same  number  of  atoms,  and  q/ 
similar  chemical  constitution,  the  specific  heats  are  in  inverse  ratio  to 
their  atomie  weights, 

2  7.  IdqneCaotlon  and  Solidification. 

655.  Latent  heat. — ^During  the  oonyersion  of  a  solid  into  a  liqaid« 
or  of  a  liquid  into  a  gaa  or  yapor,  a  certain  quantity  of  heat  is  absorbed 
or  disappears.  As  the  thermometer  and  the  senses  give  no  eyideiioe 
of  the  existence  of  this  heat,  it  is  called  latent  heat. 

Let  a  pound  of  ice  and  a  pound  of  water,  each  at  the  tsmpeiattirs  of  tf%  b« 
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txpOMd  to  the  mine  source  of  heat  in  preeiiely  aimilar  vessels;  it  will  be 
foandf  at  the  moment  when  all  the  ice  is  melted,  that  the  water  into  which  it  U 
eonrerted  has  still  the  temperature  of  32° ;  while  the  temperature  of  the  other 
pound  of  water  has  risen  from  32°  to  174°.  As  both  bare  receired  the  same 
amount  of  heat,  it  follows,  that  the  142°  which  have  disappeared,  have  been  used 
in  oonyerting  the  ice  into  water,  and  have  become  latent  or  insensible. 

If  a  pound  of  water  at  212°  be  mixed  with  a  pound  of  powdered  ice  at  32°, 
when  the  ice  is  melted  the  two  pounds  will  hare  the  temperature  of  only  52° ; 
the  ice  gains  only  20°,  while  the  water  loses  160°.  Here  again  142°  have  dis- 
appeared or  have  become  latent. 

656.  Liqaefkction  and  congelation  are  always  gradaal,  owing 
to  the  absorption  or  evolution  of  heat  daring  these  processes. 

If  this  was  not  so,  water  at  32°  would  immediately  become  ice,  upon  losing 
the  smallest  additional  portion  of  its  heat,  and  on  the  other  hand,  ice  would 
suddenly  pass  from  the  solid  to  the  liquid  state  by  the  smallest  addition  of  heat. 

This  facty  coupled  with  the  law  of  irregular  expansion  of  water,  will  explain 
why  ice  never  acquires  any  very  great  thickness.  The  high  specific  heat  of 
water  acts  to  moderate  the  natural  changes  of  temperatures. 

657.  Freeaing  mixtures. — Solids  cannot  pass  into  the  liquid  state 
without  absorbing  and  rendering  latent,  a  certain  amount  of  heat.  If 
the  heat  necessary  for  the  liquefaction  is  not  supplied  from  some  external 
source,  the  body  liquefying  will  absorb  its  own  sensible  heat.  A  know- 
ledge of  this  fact  enables  us  at  pleasure,  in  the  hottest  seasons  and 
climates,  to  produce  extreme  degrees  of  cold. 

The  so-called yreestn^  mixtures  are  compounds  of  two  or  more  sub- 
stances, one  of  which  is  a  solid.  These,  when  mixed  together,  enter 
into  combination  and  liquefy.  The  operation  should  be  so  conducted, 
that  no  heat  can  be  absorbed  from  external  sources,  and  hence,  as  the 
substances  liquefy,  a  depression  of  temperature  results  proportional  to 
the  heat  rendered  latent.    (See  Table  XII.) 

The  most  convenient  freezing  mixture  is  salt  1  part,  and  ice  or  snow  2  parts, 
universally  used  in  the  freexing  of  ices  and  creams.  With  this  freezing  mixture, 
a  temperature  of  4°  or  5°  below  xero  can  be  maintained  for  many  hours.'  A 
solution  of  equal  parts  of  nitre  and  sal-ammoniac  will  reduce  the  temperature 
from  50°  to  10°  F.  Very  well  constructed  ice-cream  freezers  are  now  commonly 
sold  in  the  shops,  in  which  an  adroit  use  has  been  made  of  the  laws  of  radian •- 
heat  and  conduction,  to  facilitate  the  rapidity  of  this  operation. 

Thilorier,  with  a  mixture  of  solid  carbonic  acid  and  sulphuric  acid,  or  sulphuric 
ether,  obtained  a  temperature  120°  below  zero.  More  lately,  Mitohell  obtained  by 
the  same  means  a  temperature  of — 130°  and  — 146°  F.  At  the  former  temperature, 
alcohol  (Sp.  Gr.  0*798)  had  the  consistency  of  oil,  and  at  the  latter  temperature 
resembled  melting  wax. 

In  the  liquefaction  of  metallic  alloys,  a  similar  depression  is  observed.  When 
an  alloy  composed  of  207  parts  lead,  118  tin  and  284  bismuth,  is  dissolved  in 
1017  parts  mercury,  the  temperature  will  sink  from  03°  to  14°  F. 

In  producing  extreme  degrees  of  cold,  the  substance  to  be  operated  upon  is 
first  cooled  to  a  certain  degree  by  a  less  powerful  freezing  mixture,  before  the 
more  energetic  one  is  used ;  the  full  effect  of  the  latter  is  thus  obtained. 
41 
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658.  Laws  of  ftuiion  and  latent  heat  of  fosion. — ^EzpaDsion  (tiit 
first  effect  of  beat)  has  a  limit,  at  which  solids  become  liquids.  The 
powers  of  cohesion  are  then  subordinate  to  those  of  repulsioD,  and 
fusion  results. 

Fusion  takes  place  in  accordance  with  the  following  laws : — 

1st.  All  solids  enter  into  fusion  at  a  certain  temperature,  inoanabU 
for  the  same  substance. 

2d.  Whatever  may  he  the  iiUensity  of  the  source  of  heat  when  the 
fusion  commences,  the  temperature  remains  constant  untii  the  whole  mow 
is  fused. 

3d.  The  latent  heat  of  fusion  is  obtained  by  multiplying  the  differ- 
ence between  the  specific  heat  of  the  substance  in  its  liquid  and  soUd  form, 
by  the  quantity  obtained  by  adding  the  nunU)er  256  (an  eiperimeiUal  eon- 
slant  famished  by  researches  upon  the  latent  heat  ofioater)  to  the  melting 
point  of  the  substance  in  question. 

The  fusion  points  and  latent  heat  of  fusion  of  a  number  of  the  more 
important  substances  are  given  in  Table  XT.  of  the  Appendix,  drawn 
from  the  labors  of  Kegnault  and  others. 

659.  Peculiaritlee  in  the  fnaion  of  certain  aolids.— Certain 
Folids  soften  before  they  become  liquefied ;  such  are  tallow,  wax,  and 
butter,  while  others  never  become  entirely  fluid.  This  is  because  the 
former  are  composed  of  several  substances,  which  melt -at  different  tem- 
peratures. Metals,  like  iron  and  platinum,  that  are  capable  of  welding 
soften  before  they  fuse.  Glass,  and  certain  metals,  never  attain  perfect 
fluidity.  The  fusion  of  sulphur  presents  striking  peculiarities.  (See 
Chemistry,) 

660.  Refractory  bodies. — Substances  difilcnlt  of  fusion  are  called 
refractory  bodies. 

Among  the  most  refractory  bodies  are  siliea^  the  metallie  oxyds,  lime,  bazyt^ 
alumina,  Ao.  Their  fasion  may  be  effected  by  the  ozy-hydrogen  blow-pipe,  or 
by  the  use  of  the  voltaic  battery.  By  these  means,  also,  the  fasion  of  platinna 
is  effected,  which  resists  the  beat  of  a  powerflil  blast-famaoe,  althoagh  a  thm 
wire  of  this  metal  can  be  melted  by  the  mouth  blow-pipe. 

Carbon  is  the  most  refractory  of  all  bodies.  Its  fasion  has  not  yet  been  per- 
fectly effected ;  althoagh,  by  means  of  the  voltaic  battery.  Professor  SiHiman 
obtained  (in  1822)  unequivocal  evidences  of  the  volatility  and  partial  fosion  of 
tiiis  substance :  and  more  lately  these  results  have  been  verified  by  Despreta, 
with  a  carbon  battery  of  600  cups ;  boron  and  silicon  also  yielding  to  the  same 
power. 

661.  Solation. — Saturation. — When  a  solid  immersed  in  a  liquid 
gradually  disappears,  the  process  is  termed  solution.  Thus,  sugar  and 
suit  dissolve  in  vrater,  camphor  in  alcohol,  &c  Solution  is  the  result 
c^  an  attraction  existing  between  the  parUclee  of  a -liquid  and  those  o^ 
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%  9olid.    A  liquid  is  said  to  be  saturated  when,  at  a  given  temperature, 
it  has  dissolved  as  much  as  possible  of  a  solid. 

The  eaases  whieh  diminish  cohesion  among  the  particles  of  a  solid,  generally 
facilitate  solution.  Thus,  a  pulverized  body  dissolves  quicker  than  the  same 
quantity  in  large  masses.  Heat  also  facilitates  solution  by  diminishing  the 
cohesive  force  and  producing  currents.  The  solubility  of  some  bodies  ia  dimin- 
ished by  heaty  and  the  precipitation  of  bodies  from  solution  is  sometimes 
hastened  by  heat^ — sulphate  of  soda  and  hydrate  of  lime  are  examples  of  the 
former. 

662.  Iiaws  of  solidification. — The  passage  of  a  body  from  tlie 
liquid  to  the  solid  state,  always  occurs  in  accordance  with  the  following 
laws: — 

1st.  The  solidificcUion  of  a  body  takes  place  at  a  certain  fixed  tempera- 
ture,  which  is  also  that  of  its  fusion, 

2d.  The  temperature  of  a  body  remains  constant  from  the  commence- 
ment to  the  end  of  its  solidification. 

663.  Elevation  of  temperature  during  solidification. — ^When 
liquids  retbrn  to  the  solid  state,  the  heat  which  has  been  absorbed 
during  their  liquefaction,  and  rendered  latent,  is  given  out. 

If  the  solidifieation  takes  place  suddenly,  the  heat  evolved  is  often  very  appa- 
rent Thus  water  may  be  oooled  to  22°  or  23°,  and  yet  remain  liquid,  but  if  in 
that  state  it  is  shaken,  it  becomes  at  once  a  confhsed  mass  of  ice  crystals,  and 
rises  to  32°,  the  freexing  of  a  part  giving  out  heat  enough  to  raise  the  tempera- 
ture of  the  whole  8°  or  10°  Thus  we  arrive  at  the  seeming  paradox,  that  freezing 
is  a  warming  process ;  and,  owing  to  the  absorption  of  heat  during  liquefaction, 
it  is  equally  true,  that  melting  is  a  cooling  process.  Hence,  in  part,  the  cooling 
influeaee  of  an  iceberg,  or  of  a  large  body  of  snow  on  a  distant  mountain. 

664.  Change  of  Tolume  during  solidification,  and  its  effects. — 
Mercury,  and  most  metals,  contract  while  solidifying ;  hence,  the  freez- 
ing of  a  mercurial  thermometer  does  not  burst  its  reservoir.  Water 
expands  during  freezing  to  the  amount  of  one-eleventh  of  its  bulk ; 
hence,  ice  floats  on  the  surface  of  water,  and  close  vessels,  even  of  iron, 
are  burst,  if  frozen  when  full  of  water. 

This  fact  is  familiar  to  housekeepers,  who  prevent  the  bursting  of  their  water- 
casks  during  winter,  by  a  stick  of  wood  placed  in  the  cask,  about  which  the 
bulge  from  expansion  takes  place.  Aqueduct  service-pipes  are  often  saved  from 
the  same  accident  in  cold  weather,  by  allowing  the  water  to  flow  uninterruptedly, 
thus  preventing  the  formation  of  ice  crystals,  both  by  motion  and  the  supply 
of  warmer  water. 

A  brass  globe  filled  with  water  burst  at  32°,  in  the  experiments  of  the  Flo- 
rentine Academicians,  who  estimated  the  force  exerted  as  equal  to  28,000  pounds 
on  the  square  inch.  A  bomb-shell,  filled  with  water,  and  tightly  closed  by  an 
iron  plug,  when  exposed  to  severe  cold  in  Montreal,  discharged  the  plug  to  a 
distance  of  400  feet,  and  a  cylinder  of  ice  eight  inches  in  length  protruded  from 
the  hole.  All  metals  which,  like  water,  assume  th9  rhomlfthedral  ^orm  on 
solidification,  produce  sharp  casta.  Such  are  cast-iron,  antimony,  tin,  sine,  and 
bismuth.    All  alloys  capable  of  producing  sharp  oasts,  must  contain  such  a 
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metal.  Type-metal  (3  lead  and  1  antimony),  brass  (2  copper  and  1  sine))  sod 
bell-metal  (7  copper  and  3  tin),  are  familiar  examples.  Copper,  lead,  pAA^ 
lilrer,  and  indeed  most  metals,  except  those  abore  ennmerated,  eryetallize  in 
the  monometrio  system,  and  occupy  less  space  as  solids  than  as  flaids,  producing 
imperfect  casts.  Hence,  coins  are  stamped,  and  gold,  silver,  and  copper  ntenrila, 
and  ornamental  wares  are  wrought  by  the  hammer,  or  stamped,  to  secure  sharp- 
ness and  beauty. 

665.  Freeaing  of  water. — Water  ordinarily  freezes  at  32° ;  bat  it 
has  already  been  stated  (663)  that,  under  certain  circumstances,  it 
may  be  cooled  near  to  22^,  and  remain  liquid.  If,  however,  water  is 
turbid,  or  contains  carbonic  acid,  it  always  freezes  at  32°. 

Certain  experiments  made  in  France  indicate  that  the  temperature  to  wbieb 
water  may  be  exposed  without  freesing,  falls  in  proportion  as  it  is  exposed  in 
tubes  of  smaller  diameter.  This  remarkable  circumstance  seems  to  throw  light 
upon  the  fact,  that  plants,  whose  capillaries  are  full  of  juices,  resist  frost  in  » 
manner  so  notioeable  as  many  of  them  do.  Nerertheless,  in  very  severe  weather, 
the  trunks  of  large  trees  are  sometimes  burst  open  by  frost 

Water,  containing  salts  in  solution,  freeses  at  a  lower  temperature  than  purs 
water.  Thus,  sea  water  freexes  at  27°.  The  ice  formed  from  salt  water,  and 
from  impure  or  turbid  water,  is  comparatively  fresh  and  pure,  since  it  is  the 
water  which  freeses,  and  not  the  foreign  bodies  it  contains.  Frozen  ink,  and 
other  colored  fluids,  precipitate  the  coloring  matter,  and  are  spoiled  as  colors, 
until,  by  boiling,  the  precipitate  is  again  diffused.  Likewise,  the  watery  portion 
of  cider,  and  other  weak  alcoholic  liquors,  exposed  to  moderate  cold,  congeals ; 
and  the  alcoholic  part  may  thus  be  obtained  in  a  more  condensed  state. 

Some  absorbent  rooks  are  pulyerised,  and  gradually  eorered  by  a  thick  bed 
of  soil,  by  the  effects  of  freeiing  water  in  breaking  down  their  solid  mass.  The 
value  of  building-stones,  in  our  climate,  depends  much  upon  the  resistance  tbor 
offer  to  the  action  of  frost  In  hot  climates  the  effect  is  not  seen,  and  the  crags 
and  summits  of  mountains  are  there  generally  more  sharp.  Experiments  to 
determine  the  resistance  of  rocks  to  frost,  are  made  by  saturating  cubes  of  the 
material  with  water,  and  repeatedly  freesing  them.  But  the  same  result  is  mors 
conveniently  obtained  by  nsing  a  solution  of  sulphate  of  soda.  This  salt,  crys- 
tallising on  exposure  to  the  air,  effects  the  same  results. 

666.  Absolute  sero. — Since  the  permanent  gases  contract  ^^y  of 
their  volume  at  32°,  for  each  degree  of  Fahrenheit  below  that  point  (or 
expand  that  quantity  for  each  like  increment  of  heat  above  32°),  it  has 
been  inferred  by  Clement  and  D^sormes  that,  at  the  temperature  of 
— 459°  F.  they  would  cease  to  exist  as  gases,  since  the  amount  of  con- 
traction would  then  be  equal  to  their  initial  volume.  Likewise,  since 
the  volume  of  a  gas  is  doubled  by  heating  from  32°  to  523°,  they  farther 
inferred  that  the  quantity  of  heat  added  must  be  equal  to  that  held  bj 
the  initial  volume,  and  that  at  — 459°  F.  there  must  be  an  absolute  wro. 

2  8.  Vaporisation  and  Condensation. 

'  667.  Vaporisation. — Liquids  become  vapors  upon  receiving  a  ce^ 
tain  quantity  of  heat.  Thus,  water  at  212°  is  rapidly  converted  into 
steam,  which,  at  or  above  that  temperature,  remains  as  an  invisiblt 
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▼apor.   This  change  of  state  presents  some  of  the  most  interesting  and 
important  phenomena  of  physics. 

Evaporation  occurs  only  at  the  surface  of  liquids,  quietly,  as  in  the  insensible 
cbaof^  of  water  to  vapor  in  an  open  vessel.  Boiling  or  ebuilitioHf  is  the  rapid 
formation  of  vapor  throughout  the  whole  mass  of  liquid,  producing  more  or  loss 
agitation.  Sublimation  is  the  change  of  solids  to  vapors  without  the  interme- 
diate liquid  condition.  Arsenic,  iodine,  and  camphor  are  examples  of  solids 
which  may  be  so  changed. 

The  remarkable  disappearance  of  nearly  one  thousand  degrees  of 
heat  when^ water  is  turned  into  steam  (and  correspondingly  for  other 
liquids),  will  be  considered  under  Latent  Heat  of  Steam,  {  683. 

668.  Formation  of  ▼apom  in  a  ▼acanm. — Evaporation  takes  place 
slowly  in  the  open  air,  owing  chiefly  to  the  atmospheric  pressure.  In 
a  vacuum,  however,  it  occurs  instantaneously,  because  the  vapor  then 
meets  with  no  resistance.  This  phenomenon  occurs  in  obedience  to 
the  following  laws : — 

Ist.  All  tolaiiU  liquids,  in  a  vacuum,  volatUize  instantly, 

2d.  At  ike  same  temperature  the  vapors  of  different  liquids  possess 
unequal  elastic  force.  ^^ 

These  laws  are  illustrated  ill  the  apparatus,  fig. 
482,  where  four  barometer  tubes,  originally  filled 
with  pore  dry  merenry,  are  supported  by  the  stand 
in  a  mercurial  cistern,  and  will  all  indicate  upon  the 
scale,  C,  the  same  height  of  column.  A  drop  of  ether 
passed  up  to  B,  instantly  flashes  into  vapor,  and  de- 
presses the  column  perhaps  half  ite  height  or  more. 
This  illustrates  the  first  law.  A  drop  of  bisulphid  of 
earbon  introduced  into  D ;  of  alcohol  into  B ;  and  of 
water  into  A,  will  also  be  respectively  changed  to 
vapor,  wholly,  or  in  part,  and  will  depress  the  mer- 
enry unequally,  in  the  order  of  their  volatility  as 
enumerated.  This  illustrates  the  second  law.  If  all 
the  ether  introduced  into  B  has  disappeared,  then 
sncoessive  small  portions  may  be  added,  and  with 
each  addition  an  increased  depression  of  the  mercury 
will  be  observed,  until,  finally,  a  point  is  reached 
where  the  ether  remains  liquid.  This  is  the  point 
of  aaturation,  or  maximum  teiwion  of  ether  vapor  for 
that  temperature.  A  change  of  temperature  will,  of  " 
eoarse,  vary  these  conditions.  If  either  of  the  tubes  i^ 
ifl  surrounded  by  one  of  larger  diameter  dipping  ||1   ^^. 

vnder  the  mercury,  and  so  afibrding  a  cell  into  which  ^T  _.      ^.^ 

hot  water  may  be  poured,  the  liquid  ether  in  E,  for  ^       ~ 

example,  will  be  vaporized,  still  further  depressing  the  mercury,  according  lo 
the  temperature.    If  a  freezing  mixture  were  similarly  used,  the  reverse  would 
be  seen— a  portion  of  vapor  would  be  liquefied,  and  the  mercury  will  rise  ftf 
proportion. 
41* 
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669.  Saturated  space  or  mayimiiin  tension  of  Tapois.— The 
meaning  of  these  terms  may  be  still  further  illustrated  by  the  use  of 
the  apparatus  in  fig.  483,  whioh  is  provided  with  a 
well,  filled  with  mercury,  and  deep  enough  to  allow 
the  tube  to  be  depressed  nearly  its  whole  length. 

Suppose  the  tube  to  hare  the  eondition  of  E  in  the  lut 
paragraph ;  that  is,  the  rapor  of  ether  haa  nearly  filled 
the  whole  tube,  and  is  at  its  point  of  saturation  or  maxi- 
mum tension.  If  the  tube  is  now  depressed,  the  contained 
vapor  is  subject  to  increased  tension,  in  proportion  to  the 
amount  of  depression ;  and  the  result  is,  that  a  portion 
of  it  becomes  liquid,  and  the  mercury  takes  the  plaoe 
of  the  rapor.  If  the  tube  is  raised,  then  the  pressure  is 
again  diminished,  and  a  fresh  portion  of  ether  is  vaporised. 
There  is,  therefore,  a  maximum  tension  or  elasticity  for  the 
vapor  of  different  liquids  at  every  temperature ;  so  that»  in 
a  saturated  space,  at  a  given  temperature,  the  maximum 
tension  is  the  same,  whatever  may  be  the  pressure  to  whioh 
the  vapor  is  subjected. 

670.  Dalton's  law  of  the  tension  of  ▼apoxa  is 

as  follows : — 

The  iensian  or  eUuUeUy  of  different  vapor  $  is  equal, 
if  compared  <U  iempercUures  the  same  number  of  de^ 
grees  above  or  below  the  boiling  point  of  their  respective 
liquids. 

This  law  does  not  perfectly  accord  with  the  results 
of  experiment,  but  it  is  nearly  correct  (except  for 
mercury),  at  short  distances  aboTe  and  below  the 
boiling  point.    See  Table  XIY. 

671.  The  tension  of  ▼apoxa  in  oommunicating  ti 


Is  nns- 
qnally  heated  is  the  same,  and  is  equal  to  that  of  the  lower  temperature. 

Thus,  if  a  vessel  containing  water  at  82**,  communicates  by  a  tube  with  a 
vessel  in  whioh  the  water  is  boiling,  the  pressure  in  both  of  the  ressels  will  be 
the  same,  as  may  be  ascertained  by  a  manometer.  This  is  explained  by  the 
oondensation  whioh  the  rapor  constantly  suffers  in  the  colder  vessel.  Appliea* 
tion  is  made  of  this  principle  in  the  condenser  of  the  steam-engine. 

672.  Temperature  and  limlta  of  ▼aporlaation. — The  evaporation 
of  liquids  takes  place  at  temperatures  much  below  their  boiling  points, 
as  common  experience  testifies.  Even  at  the  ordinary  temperature  of 
the  air,  water,  many  liquids,  and  even  some  solids  vaporize. 

Even  mercury,  whose  boiling  point  is  662^,  evaporates  at  all  temperatam 
above  60**  F.,  as  was  proved  by  Faraday.  He  suspended  fh>m  the  cork  of  a  fistk 
containing  mercury,  a  slip  of  gold  leaf.  After  six  months,  the  gold  leaf  wsi 
Sound  to  be  whitened  by  the  mercury  which  had  risen  in  vapor.  A  dew  of 
metallic  globules  is  sometimes  seen  in  the  Torricellian  Tacuum.  Iodine,  cam- 
phor, and  other  solids,  rapidly  eraporate  at  the  ordinary  temperature.    Sdov 
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and  ice  disappear  from  the  snrface  of  the  earth  during  cold  weather  when  there 
has  been  no  thawing.  Boyle  found  that  two  onnoes  of  snow,  in  a  very  oold 
atmosphere,  lost  ten  grains  in  six  hours. 

The  experiments  of  Faraday,  howeyer,  appear  to  show  that  vapori 
cation  does  not  occur  at  all  temperatures. 

Thus,  mereury  gives  off  no  appreciable  Taper  below  60^.  Sulphurio  acid 
undergoes  no  appreciable  eri^oration  at  ordinary  temperatures.  Faraday 
proved  that  several  substances  which  are  volatilised  by  heat  at  temperatures 
between  300^  and  400°  did  not  suffer  the  slightest  evaporation  when  kept  in  a 
eonlined  space  at  the  ordinary  temperatures  during  four  years. 

The  limit  of  evaporation  is  reached  when  the  cohesive  force  of  the  particles 
of  the  solid  or  liquid  overcomes  the  feeble  tendency  to  evaporation. 

673.  Cirotunatancea  infidencing  evaporation. — Evaporation,  as 
has  been  said,  is  the  slow  production  of  vapor  from  the  surface  of  a 
liquid.  The  elastic  force  of  a*  yapor  which  saturates  a  space  containing 
a  gas  (like  air)  is  the  same  as  in  a  vacuum.  The  principal  causes 
which  influence  the  amount  and  rapidity  of  evaporation,  are  as  fol- 
lows : — 

Ist.  Extent  of  turfaet.  As  the  evaporation  takes  place  from  the  surface,  an 
increase  of  surface  evidently  facilitates  evaporation. 

2d.  TemptratHrt,  by  increasing  the  elastic  force  of  vapor,  increases  the  rapidity 
of  evaporation ;  therefore,  the  temperature  of  ebullition  marks  the  maximum 
point  of  evaporation. 

8d.  The  quantity  of  the  tame  liquid  already  in  the  atmoephere,  exercises  an 
important  influence  on  evaporation.  When  the  air  is  saturated,  evaporation 
eeaaes  ;  it  is,  therefore,  greatest  when  the  air  is  free  from  vapor. 

4th.  Renewal  of  the  air  facilitates  evaporation,  since  new  portions  of  air, 
eapable  of  absorbing  moisture,  are  presented  to  it ;  hence  evaporation  is  more 
nq>id  in  a  breeie  than  in  still  air. 

6th.  Preeeure  on  the  eurfaee  of  the  liquid  influences  evaporation,  because  of 
the  resistance  thus  offered  to  the  escape  of  the  vapor. 

Prof.  Baniell,  from  a  series  of  researches  on  the  rate  of  evaporation,  deduced 
the  following  law,  vis. : — 

The  rapidity  of  evaporation  ie  invereely  a»  the  preeeure  upon  the  eurfaee  of  the 
evaporating  liquid, 

674.  Dew-point. — ^If  air  saturated  with  moisture  is  cooled,  a  por- 
tion of  the  mobture  will  be  precipitated  as  dew.  The  ten  perature  at 
which  this  deposidon  of  moisture  commences,  is  called  the  dew^irU, 
The  dew-point  is  nearer  the  temperature  of  the  atmosphere,  the  more 
folly  the  air  is  saturated  with  moisture.  The  methods  of  determining 
the  amount  of  moisture  contained  in  the  atmosphere,  will  be  described 
in  the  chapter  on  Meteorology. 

675.  Bbnllitlon.— -The  elasticity  of  the  vapor  from  a  boiling  liquid 
ia  equal  to  the  pressure  of  the  superincumbent  atmosphere.  , 

When  water  Is  boiled  in  a  glass  vessel,  tiia  phenomena  of  ebullition  may  be 
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distinctly  seen.  On  firat  beating  a  liqnid,  the  dissolyed  air  ii  expelled  ia 
small  bubbles.  As  the  heat  is  continued,  bubbles  of  transparent  and  invisible 
steam  are  formed  in  the  lower  part  of  the  vessel  where  the  heat  it  applied. 
These  grow  smaller  and  smaller  as  they  rise,  and  finally  condense  in  the  colder 
liquid  with  a  series  of  little  noises,  producing  what  we  call  simmering.  After  a 
time,  when  the  mass  of  liqnid  attains  a  nearly  uniform  temperature,  these  bab> 
bles  increase  in  sise  as  they  rise  to  the  surface,  owing  to  the  evaporaUon  from 
their  interior  surfaces,  as  well  as  fVom  the  less  pressure  to  which  they  are  thert 
subjected.  As  they  reach  the  external  air,  at  the  surface  of  the  liquid,  they  con- 
dense in  a  cloudy  Taper,  which  is  commonly  called  steam,  but  which,  in  realitj, 
is  water  in  exceedingly  minute  globules,  steam  itself  being  invisible. 

When  a  liquid  has  reached  the  boiling  point,  a  comparatively  small  qnantitj 
of  heat  maintains  it  at  that  temperature.  Water,  or  any  other  liquid,  boiling 
moderately,  has  the  same  temperature  as  when  it  is  in  violent  ebullition ;  the 
excess  of  heat  only  causing  a  more  rapid  evaporation  of  the  water.  The  boiling 
points  of  certain  liquids  are  shown  in  Table  XYIL 

676.  Circumstanoes  infinenoins  the  boiling  point. — The  prin- 
cipal of  these  are : — 

1.  Adhuion,  It  is  probably  owing  to  the  different  degrees  of  adhe- 
sion between  the  liquid  and  the  surfaces  of  the  vessels,  that  the  boiliBg 
point  of  water  varies  in  vessels  of  different  materials. 

.  2.  SolifU  in  9olutioH  in  liquids  raise  their  boiling  points  in  proportion  to  the 
quantity  dissolved.  Thus,  a  saturated  solution  of  common  salt  boils  at  227^  F.; 
of  nitre  at  240° ;  of  carbonate  of  potash  at  276° ;  and  of  carbonate  of  soda  al 
220°.  This  is  probably  owing  to  the  adhesion  existing  between  solids  and 
liquids,  which  opposes  itself  to  the  repulsive  force  of  heat.  The  v^»or  rising 
C^om  boiling  solutions,  Rudburg  says,  has  only  the  temperature  of  steam  from 
pure  water  boiling  in  free  air.  According  to  Regnanlt,  the  temperature  of  the 
vapor  of  a  boiling  saline  solution,  appears  very  nearly  equal  to  that  of  the 
liquid.  It  is  extremely  difficult  to  obtain  accurate  results,  because  the  bulb  of 
the  thermometer  becomes  covered  with  a  film  of  condensed  water. 

3.  Presmre.  As  ebullition  consists  in  the  rapid  formation  of  vapor 
of  the  same  elasticity  as  the  superincumbent  atmosphere,  it  is  evident, 
that  if  the  pressure  is  diminished,  the  boiling  4^4 

point  will  be  lowered ;  and  if  it  be  increased,  that 
the  boiling  point  will  be  raised. 

The  influence  of  pressure  on  the  temperature  of  ebul- 
lition, is  strikingly  shown  by  placing  a  vessel  of  water, 
which  has  cooled  considerably  below  the  boiling  point, 
beneath  the  receiver  of  an  air-pump  and  exhausting  the 
air,  fig.  484.  As  the  air  is  removed,  the  water  enters 
into  violent  ebullition,  even  at  a  temperature  of  125°. 
Liquids  generally  boil  in  vacuo  at  a  temperature  of  from 
70°  to  140°  below  their  point  of  ebullition  under  the  ordi- 
nary atmospheric  pressure  j  Black  says  140°  for  all  liquids. 

Table  XVI.,  from  Regnanlt,  shows  the  temperature  at 
which  water  boils  under  different  pressures,  represented  by  the  corrrsponding 
heights  of  the  barometrie  oolomn.  These  results  have  been  confirmed  by  direct 
observation. 
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Iq  Table  XVIII.  is  giren  the  boiling  point  of  water  at  different  places,  with 
their  corresponding  elevation  abore  the  lerel  of  the  sea. 

677.  The  onlinary  paradox  is  an  excellent  illustration  of  the  pheno- 
•nena  of  boiling  under  diminished  pressures.  4S6 

A  small  quantity  of  water  is  boiled  in  a  glass  flask 
Qotil  the  steam  has  driyen  oat  the  air.  When  the 
water  is  in  active  eballition,  a  good  cork  is  firmly 
inserted  in  the  month,  and  the  heat  is  removed.  The 
flask  is  then  supported  in  an  inverted  position,  as 
is  shown  in  fig.  485.  The  water  still  continaes  to 
boil  more  violently  than  when  over  the  flame.  If  cold 
water  be  ponred  upon  the  fla^,  the  ebullition  becomes 
sdll  more  violent,  but  will  be  speedily  arrested  by  the 
application  of  hot  water. 

The  cause  of  this  seeming  paradox  is  plain.  When 
the  flask  was  corked,  there  was  only  Uie  yapor  of 
water  above  the  liquid,  the  air  being  driven  out  by 
the  previous  boiling.  By  the  application  of  eold 
water,  a  portion  of  this  vapor  becomes  condensed, 
and  the  water  within  being  under  diminished  pres- 
sure, boils  at  a  correspondingly  low  temperature. 
But  hot  water  thrown  upon  the  flask  increases  the  } 
elasticity  of  the  vapor,  and  the  water  being  thus 
subjected  to  a  greater  pressure,  ceases  to  boil. 

Franklin's  pnlae  glass,  a  double  bulbed  glass,  flg.  486,  parUy  filled 
with  ether  and  closed  while  boiling ;  boils  from  the  ^^ 

heat  of  the  hand,  a  sensible  coolness  being  felt  as 
the  last  portions  of  fluid  rush  out  of  the  empty 
bulb,  the  hand  furnishing  the  heat  needed  to  va- 
porise the  ether. 

678.  Usefnl  applications  in  the  arts  are  constantly  made  of  the 
facts  just  explained,  to  concentrate  yegetable  extracts,  cane-juice,  &o., 
ander  diminished  pressure,  and  consequently  at  a  temperature  below 
the  point  where  there  is  any  danger  of  injury  from  heat.  Sugar  is 
usually  concentrated  thus  in  large  close  copper  vessels,  called  vacuum- 
pans,  at  a  temperature  of  150^  F.,  aided  by  a  powerful  air-pump  and 
condenser  to  remove  the  vapor  rapidly.  There  is  no  economy  of  fuel 
by  boiling  under  diminished  pressure,  as  will  be  understood  from  what 
is  said  hereafter. 

679.  Measurement  of  heights  by  the  boiling  point. — Hypso- 
meter. — On  ascending  mountain^  the  boiling  point  of  liquids  falls, 
because  the  atmospheric  pressure  is  less,  and  conversely  in  descending 
into  mines,  it  rises.  Accurate  observations  show,  that  a  difference  of 
about  543  feet  in  elevation  produces  a  variation  of  V  F.  in  the  boiling 
point  of  water.  The  metastatic  thermometer  (579)  is  used  in  these 
observations.  Fahrenheit  first  proposed  determining  the  heights  of 
mountains  by  the-depressed  temperature  cf  boiling  water. 
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BegDMiIt  hM  designed  an  apparatas  called  a  hypsometer,  fig.  487,  for 
determining  elevations  bj  the  boiling  point  of  water.  It  consists  of  a  copper 
Tessel,  C,  containing  water.  This  is  surmounted  by  a  brass  cylinder  which 
supports  and  encloses  a  thermometer.  The  upper  part  of  this  cylinder  is  form«d 
in  pieces,  t,  which  slide  into  each  other  like  the  tubes  of  a  telescope,  and  serre 
to  confine  the  steam  about  the  thermometer  tube,  as  in  fig.  443.  Air  is  supplisd 
to  the  lamp,  I,  by  the  holes,  o,  o.    The  steam  escapes  by  a  lateral  487 

orifice  in  the  upper  part  of  the  instrument.  488 

680.  High  preMore  steam.  ^  The 
boiling  point  rises  as  the  pressare  in- 
creases, fhh  fact  is  readily  demon- 
strated in  a  general  way  by  Marcet's 
apparatus,  fig.  488. 

A  spherical  boiler  is  supported  orer  a  lamp 
upon  a  tripod  of  brass.  A  thermometer,  f, 
enters  the  upper  hemisphere,  and  its  bulb  is 
exposed  directly  to  the  steam.  A  stop-coek 
and  safety  yalve,  V,  opens  a  oommunication 
to  the  outer  air.  A  manometer  tube.  A,  with 
confined  air  (280)  descends  Into  some  mercury 
placed  in  the  boiler  (whose  lower  hemisphere 
is  for  that  reason  made  of  iron).  The  boiler 
is  filled  with  water  to  the  equator.  When  the 
water  boils  and  the  air  has  been  expelled,  the 
open  stop-cook  is  closed  and  the  steam  com- 
mences to  accumulate.  The  thermometer, 
which  stood  previously  at  212°,  begins  to  rise 
higher  and  higher  as  the  column  of  mercury 
rises  in  the  gauge.  When  the  mercury  has 
risen  in  the  gauge  a  little  less  than  half 
(he  height  of  the  tube,  the  thermometer  will 
indicate  249<'-5  F.,  when  two-thirds  of  the  way  273<>-3,  and  so  on.  Table  XIX. 
gives  the  boiling  point  of  water  at  different  atmospheric  pressures  as  ascer- 
tained by  Regnault. 

Advantage  is  taken  of  the  temperature  of  high  steam  in  the  arts  to  extract 
gelatine  from  bones,  and  to  perform  other  difficult  solutions  and  distillations 
which,  at  212°,  would  be  impossible.  Papin,  a  French  physicist,  who  died  in 
1710,  first  studied  these  effects  of  high  steam  with  an  apparatus  known  as 
Papin's  digester.  It  is  only  a  boiler,  of  great  strength,  provided  with  a  safety 
valve  (then  first  used^. 

681.  Pfodaction  of  odd  by  evaporation. — A  liquid  grows  sen- 
sibly colder,  if  while  evaporating  it  does  not  receive  as  much  heat  as  it 
loses,  and  the  more  sensibly  so,  as  the  evaporation  is  more  rapid. 

Eau  de  cologne,  bay-rum,  or  ether,  evaporating  from  the  surface  of  the  akin, 
produces  very  sensible  coldness,  due  to  the  rapid  absorption  of  the  bodily  heat 
in  the  evaporation.  Portions  of  body  may  be  thus  benumbed  and  rendered 
insensible  to  pain  during  surgical  operations. 
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A  inmmor  shower  eoob  the  air  by  absorbing  heat  firom  the  earth  and  the  air 
during  eTaporation.  Curtains  wet  with  water,  called  tatties,  mach  used  in  India; 
leafy  branches  of  trees,  mossy  banka,  and  fountains  draped  by  climbing  plants, 
are  cool  for  the  same  reason.  Fanning  the  surface  produces  coolness  both  from 
eonduetion  and  evaporation.  Wet  clothes  are  pernicious,  chiefly  from  the  rapid 
loBS  they  cause  of  animal  heat  during  evaporation,  thus  impeding  the  circula- 
tion. In  hot  climates,  where  ice  is  rare,  water  is  cooled  to  an  agreeable 
temperature  by  the  use  of  jars  of  porous  earthenware  placed  in  a  draught  of 
air.  The  surface  moisture  is  rapidly  evaporated  by  the  dry  air,  and  the  water 
in  the  vessels  falls  20  or  30  degrees  below  the  exterior  air,  even  at  80  or  90 
degrees.  Water  is  readily  frosen  in  a  thin  narrow  test-tube  by  the  constant 
evaporation  of  ether  from  a  muslin  cover  drawn  over  the  outside  of  the  tube. 
In  the  East  Indies,  water  is  froxen  by  its  own  evaporation,  aided  by  radiation, 
in  cool  serene  nights,  when  the  external  air  is  not  below  40**.  For  this  purpose 
shallow  earthen  pans  are  used,  placed  in  a  slight  pit  or  depression  of  the  earth 
upon  straw  to  cut  off  terrestrial  radiation.  489 

Water  is  endowed  with  a  remarkable  emissive 
power,  and  will,  as  shown  by  Melloni,  lose  7**  be- 
low  the  atmosphere  by  simple  radiation  in  serene 
nights.  Compared  to  this  remarkable  Indian 
result,  Leslie's  experiment  of  freesing  water  in 
the  vacuum  of  an  air-pump  (over  sulphuric  aeid 
to  absorb  the  vapor,  fig.  489)  seems  simple ;  and  easier  still  is  the  same  effect 
produced  in  the  cryophorus  (or  frost-bearer)  of  Dr.  Wollaston,  flg.  490,  where  a 
portion  of  water  in  one  490 

biifb  of  a  vacuous  glass 
tube  is  frozen  by  its  own 
rapid  evaporation  due  to 
cooling  the  empty  bulb  in 
a  freesing  mixture. 

Twinins'8  ioe  ma- 
chine.— An  apparatus  has  been  successfully  contrived  by  Prof.  Alex.  Twining 
for  producing  ioe  upon  a  commercial  scale  in  those  hot  climates  where  it  cannot 
be  carried  from  colder  countries,  by  the  rapid  evaporation  of  a  portion  of  ether 
eonflned  in  metallic  chambers  contiguous  to  the  water  vessels — the  process,  by 
aid  of  an  air-pump  and  condenser,  being  continuous  and  without  sensible  loss 
of  ether.  This  plan  is  equally  applicable  to  cooling  the  air  of  apartments,  either 
for  the  preservation  of  provisions  or  for  the  comfort  of  the  occupants. 

682.  Latent  heat  of  steam. — A  large  amount  of  heat  disappears 
or  is  rendered  latent  during  evaporation.  According  to  Begnault,  the 
latent  beat  of  steam  is  967°'5.  Its  determination  is  made  in  a  number 
of  ways. 

If  a  vessel  containing  water  at  the  temperatuie  of  82**  is  placed  over  a  steady 
source  of  heat,  it  receives  equal  additions  of  heat  in  equal  times.  Let  the  time 
be  noted  that  ia  required  to  raise  the  temperature  to  212°.  If  now  the  heat  is 
continued  until  all  the  water  is  converted  into  steam,  it  will  be  found  that  the 
time  occupied  in  the  evaporation  was  6^  times  that  required  to  heat  the  water 
through  the  first  180^  i,  e.,  from  32°  to  212°.  Consequently  5^  times  as  much 
heat  is  absorbed  during  the  evaporation  of  water  as  is  required  to  bring  it  to 
boiling  ^int    The  latent  heat  of  steam  U  therefore  about  (180°  X  ^)  ^90°. 
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Again,  the  latent  heat  of  steam  is  determined  by  distilling  a  certain  amount 
of  water  and  condensing  the  steam  in  a  large  yolume  of  the  same  liquid.  If 
the  temperature  be  noted  before  and  after  the  experiment,  it  will  be  foond  that 
the  heat  from  the  steam  formed  from  a  poand  of  water,  was  sufficient  to  nuM 
the  temperature  of  ten  pounds  of  water  99^  The  latent  heat  of  steam  is  there- 
fore again  found  to  be  (99''  X  10)  ^^^°* 

Experiments  conducted  in  the  simple  manner  jnst  mentioned  cannot  bo 
entirely  accurate,  owing  to  a  certain  loss  of  heat  by  Taporixation,  conduetioo, 
and  radiation.  Numerous  precautions  are  therefore  to  be  adopted  to  insure  the 
accuracy  science  demands  in  such  an  investigation,  the  details  of  which  are 
inconsistent  with  our  limited  space. 

The  latent  heat  of  steam  obtained  by  different  experimenters,  varies 
somewhat  as  follows :— Watt,  950° ;  Lavoisier,  1000'' ;  Despretz,  95d°'8 ; 
Briz,  972° ;  Regnaalt,  967°'5 ;  Fabre  and  Silbermann,  964°-8. 

683.  Latent  and  sensible  heat  of  steam  at  different  tempera- 
tores. — The  whole  amount  of  heat  in  steam  is  the  IcUeni  heat,  plus  the 
sensible  heat.  Thus  the  heat  of  steam  at  the  temperature  uf  ebullition 
is  967°'5  +  212°  =  1179°*5.  It  has  heretofore  been  generally  stated, 
that  the  heat  absorbed  in  vaporization  is  less  as  the  temperature  of  the 
vaporizing  liquids  is  higher.  So  that  if  the  sensible  heat  of  steam  at 
any  temperature  is  subtracted  from  the  constant  1179°'5,  the  remainder 
u  the  latent  heat  of  steam  at  that  temperature.  For  example :  the  latent 
heat  of  steam  at  279°-5,  is  900°,  at  100°,  1079°'5,  &o.  This  statement 
however  is  found  to  be  somewhat  inaccurate,  although  in  practice  it 
may  be  assumed  to  be  nearly  correct. 

From  the  experiments  of  Regnault,  it  appears  that  the  sum  of  the 
latent  and  sensible  heat  increases  with  the  temperature  by  a  constaDt 
difference  of  0°'305  for  each  degree  F.,  as  is  shown  in  Table  XXII. 

684.  Mechanioal  force  developed  during  evaporation.— During 
the  conversion  of  a  liquid  into  vapor,  a  certain  mechanical  force  is  exerted. 
The  amount  of  this  force  depends  on  the  pressure  of  the  vapor  and  the 
increase  in  volume  which  the  liquid  undergoes. 

Equal  volumes  of  different  liquids  produce  unequal  amounts  of  vapor  at  their 
respective  boiling  points. 

1  cubic  inch  of  water  expands  into  1696  cubic  in.  vapor  at  boiling  point 
1     "        "  alcohol     "         "      628     "      "       "  "  *' 

1     "     .  "         ether        "         "      298      "      "       "  "  '* 

I     "        "  turpentine  "       193     "      "       "  "  " 

Now  although  the  latent  heat  of  equal  weights  of  other  vapors  is  less  than 
that  of  steam,  yet  no  advantage  would  arise  in  generating  vapor  from  them  in 
place  of  water  in  the  steam>engine.  For  equal  volumes  of  alcoholic  and  aqaeoos 
vapor  contain  nearly  the  same  amount  of  latent  heat  at  their  respective  boiling 
points,  and  such  is  the  case  to  a  great  extent  with  other  liquids.  The  cost  of 
the  fuel  in  generating  vapor  would  be  in  proportion  to  the  amount  of  latent 
ueat  in  equal  vi  Inmes  of  the  vapor. 
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685.  Liquefaction  of  vapors,  or  the  conyerBion  of  vapors  into  liquids, 
18  accomplished  ii  three  ways.  Ist,  hy  cooling;  2d,  by  compression; 
and  3d,  by  chemical  affinity.  Only  the  first  two  of  these  methods  will 
be  spoken  of.  When  vapors  or  gases  are  condensed  into  liquids,  the 
same  amount  of  heat  is  given  out  as  sensible  heat  which  was  absorbed 
and  rendered  latent  when  they  assumed  the  aeriform  condition. 

686.  DiBtiilation  is  the  successive  evaporation  and  condensation  of 
liquids.  The  process  depends  on  the  rapid  formation  of  vapor  during 
ebullition,  and  the  condensation  of  the  vapor  by  cooling. 

DistilUtioii  is  used,  first,  for  the  separation  of  fluids  from  solids,  as  the  dis- 
tillation of  ordinary  water,  to  separate  the  imparities  contained  in  it ;  2d,  for 
the  separation  of  liquids  unequally  volatile,  as  in  the  distillation  of  fermented 
liquors,  to  separate  the  volatile  spirits  from  the  watery  matter. 

687.  Distilling  apparatus  of  various  kinds  is  employed  according 
to  the  special  purpose  to  which  it  is  applied.  The  most  ancient  is 
the  alembic;  its  invention  is  attributed  to  the  Arabs.  It  consists  of  a 
boiler  of  copper  or  iron,  furnished  with  a  dome-shaped  head ;  to  the 
upper  part  of  this  is  attached  a  metal  tube  which  passes  through  a 
vessel  uf  cold  water,  whereby  the  vapor  (as  it  passes  over  when  heat 
is  applied  to  the  boiler)  is  condensed,  and  flows  into  a  proper  receptacle. 

Where  small  quantities  491 

of  liquid  are  to  be  distilled, 
glass  retorts,  fig.  491,  or 
flasks  are  used.  These  are 
heated  by  alcohol  lamps,  or 
by  small  charcoal  furnaces. 
The  receiver  may  consist 
of  a  small  flask  connected 
with  the  neck  of  the  retort, 
as  represented  by  S.  By 
means  of  water  flowing 
continually  on  it  from  B,  a  ^ 
proper  cooling  is  effected. 

688.  Physical  identity  of  gases  and  vapors. — The  difference 
between  gases  and  vapors  is  merely  one  of  degree,  and  their  identity 
in  many  physical  properties  has  already  been  shown.  Thus  the  ratio 
of  their  expansion  by  heat  is  the  same  as  that  of  the  permanent  gases. 
A  permanent  gas  may  be  considered  as  a  super-heated  vapor;  the  vapor 
of  a  liquid  which  volatilizes  at  very  low  temperatures. 

Theory  of  the  liqueDaction  and  solidifi^cation  of  gases. — ^By 
the  last  section,  if  the  excess  of  heat  is  removed  from  a  gas,  it  is  in  the 
same  condition  as  an  ordinary  vapor,  containing  only  sufficient  heat  to 
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mftintun  it  in  the  aeriform  oonditibn.  By  the  oompression  of  a  gu, 
heat  18  evolved,  by  rendering  sensible  the  heat  before  latent.  If  the 
compressed  gas  is  then  surrounded  by  a  freesing  mixture,  the  further 
abstraction  of  heat  causes  the  condensation  of  a  corresponding  portion 
of  gas  into  a  liquid.  It  is  thus  by  condensing  and  cooling  gases,  that 
their  liquefaction  and  solidification  have  been  effected. 

689.  Methods  of  radncing  gaaea  to  Uqiiids.~In  1823,  Farsday 
liquefied  chlorine,  cyanogen,  ammonia,  carbonic  acid,  and  some  other 
gases,  by  the  following  simple  means. 

The  materials  from  wbiob  the  gas  was  to  bo  evolved,  provided  they  weie  solidi, 
were  placed  in  a  strong  glass  tabe^  492 

bent  at  an  obtote  angle  near  the 
middle,  fig.  492,  and  the  open  ends 
hermetically  sealed.  Heat  was  then 
applied  to  the  end  containing  the 
materials  («.  g.  eyanid  of  mercury), 
while  the  empty  end  was  cooled  in  a 
freeiing  mixture.  The  pressure  of  the  gas  evolved  in  so  small  a  space,  united 
with  the  cold,  liquefied  a  portion  of  it  Otherwise,  if  fluids  were  to  be  employed, 
the  tube  had  the  shape  seen  in  fig.  493.  The  fluidg  were  introduced  by  the  small 
frinnel  o  a,  into  the  curves  e  and  6,  and  the  ends,  a,  d,  were  then  sealed  by  the 
blow-pipe.  By  a  simple  turn  of  the  tube,  all  the  fluid 
contents  are  transferred  to  the  end,  a,  fig.  494,  and  the 
empty  end,  d,  is  placed  in  a  freesing  mixture  where  the 
liquid  gas  collects.  Any  fluid  which  distils  over  from 
a,  collects  in  the  bottom  of  the  middle  curve.  A  minute 
manometer  was  introduced  by  Faraday  into  these  tubes, 
in  order  to  determine  the  pressure  at  whichjiquefaction 
occurred.  The  manometer  was  a  small  glass  tube  sealed 
at  one  end,  and  holding  a  drop  of  mercury ;  the  mode 
of  reading  the  pressure  has  been  before  explained  (280). 

Later  researohea  of  Faraday. — In  1845, 
Faraday  published  the  results  of  his  experiments 
on  the  liquefaction  of  gases  by  means  of  solid 
carbonic  acid.  A  mixture  of  this  solid  with  ether, 
in  the  vacuum  of  an  air-pump,  gave  him  a  tempe- 
rature as  low  as  —166'*  F. 

In  such  a  bath,  at  the  ordinary  pressure  of  the 
atmosphere,  chlorine,  oxyd  of  chlorine,  cyanogen,  am-  ^^ 

monia,  sulphuretted  hydrogen,  arseniuretted  hydrogen,  hydriodic  acid,  hydro- 
bromic  acid  and  carbonic  acid,  were  obtained  in  the  liquid  form  under  moderate 
pressures.  These  liquids  were  colorless,  with  the  exception  of  those  from  chlo- 
rine and  oxyd  of  chlorine,  which  are  colored  gases  in  the  ordinary  state.  A 
number  of  the  liquefied  gases  were  solidified.  The  results  obtained  by  Farsday 
on  the  liquefaction  and  solidification  of  gases  may  be  found  in  Table  XX. 
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. — ^To  avoid  the  danger  of  explosion  in  the  use  of  glass  tubes, 
and  at  the  same  time  to  obtain  large  supplies  of  liquid  gases  in  a 
manageable  form,  a  powerful  apparatus  of  iron  has  been  contrived  by 
Thilorier ;  and,  more  lately,  another  by  Bianchi  with  mechanical  com- 
pression, for  a  description  of  which  reference  may  be  had  to  the  Author's 
ChemUtry. 

691.  Properties  of  liquid  and  solid  gases. — Liquid  carbonic  acid 
is  colorless,  like  water,  and  has  a  density  of  0'83.  Its  coefficient  of 
expansion  is  more  than  four  times  that  of  air.  Twenty  volumes  of  the 
liquid  at  32^,  becoming  29  volumes  at  86^ 

The  solidified  acid  obtained  by  the  evaporation  of  a  portion  of  the  liquid, 
appears  in  the  form  of  snow ;  when  congealed  by  intense  cold  alone,  it  is  clear 
and  transparent  like  ice.  It  melts  at  a  temperature  of  — 70®  F.,  and  is  heavier 
than  the  liqnid  bathing  it  The  solid  acid  may  be  preserved  for  many  hoars  if 
it  be  surrounded  with  cotton  or  some  other  poor  conductor  of  heat  It  gradually 
vaporises  without  assuming  the  liquid  form.  The  temperature  of  this  solid,  as 
determined  by  Faraday's  experiments,  is  about  106**  below  0*^  F.  Although  so 
intensely  cold,  it  may  be  handled  with  impunity,  and  when  thrown  into  water, 
the  latter  is  not  frosen.  By  moistening  it  with  ether,  to  which  it  has  a  strong 
adhesion,  its  low  temperature  is  at  once  manifested.  If  mercury  is  placed  in  a 
wooden  basin  and  covered  with  ether,  and  then  solid  carbonic  acid  be  added, 
the  mercury  will  soon  be  froien.  The  temperature  required  to  flreexe  the  mer- 
cury is  about  — 40**  F.  This  froxen  mercury  may  be  drawn  into  bars,  or  moulded 
into  bullets,  or  beaten  into  thin  plates,  if  the  operations  be  performed  with  wooden 
instruments. 

Nattxrer,  with  a  mixture  of  liquid  protoxyd  of  nitrogen  and  bisul- 
phid  of  carbon,  records  a  temperature  of  — 22QP  F.  Even  at  this  low 
temperature,  liquid  chlorine  and  bisulphid  of  carbon  preserve  their 
fluidity. 

In  protoxyd  of  nitrogen  gas,  combustibles  bum  with  nearly  as  great  intensity 
as  in  pure  oxygen ;  combustion  also  takes  place  in  liquid  protoxyd  of  nitrogen, 
notwithstanding  the  intense  cold.  A  fragment  of  burning  charcoal,  thrown  into 
this  liqnid,  bums  with  brilliant  scintillations,  and  thus  almost  at  the  same  point 
there  is  a  temperature  of  about  3000.®  above  and  180®  below  Fahrenheit's  lero. 

692.  ]jatoiir*s  law. — From  his  experiments  on  the  conversion  of 
liquids  into  vapors,  Oaignard  de  Latour  announced  the  following  law : — 

There  is  for  eoery  vaporizable  liquid  a  certain  temperature  and  prea- 
sure  ai  which  it  may  be  converted  into  the  aeriform  state,  in  the  same 
space  occupied  by  the  liquid. 

In  these  experiments,  strong  glass  tubes,  fifmished  with  interior  manometer 
gauges,  were  partially  filled  with  water,  alcohol,  ether,  and  other  liquids,  and 
hermetically  sealed.  The  temperature  of  the  tubes  was  then  gradually  raised. 
Xthe^ becomes  a  vapqf  at  328®,  in  a  space  equal  to  double  its  original  bulk, 
exerting  a  pressure  y(  87*5  atmospheres ;  alcohol  at  a  temperature  of  404®*5, 
with  a  pressure  of  119  atmospheres,  and  water  disappeared  in  vapor,  in  a  spac« 
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four  times  its  own  balk,  at  the  temper»tare  of  about  773^.  If  Mariotte'i  law 
held  good  in  these  cases,  the  pressares  exerted  would  have  been  very  mneh 
greater  than  were  actnally  obserred.  Even  before  a  liqaid  wholly  disappeara, 
the  elasticity  of  the  rapor  is  found  to  increase  in  a  proportion  far  greater  than 
is  the  case  with  air  at  equally  elevated  temperataree.  It  ia  not  therefore  tor* 
prising  that  mere  pressure  fails  to  liquefy  many  bodies  which  exist  ordinarily 
as  gaseji.     Compare  the  statements  respecting  Mariotte's  law  in  ^§  274-277. 

693.  Density  of  vapon. — The  accurate  determination  of  the  density 
of  vapors,  is  of  much  importance  in  Chemical  Physics.  It  is  accom- 
plished by  filling  a  globe,  or  other  vessel  of  glass,  with  the  vapor  at  a 
given  temperature,  and  weighing  it ;  this  weight,  divided  by  the  weight 
of  an  equal  volume  of  air,  under  the  same  circumstances  of  tempera- 
ture and  pressure,  gives  the  density  of  the  vapor.  The  details  of 
the  methods  in  use  for  this  purpose,  belong  more  appropriately  to 
ohemistry. 

i  9.  Spheroidal  oondition  of  Liqoida. 

694.  Spheroidal  state. — Drops  of  water  scattered  on  a  polished 
surface  of  heated  metal  do  not  immediately  disappear,  but  assume  the 
form  of  flattened  spheres,  rolling  quietly  about,  until  they  gradually 
evaporate.  If  the  metal  has  not  a  certain  temperature,  it  is  wetted  by 
the  water  with  a  hissing  sound.  This  observation  was  made  in  1746, 
and  ten  years  after,  Liedenfrost  called  particular  attention  to  the  phe- 
nomenon. IX5bereiner,  Laurent  and  others,  also  experimented  upon 
this  subject.  They  found  that  saline  solutions,  as  well  as  simple 
liquids,  would  act  in  the  same  manner  as  frater.  It  is,  however,  to 
Boutigny  that  we  are  particularly  indebted  for  the  investigation  of  the 
phenomena  of  the  spheroidal  state^f  liquids. 

niiiatration  of  the  spheroidal  state. — ^The  above  experiment  may 
be  variously  performed,  according  to  the  ingenuity  of  the  experimei  ter. 

A  small  smooth  brass  or  iron  capsule  is  heated  over  a  lamp,  fig.  405,  and  a  few 
drops  of  water  allowed  to  fall  upon  it  from  a  pipette ;  the 
drops  do  not  wet  the  metallic  surface,  but  roll  about  in  ^95 

spheroidal  globules,  uniting  together  after  a  time  into  a 
single  mass,  which,  it  will  be  seen,  has  the  form  of  an 
oblate  spheroid,  and  evaporates  but  slowly.  This  is  the 
oondition  distinguished  by  Boutigny  as  the  spheroidal 
state.  If  the  metal  is  allowed  to  cool  gradually,  when 
the  temperature  falls  to  a  certain  point,  the  liquid  will 
burst  into  violent  ebullition  and  quickly  evaporate. 

The  spheroidal  state  may  be  produced  in  a  vacuum  as  well  as  in  the 
air,  upon  the  smooth  surface  ef  most  solids,  and  also  upon  the  surface 
of  liquids. 

Noticeable  phenomena  connected  -with  the  spheroidal  state. 
— ^There  are  several  important  points  to  be  noticed  as  regards  this 
curious  subject.    The  chief  of  these  are,  that^ — 


HEAT.  469 

1.  Tk€  Uwiperature  of  i\»  plate  must  be  greater  than  the  boiling  point  of  the 
liquids,  in  order  to  produce  the  spheroidal  state,  and  it  varies  with  the  boiling 
point  of  the  liqaid  employed. 

Thna,  with  water,  the  spheroidal  state  is  produced  when  the  plate  is  at  a  tem- 
peratoxe  of  340°,  and  may  attain  it  even  at  288° ;  with  alcohol  .^^ 

and  eUier,  the  plate  mast  have  at  least  the  temperature  of  273° 
and  142°  respectively.  "^^^ 

2.  Tke  temperature  of  the  epheroide  is  always  lower  than  the  j!m\ 
boiling  points  of  the  liquids.     This  was  determined  by  Boutigny, 
by  immersing  a  delicate  thermometer  in  the  spheroid,  as  shown 
in  fig.  496. 

Thus,  205°*7  is  the  temperature  of  the  spheroid  of  water ;  168°*5 
that  of  alcohol;  03°*6  that  of  ether;  13°*1  that  of  sulphurous 
aeid. 

The  temperature  of  a  spheroid  is  not  quite  as  definite  as  the 
temperature  of  ebullition  of  the  liquid,  but  rises  somewhat  as  the 
plate  upon  which  it  rests  is  more  intensely  heated. 

3.  The  temprrature  of  the  vapor  from  n  tpheroid  is  nearly  the 
same  as  that  of  the  plate  upon  which  it  rests,  which  proves  that 
the  vapor  is  not  disengaged  from  the  mass  of  the  liquid. 

4.  The  rapidity  of  evaporation  from  a  epheroid,  inereaeee  with 
the  temperature  of  the  plate  upon  which  it  reeta,  as  is  proved  by 
the  following  experiments  of  Boutigny.  The  same  quantity  of 
water  (0*10  gramme,  or  1*534  grs.)  was  evaporated  in  each  case. 
With  tlie  plate  at  the  temperature  of  392°,  the  water  evaporated  in  207  seconds. 
With  the  plate  at  the  temperature  of  752°,  the  water  evaporated  in  91  seconds. 
With  the  plate  at  dull  red  heat,  the  water  evaporated  in  73  seconds.  With  the 
plate  at  bright  red  heat,  the  water  evaporated  in  50  seconds. 

Water,  in  the  spheroidal  state,  evaporates  much  more  slowly  than  at  the  tem- 
perature of  ordinary  ebullition.  Thus,  when  the  plate  was  at  the  temperature 
of  212°,  0*10  grms.  of  water  evaporated  in  4  seconds ;  and  when  at  the  tempera- 
tare  of  302°,  in  207  seconds,  or  about  one-fiflieth  part  as  rapidly. 

fi05.  Spheroidal  state  produced  upon  the  sorfaoe  of  liqulda. — 

A  highly  heated  liquid  may  cause  the  spheroidal  state  in  another  liquid  of  lower 
boiling  point  than  itself. 

Thus,  Peloute  found  that  water  assumed  the  spheroidal  state  on  very  hot  oil  of 
torpentine,  although  the  water  is  the  denser  liquid.  Boutigny  has  thus  sustained 
water,  alcohol,  and  ether  on  sulphuric  acid,  nearly  at  its  boiling  point  With 
sufficient  precautions,  a  number  of  liquids  may  be  thus  piled  one  upon  the  other. 

696.  A  liquid  iu  a  spheroidal  state  is  uot  iu  contact  with  the 
heated  surface  beneath. — This  must  appear,  on  reflection  upon  the 
facts  already  stated,  and  may  be  demonstrated  as  follows : — 

A  horisontal  silver  plate  is  surmounted  by  a  tube  of  the  same  metal,  fig.  497, 
whose  lower  edges  have  two  longitudinal  slits  opposite  to  each  other.  The  plate 
is  placed  upon  the  eolipile  (704)  containing  alcohol,  which  is  nicely  adjusted  to 
a  perfect  level  by  the  screws  in  the  triangular  base.  Silver  is  employed  to  avoid 
the  formation  of  scales  of  ozyd  of  copper,  which  would  interfere  with  the  obser- 
vation by  interposing  themselves  to  the  light. 

When  the  plate  heated  over  the  lamp  reaches  the  proper  temperature,  a  por- 
tion of  water  is  placed  upor  its  centre,  and  immediately  assumes  the  spheroidal 

42  » 
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oondition.    Placing  the  eye  on  a  lerel  with  the  anrfaee  of  the  plate/  and  looking 
throagh  the  apertnrei  in  the  sides  of  the  tube,  the  flame  of  a  candle  oppoiite 
497 


498 


maj  be  distinctly  seen.  This  conld  not  happen  if  the  liquid  was  in  eoDtset 
with  the  plate.  If  a  thick  and  heavy  silver  capsule  is  heated  to  full  whiteneta 
over  the  eolipile,  it  may,  by  an  adroit  movement,  be  filled  entirely  with  water, 
and  set  upon  a  stand,  some  seconds  before  the  heat  declines  to  the  point  when 
contact  can  occur  between  the  liquid  and  the  metal.  When  this  happens,  the 
water,  before  qniet,  bursts  into  steam,  with  almost  explosive  violence,  sad  is 
projected  in  all  directions,  as  shown  in  fig.  498. 

697.  A  repulaive  action  ia  exerted  between  the  spheroid  and 
the  heated  sorface. — This  proposition  follows,  indeed,  as  a  oonse- 
quence  of  the  last.  It  has  already  been  demonstrated,  that  a  liquid  does 
not  wet  a  surface,  when  the  cohesion  which  exists  between  its  particles  is 
double  of  their  adhesion  for  the  solid  (234).  This  adhesion  is  not  only 
diminished  by  heat,  but  a  repulsive  action  is  exerted  between  the  hot 
body  and  the  liquid,  which  becomes  more  intense  as  the  temperatare 
is  higher.  This  repulsive  action  is  strikingly  demonstrated  bj  the 
following  experiment  of  Boutigny : — 

A  few  drops  of  water  were  let  fall  into  a  basket,  formed  of  a  net-work  of 
platinum  wires,  heated  red-hot.  The  water  did  not  pass  through  the  mesbes, 
even  when  the  basket  was  rapidly  rotated.  But  when  the  metal  was  sufBcieoUj 
cooled,  the  water  immediately  ran  through  in  a  shower  of  small  drops,  or  wss 
quickly  dissipated  in  vapor.  It  would  also  seem,  that  vapors,  like  liquids,  trs 
repelled  from  the  heated  surface,  for  Boutigny  found  that  a  hot  silver  dish  wss 
not  attacked  by  nitric  acid,  or  one  of  copper  by  sulphuric  acid  or  ammonia. 
The  latter  substance  had  no  action  npon  either  iron  or  lino  at  a  high  tempera- 
ture. The  suspension  of  chemical  aflinity  nnder  certain  conditions  of  higb 
temperature,  is  a  fact  of  great  interest  in  the  physics  of  the  globe. 

698.  The  oanaes  whioh  prodnoe  the  spheroidal  form  in  liqoidi 
are  at  least  four : — 

Ist.  The  repulsive  force  of  heat  exerted  between  the  hot  surface  and 
the  liquid,  and  which  Js  more  intense  as  the  temperature  rises. 

2d.  The  temperature  of  the  plate  is  so  high,  that  the  water  in  mo- 
mentary contact  with  it,  is  converted  into  vapor,  upon  which  the  sphe- 
roid rests  as  upon  an  elastic  cushion. 
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3d.  TJie  vaptir  is  a  poor  eondvetor  o/heal,  and  thus  prevents  the  «on- 
dut^tiuii  of  heut  fnaii  ilie  metal  to  the  globule.  Another  caofte  which 
prevents  the  liquid  from  hecoming  highly  heated  is,  that  the  rajs  of 
heat  from  the  metal  are  reflected  from  the  surface  of  the  liquid.  This 
is  shown  by  the  fact,  that,  if  the  water  be  colored  by  lampblack,  beat 
is  absorbed,  and  the  evaporation  is  much  more  rapid. 

4th.  Evaporation  from  the  surface  of  the  metal  carries  off  the  heat  as 
it  is  absorbed,  and  thus  prevents  the  liquid  from  entering  into  ebulli- 
tion. The  form  of  the  oblate  spheroid,  which  the  liquid  assumes,  is 
the  combined  result  of  the  cohesion  of  the  particles  to  each  other,  and 
the  action  of  gravity  upon  the  mass. 

6U9.  Freesing  water  and  meroory  in  red-hot  omoibles. — The 
remarkable  phenomena  of  freezing  water,  and  even  mercury  in  red-hot 
crucibles,  are  striking  examples  of  the  production  of  the  spheroidal 
state  of  liquids. 

Boutigny  placed  a  portion  of  liquid  sttlphnrons  acid  in  a  red-hot  yessel.  It 
Msumed  the  spheroidal  state  immediately,  at  a  temperature  below  that  of  its 
•ballition,  that  is,  below  14°  F.  A  little  water  placed  in  the  spheroid  becomes, 
therefore,  cooled  below  32^  F.,  its  freesing  point,  and  is  converted  into  ice. 

Faraday  placed  in  a  heated  crucible  a  mixture  of  solid  carbonic  acid  and 
ether,  which  immediately  assumed  the  spheroidal  state.  Into  it  was  plunged  a 
metal  spoon  containing  meroary ;  almost  immediately  the  mercury  was  froten 
into  a  solid  mass.  The  temperature  in  this  ease  was  probably  as  low  at 
—148*'  F. 

700.  Remarkable  phenomena  connected  with  the  spheroidal 
state. — On  the  principle  explained,  the  hand  may  be  bathed  in  a  vaae 
of  molten  iron,  or  passed  through  a  stream  of  n^elted  copper  unharmed, 
or  one  may  stir  fused  glass  under  water  without  danger.  In  all  similar 
cases,  if  the  temperature  be  sufficiently  high,  the  moisture  of  the  hand 
assumes  the  spheroidal  state,  and  does  not  allow  of  contact  with  the 
heated  mass.  If,  however,  the  hand  is  drawn  rapidly  through  the 
melted  metal,  contact  is  mechanically  produced,  and  injury  follows  this 
rashness.  The  finger,  moistened  with  ether,  may  be,  for  the  same 
reason,  plunged  into  boiling  water  without  injury. 

701.  Bzploaions  produced  by  the  spheroidal  state. — The  ex- 
periment illustrated  by^g.  499,  may  be  modified  to  illustrate  explo- 
Hions,  and  some  other  interesting  facts  consequent  on  the  spheroidal 
state. 

A  copper  bottle,  fig.  490,  is  heated  as  hot  as  possible  over  a  double  current 
\amp,  and  in  this  state  a  few  grammes  of  pnre  water  are  introduced  by  a  pipette. 
The  water  at  once  assumes  the  spheroidal  condition,  and  has  a  temperature  (as 
may  be  ascertained  by  a  thermometer)  below  that  of  its  ebullition.  If  the  neck 
of  the  bottle  is  now  tightly  closed  by  a  good  cork,  the  evaporation  is  so  slight, 
that  the  pressure  of  the  vapor  within  is  not  immediately  sufficient  to  drive  oat 
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the  cork.  If,  boweTer,  the  lamp  ia  withdrawn,  the  metal  will  soon  eool  lafl- 
oiently  to  allow  contaet  of  the  water  with  it  There  will  Uien  be  so  sadden  an 
evolution  of  a  large  yolnme  of  rapor  as  to  drive  the  oork  .^ 

from  the  bottle  with  a  load  explosion. 

Steam  boiler  ezplosions  may  aometiiiies  be 
explained  by  a  knowledge  of  the  principles  here 
elucidated.  Thus,  whenever  from  any  cause  a 
deficiency  of  water  occurs  in  a  boiler,  as  when  the 
pumps  fail  of  a  supply,  or  when,  by  careening,  a  ' 
part  of  the  flues  are  laid  bare  while  the  fire  is 
undiminished,  a  portion  of  the  boiler  may  become 
heated  even  to  redness.  Water  coming  in  contact  i 
with  such  over-heated  surfaces,  would  first  assume 
the  spheroidal  state,  and,  almost  at  the  next 
instant,  burst  into  a  volume  of  vapor  so  suddenly  ' 
as  to  rend  the  boiler  with  frightful  violence.  Numerous  accidents  are 
on  record  where  the  explosion  has  been  so  sudden  as  not  to  expel  the 
mercury  from  the  open  gauges.  The  fact  that  explosions  on  our  Ame- 
rican rivers  have  occurred  most  frequently  just  at  or  after  starting  from 
a  landing,  is  explicable  on  the  view  here  presented ;  the  vessel,  while 
landing  and  receiving  frei^t,  being  careened,  so  as  to  render  the  expo- 
sure of  some  part  of  the  fines  possible. 

702.  Familiar  illnatrationB  of  tha  spheroidal  state,  and  effects 
of  the  spheroidal  state  of  liquids,  are  not  unfrequent  in  common  life 
and  in  manufactures. 

The  most  common  example  of  the  spheroidal  state,  is  that  of  a  drop  of  water 
on  a  heated  stove,  whieh  moves  arQnnd  in  a  spheroidal  mass,  slowly  evaporating. 
The  laundress  determines  whether  her  flat-irons  are  heated  sufficiently  for  her 
purpose  by  touching  the  surface  with  a  drop  of  saliva  on  the  finger.  If  it 
bounds  off,  the  iron  is*  judged  to  be  heated  to  a  proper  temperature.  In  tike 
manufacture  of  window-glass,  constant  application  is  made  of  the  principles 
here  explained.  The  masses  of  glass  are  first  formed  into  a  rude  hollow  cylin- 
der by  blowing  them  in  wooden  moulds.  In  order  to  prevent  the  charring  of 
the  mould,  its  interior  is  moistened  with  water,  which,  assuming  the  spheroidal 
state,  protects  the  wood,  while  it  does  not  injuriously  cool  the  glass. 

Saline  solutions  are  more  efficacious  for  tempering  steel  than  pure 
water.  Now,  as  the  point  of  ebullition  of  saline  solutions  is  higher 
than  that  of  pure  water,  contact  between  the  liquid  and  the'  metal  is 
produced  sooner,  and  thus  the  steel  is  cooled  more  quickly,  and  the 
temper  is  better. 

Melted  metals,  like  iron  or  copper,  allowed  to  fall  into  water,  do  not  throw  the 
water  into  violent  ebullition,  as  might  be  supposed,  but  pass  in  a  brilliant  stream 
to  the  bottom  of  the  vessel,  the  water  in  contact  with  the  metal  assuming  the 
spheroidal  state. 
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{ 10.  The  Steam-Bngine. 

703.  Historical. — ^The  principles  inyolved  in  Jtie  constroetion  and 
theory  of  the  steam-engine,  have  already  been  sufficiently  discussed. 
A  few  words  must  suffice  respecting  their  practical  applications  in  the 
discovery  and  perfecting  of  this  remarkable  machine. 

For  the  first  rudiments  of  our  knowledge  of  steam  as  a  motor,  we 
must  go  back,  as  upon  many  other  so-called  modem  inventions,  to 
Egypt,  where,  130  years  b.  c,  Hero,  or  Ileiro,  describes  in  his  "  Spiri- 
talia  seu  Pneumatica/'  among  many  other  curious  contrivances,  what 
he  calls  the  eolipiU. 

704.  The  eolipile  is  a  metallic  vessel,  globular,  or  boiler-shaped, 
containing  water,  and  provided  at  top  with  two  horizontal  jet  pipes, 
bent  into  the  form  of  an  S. 

This  apparatas,  fig.  500,  is  suspended  over  a  flame,  and  being  free  to  movc^ 
when  the  water  bolls,  the  steam  rushing  out,  strikes  against  the  atmosphere, 
and   the  recoil  drives   the  apparatus  around  with   great  590 

rapidity.  This  is  in  fact  a  direct-action  rotary  steam 
engine,  and  undoubtedly  the  earliest  mecbanicsi  result 
achieved  by  steam  power.  It  has  often  been  re-invented, 
in  numberless  forms,  in  modem  times.  In  another  form 
the  eolopile  is  made  to  blow  by  its  jet  the  flame  of  a  lamp, 
and  in  this  ease  the  boiler  is  fixed  and  filled  with  alcohol  in 
place  of  water,  the  jet  descending  through  the  flame  of  the 
lamp  as  in  the  apparatus  seen  in  fig.  497.  Hero  describes 
also  other  dcTices  where  steam  was  the  moving  power. 

705.  First  steamboat. — Biasco  de  Garay,  a  sea- 
captain  of  Barcelona,  in  Spain,  in  1543,  moved  a 
vessel  of  200  tons  burthen  three  miles  an  hour  by 
paddles  propelled  probably  by  steam,  as  the  moving 
force  came,  it  was  said,  from  a  boiler  containjng 
water,  and  liable  to  burst.  ■ 

This  experiment  was  made  on  the  17th  day  of  June,  1543,  In  presence  of 
Commissioners  appointed  by  the  king,  Charles  V.,  whose  report  secured  the  favor 
of  the  crown  to  the  projector.  But  what  is  unaccountable,  nothing  more  ever 
eame  from  this  singular  success.  De  Oaray  probably  employed  Hero's  eolipile 
on  a  large  scale,  as  Hero's  work  above  named  was  about  that  time  translated 
into  several  languages  and  generally  diffused.  Passing  the  early  efforts  of  Bap-1 
tisU  Porto  and  De  Cans  (a.d.  1615),  of  Brancha  (in  1629),  Otto  V.  Oueriok 
(1650),  and  the  Marquis  of  Worcester  (1663),  we  come  to  the  first  efficient  steam 
apparatus  (that  of  Savary). 

706.  Salary's  engine. — In  1698,  Capt.  Thos.  Savary  obtained  a 
patent  **  for  raising  water  and  occasioning  motions  to  all  kinds  of  mill 
work  by  the  impellent  force  of  fire."  His  apparatus  can  hardly  be 
ealled  an  engine,  or  machine,  since  it  has  no  moving  parts. 
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Fig.  501  is  Savary's  engine.  Two  boilers,  L  and  D,  are  eonneetod  together 
by  the  pipe,  H.  Two  "  condensers/'  P  and  ?',  are  connected  with  the  larger 
boiler,  L,  by  pipes  entering  at  top  of  both,  and  capable  of  being  alternately 
shut  oflf  from  the  boiler  by  a  Talve,  moTod  by 
the  lever  Z.  By  two  branch  pipes  beneath  the 
condensers,  communication  is  established  at  plea- 
sure, by  the  aid  of  the  cocks  1,  2,  3,  4,  alternately 
with  the  well  by  T,  and  the  open  air  by  the  outlet 
pipe  8.  The  boiler,  L,  being  in  action,  the  eon- 
denser,  P,  for  example,  was  filled  with  steam,  the 
oocks  1  and  3  being  dosed.  By  moving  Z,  the 
condenser,  P',  was  next  filled  with  steam  also, 
oocks  2  and  4  being  closed,  and  at  the  same 
instant  cock  3  being  opened,  the  water  rushed  up 
through  T,  to  fill  the  yacnum  occasioned  by  the 
condensation  of  the  steam  in  P.  The  lever,  Z, 
was  then  moved  to  close  P'  and  open  P  again  to 
the  boiler.  Cock  4  now  admitted  cold  water  to 
P',  and  cock  1  being  opened,  the  direct  pressure 
of  the  steam  from  the  boiler  forced  the  water 
out  of  P,  in  a  stream  through  the  discharge 
pipe,  S.  The  water  in  P'  was  also  discharged 
in  the  same  manner,  and  so  on,  alternately,  each 
condenser  was  filled  with  eold  water,  and  again 
discharged,  maintaining  a  continuous  stream  of  water  from  S.  To  supply  the 
waste  of  water  in  the  boiler,  L,  the  contents  of  the  smaller  boiler,  D,  were  from 
time  to  time  forced  by  superior  steam  pressure  into  L,  through  the  pipe  H 
(provided  with  a  valve  for  that  purpose),  reaching  near  the  bottom  of  D,  wbose 
capacity  was  such  as  to  fill  L  to  a  suitable  height  The  boiler,  D,'wa8  then  re- 
filled through  the  pipe,  B,  from  the  supply  box,  X,  attached  to  the  diteharge 
pipe. 

All  the  details  of  Savarj's  oontriyanoe  show  a  nice  adjasimeni  of 
means  to  the  end  to  be  accomplished. 

707.  Papin's  s^am  cylinder,  Newoomen's  engine. — Denys 
Papin  (Prof,  of  Mathematics  at  Marburg),  whose  name  is  ooanected 
with  the  high-steam  digester,  suggested  in  1690  the  use  of  steam  to 
produce  a  vacuum  in  lieu  of  the  air-pump  before  used. 

For  this  purpose  he  constructed  the  cylinder  of  sheet  iron,  and  built  a  fire 
beneath  it«  bottom,  to  boil  a  portion  of  water  there  placed.  When  the  cylinder 
was  filled  with  steam,  the  piston,  before  held  up  by  a  latch,  descended  «s  the 
steam  was  condensed.  No  practical  result  followed  this  clumsy  contrivanee,  on 
which  Papin's  countrymen  rest  his  claims  to  be  considered  as  the  inventor  of  the 
steam-engine. 

Thos.  Nbwco¥En»  in  1710,  first  put  in  practice  the  use  of  a  cylinder 
and  piston  in  the  pteam-engine,  in  which  the  steam  was  alternately 
admitted  and  again  condensed  by  a  stream  of  cold  water.  This  engine 
operated  against  the  pressure  of  the  atmosphere,  and  was  effSectaal  in 
only  one  direction,  t.  e.,  it  was  a  single  acting  engine. 
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708.  The  atmospheric  engine  is  well  illustrated  by  the  apparatus 
shown  in  fig.  502,  which  was  oontrived  by  Dr.  Wollaston,  to  show  the 
nature  of  Papin's  cylinder. 

A  glass,  or  metaUio  tube,  with  a  bulb  to  hold  water,  i«  fitted 
with  a  piston.  This  piston-rod  is  hollow,  and  closed  by  a 
lerew  at  a.  This  screw  is  loosened  to  admit  the  escape  of  the 
air,  and  the  water  is  boiled  oyer  a  lamp :  as  soon  as  the  steam 
iasaes  freely  from  the  open  end  of  the  rod,  the  screw  is  tight- 
ened, and  the  pressure  of  the  steam  then  raises  the  piston  to 
the  top  of  the  tube,  the  experimenter  withdraws  it  from  the 
lamp,  the  steam  is  condensed,  and  the  air  pressitfig  on  the  top 
of  the  piston  forces  it  down  again ;  when  the  operation  may  be 
repeated  by  again  bringing  it  over  the  lamp. 

In  all  the  early  steam-engines,  the  steam  was  condensed 
within  the  cylinder,  either  by  water  applied  externally,  or  by  a 
jet  of  water  thrown  directly  into  the  cylinder.  It  is  rery  obri- 
ons,  that  a  great  loss  of  fuel  and  time  waa  thus  invoWed  in 
bringing  the  cylinder  np  again  to  212^,  before  a  second  stroke 
eonld  be  made. 

Nkwcomsh  and  Sxbaton  constructed  rery  large  engines,  however,  on  this 
principle,  and  applied  their  power  directly  to  the  pumping  of  mines.  Although 
Smeaton  introduced  an  improved  kind  of  mechanical  work  and  many  improre- 
ments  in  minor  details,  and  better  boilers,  he  succeeded  only  in  raising  the 
arerage  duty  of  steam-engines  from  about  five  and  a  half  millions  of  pounds, 
raised  one  foot  by  a  bushel  of  coal  (80  lbs.)  burned,  to  about  nine  and  a  half 
miUions,  in  his  best  engines.  A  good  pumping  engine  now  raises  from  ninety 
to  one  hundred  and  thirty  millions  of  pounds  for  every  bushel  of  coal  burned. 

709.  Watt's  improvements  in  the,  steam-engine. — The  steam- 
engine  as  it  was  left  by  Smeaton  was,  as  we  have  seen,  only  a  steam 
pump,  confined  to  the  single  function  of  rabing  water,  and  incapable 
of  general  use,  as  well  from  its  imperfections  as  from  the  enormous 
cost  of  fuel  it  required. — ^Watt,  in  1763,  was  a  maker  of  philosophical 
instruments  at  Glasgow,  and  had  occasion  to  repair  a  model  of  the 
Newcomen  engine.  The  study  of  this  machine  and  its  defects,  led 
Watt  to  construct  a  new  model,  in  which  the  steam  was  condensed  in 
a  separate  vessel,  in  connection  with  which  he  subsequently  found  it 
advantageous  to  use  an  air-pump— to  aid  in  keeping  the  vacuum  good, 
as  it  was  otherwise  vitiated  by  atmospheric  air  leaking  in,  and  coming 
from  the  water  of  the  boiler.  These  ideas  were  matured  and  realized 
in  1765,  and  in  1769  he  took  out  his  patent,  in  which  all  the  essential 
features  of  our  modem  steam-engiq^s  are  included.  In  connection  first 
with  Mr.  Roebuck,  of  Garron  Iron  Works,  and  subsequently  with  Mr. 
Bonlton,  of  Soho,  he  put  his  ideas  in  practice,  and  by  reserving  to  the 
patentees  one-third  part  of  the  saving  of  fuel  effected  by  his  improve- 
ments, his  genius  was  rewarded  by  the  accumulation  of  a  princely 
€>rtnne. 
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Watt's  in  'sntion  of  low  ppeBSure  condensing  engines  stancU  without  a  |>anllel 
in  the  history  of  science  for  the  perfect  realisation  of  all  the  conditions  of  the 
problenis  to  be  solved  —  the  perfect  mastery  of  the  laws  of  nature— the  qm 
of  matter,  by  which  they  were  accomplished,  and  the  thorough  exhaustiou  of 
the  subject  eyen  in  its  minutest  details,  so  that  to  this  day  we  hare  no  improye- 
ments  in  this  machine  involving  a  single  principle  unknown  to  Watt.  In  tbe 
beauty  and  perfection  of  mechanical  work,  in  sice  of  parts,  and  tbe  strength 
of  boilers,  we  have  machines  greatly  superior  to  any  Watt  ever  saw,  but  it  w«i 
bis  genius  that  rendered  those  perfections  possible,  and  supplied  the  very  power 
by  which  they  have  been  worked  out. 

710.  The  low  presaaie  or  oondensing  engine. — The  low  pres- 
sure engine  is  employed  in  all  situations  where  economy  of  fuel  and 
the  best  mechanical  effect  from  it  are  the  ruling  considerations,  and 
where  lightness  and  simplicity  of  construction  is  unimportant.  This 
machine  now  remains  almost  exactly  as  Watt  left  it.  Owing  to  tbe 
nearly  perfect  vacuum  obtained  in  it  by  the  condenser  and  air-pump, 
much  less  pressure  of  steam  is  required  to  produce  a  given  mechaoical 
result ;  e,  g,,  if  the  vacuum  is  equal  to  fourteen  lbs.  atmospheric  pres- 
sure, then  a  steam  pressure  of  six  lbs.  would  give  an  efficient  moving 
force  of  twenty  lbs.  to  the  machine.  Hence  the  propriety  of  the  term 
*'  low  pressure"  engine ;  but  in  practice  it  is  found  advantageous  to  use 
higher  pressures  in  the  condensing  engines  than  Watt  ever  contem- 
plated. 

Fig.  608  is  a  section  of  the  cylinder,  A,  condenser,  e,  air-pump,  hoi  and  cold 
well,  and  a  view  of  the  most  important  attached  parts  of  a  modem  oondeniing 
engine.    The  cylinder,  A,  is  seed  receiving  steam  at  top  through  the  throttle- 
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valve,  a,  driving  down  the  piston,  B,  with  its  rod,  C.    A  stream  of  cold  water 
injected  into  the  condenser,  e,  has  completely  condensed  all  the  residual 
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of  the  former  stroke  which  has  foand  its  way  from  A  by  the  edaction  pipe,  d, 
10  that  the  piston^  B,  is  descending  into  a  nearly  perfect  yacuum  (671).  The 
hot  water  of  this  condensation  is  constantly  drawn  off  through  the  valve,  k,  by 
the  air-pomp  whose  valvos,  1 1,  rise  to  allow  its  flow  into  the  hot  well,  l,  whence 
it  finds  its  way,  solicited  by  the  plunger  pump,  S,  to  the,  boilers  by  the  pipe,  P, 
and  its  valves,  o  o.  The  cold  water  pnmp,  g,  supplies  a  steady  stream  of  cold 
water  by  the  spent,  r,  to  the  oold  well.  By  the  time  the  piston,  B,  has  reached 
its  lowest  point  of  descent,  the  valve  rod,  V,  and  eccentric  bar,  S,  have  moved 
so  as  to  open  the  lower  steam  ports  and  reverse  the  direction  of  the  piston, 
when  the  steam  above,  B,  is  in  its  turn  taken  into  the  condenser,  e,  by  the 
appropriate  channels,  and  removed  as  already  explained  for  the  downward 
strokes  The  piston  rod,  C,  and  valve  and  pump  rods,  are  connected  above 
with  the  great  working-beam,  whose  further  extremity  conveys  the  power  of 
the  engine  by  the  pitman,  G,  through  the  orank  pin,  H,  to  the  main  shaft,  E, 
on  which  is  the  fly-wheel,  L,  to  give  steadiness  of  motion  to  the  whole  appa- 
ratus. The  arrows  show  the  motion  of  these  parts  as  the  piston  descends. 
The  governor,  s,  oo^^trols  the  throttle-valve,  a,  by  connections  not  shown  in 
this  drawing. 

711.  The  high  pressure  engine. — In  this  machine,  the  escape 
steam  is  driven  out  against  the  pressure  of  the  atmosphere,  and  no 
attempt  is  made  to  utilize  its  capacity  to  form  a  vacuum,  consequently 
this  form  of  apparatus  could  be  used  as  well  with  condensed  air,  or 
any  other  elastic  fluid,  as  with  steam,  if  there  was  any  other  that  could 
compete  in  economy  with  it.    The  lightness,  simplicity,  and  low  cost 
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of  the  high  pressure  engine,  make  it  availa- 
ble in  spite  of  its  uneconomical  use  of  steam, 
in  many  situations  where  a  condensing  en- 
gine would  be  unavailable. 

The  steam  arrives  by  the  pipe,  Z,  fig.  604,  to 
the  steam  chest,  B,  and  is  admitted  alternately 
by  the  ports  ed,  to  the  top  and  bottom  of  the 
cylinder,  A  A,  as  the  valve  rod,  8,  actuated  by 
the  eccentric,  /,  on  the  main  shaft,  opens  and 
shuts  the  ports  by  the  slide  valve  in  K.  The 
escape  steun  makes  its  exit  through  q  to  the 
atmosphere.  The  pitman,  P,  conveys  the  motion 
of  the  piston,  C,  to  the  crank,  Q,  and  the  main 
shaft,  on  which  is  the  large  fly-wheel,  x,  to 
aeeumulate  momentum.  The  flow  of  steam  is 
regulated  by  the  governor,  V,  whose  balls  fly 
out  with  the  centrifugal  force  of  a  more  rapid 
motion,  and  by  the  rod,  A  h,  close  more,  or  less 
the  throttle-valve,  s,  which  regulates  the  supply 
of  steam ;  the  pump,  o  o,  supplies  water  to  the 
boiler,  and  is  moved  by  the  rod  and  eccentric,  g,  ff^ 
on  the  main  shaft. 

712.  The  out  off. — The  supply  of  steam  both  to  the  high  and  low 
pressure  engine  is  further  regulated  by  a  contrivance  called  the  *'  cut 
48 
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off,"  which  may  be  set  to  out  off  the  flow  of  Bteam  entirelj,  or  mi  may 
portion  of  the  stroke,  as  one-half,  or  one-third.  The  expansion  of  the 
steam  then  completes  the  work,  and  great  economy  of  fuel  is  found  to 
follow  its  use. 

713.  Steam  boilera. — The  form  of  steam  boilers  varies  yery  much 
with  the  purpose  to  which  they  are  to  be  applied.  On  land,  large 
boilers  may  be  safely  used,  which  would  be  wholly  valueless  at  eca,  or 
on  a  locomotive  engine. 

Plate-iron  vtrongly  riveted  and  braced,  is  the  material  combiniDg  the  greatest 
ecoDomj  and  strength.  Copper  can  be  osed  only  when  the  fuel  contains  no  sul- 
phur, and  is  the  best  material  to  resist  corrosive  agents.  Simple  cylindrical 
boilers,  laid  horizontally,  with  a  fire-flue  under  the  whole  lower  surface,  are 
commonly  used  for  high  pressures.  When  these  are  made  large  enong^h  to 
receive  the  furnaces  within  and  distribute  the  heat  in  interior  flues,  they  are 
called  Cornish  boilers.  When  their  50& 

-^^construction  is  still  ftirther  modi- 
fied, with  reference  to  the  greatest 
possible  increase  of  fire  surface, 
they  are  called  locomotive  boilers, 
as  in  the  annexed  figure,  505; 
which  is  the  common  locomotive 
boiler  seen  in  section.  D,  is  the 
feed-door,  for  fuel  to  the  furnace 
or  fire-box.  A,  which  communi- 
cates by  numerous  small  hori- 
zontal tubes,  entirely  surrounded 
by  water,  with  the  base  of  the 
chimney,  B,  into  which  the  blast  of  exhaust  steam  from  the  engine  is  driven  at 
K.  E,  is  the  steam  chamber,  where  a  trumpet  tube  in  the  dome  conveys  the 
dry  steam  on  its  way  to  the  cylinder  through  F.  Steam  boilers  are  supplied 
with  hot  water  by  a  force  pump,  and  gauge  cooks  indicate  the  water  level. 

714.  Mechanical  power  of  steam. — Horse-power. — As  ateam- 
engines  were  originally  employed  to  take  the  place  of  horses  in  raising 
water,  it  was  natural  to  estimate  their  power  by  the  number  of  animals 
they  replaced.  The  value  of  any  force  is  correctly  stated  as  the  num- 
ber of  pounds  raised  one  foot  high  in  a  given  time  (footr-pounds).  As 
the  use  of  steam  became  general,  the  term  horse-poyoer  was  retained, 
but  its  use  was  restricted  by  Watt  to  mean  33,000  lbs.  raised  one  foot 
per  minute,  or  nearly  2,000,000  lbs.  raised  one  foot  per  hour. 

As  one  cubic  foot  of  water  converted  into  steam  yields,  in  round  numbers, 
1700  cubic  inches  of  vapor,  its  mechanical  effact  at  atmospheric  pressures,  is 
equivalent  to  raising  15  lbs.  1700  inches  (or  142  feet)  in  a  tube  of  one  ineh  area. 
Bat  15  lbs.  raised  142  feet,  is  the  same  thing  as  142  times  15  lbs.  raised  one  tooX, 
or  IISO  lbs.,  or  nearly  a  gross  ton.  The  total  mechanical  force  developed  by 
el  nging  one  cubic  inch  of  water  into  1700  cubic  inches  of  steam  is,  therefore, 
nearly  one  ton.  Only  60  or  70  parts  of  this  power  are,  however,  reg'urded  as 
a .  raally  available  in  use,  deducting  friction  and  loss  from  other  oausAs.    Thera- 
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fM<By  the  evaporation  of  a  eabic  foot  of  water  in  an  hour,  subject  to  this  deduetion, 
will  give  the  full  force  of  about  1000  cubic  inches  of  water  converted  into  steam, 
as  the  ezpreasion  of  one-horse  power  (yit.,  33,000  lbs.  X  ^0  =i  1,980,000  lbs.), 
or  nearly  2,000,000  lbs.  raised  one  foot.  This  is  a  somewhat  rough  approxima- 
tion, but  it  gires  constants  easily  remembered  and  sufficiently  near  the  truth. 

A  boiler  of  one-hundred  horse  power  means,  then,  a  boiler  capable  of  evapo- 
rating 109  cubic  feet  of  water  per  hour. 

In  practice,  it  is  common  to  allow,  in  large  land  engines,  for  erery  horse 
power,  one  square  foot  of  fire  bars  in  the  grate,  three  cubic  feet  of  furnace 
room,  ten  cubic  feet  of  water  in  the  boiler,  and  ten  cubic  feet  of  steam  chamber. 
In  locomotives  and  steamships,  these  proportions  vary  very  much. 

715.  XSvaporating  power  and  value  of  fuel. — In  England,  engi- 
neers estimate  ten  pounds  of  bituminous  coal  for  every  cubic  foot  of 
water  (i.  e,  every  horse  power)  to  be  evaporated.  In  carefully  con- 
structed boilers,  however,  this  effect  is  produced  by  seven  or  eight 
pounds  of  coal.  In  the  Cornish  boilers,  where  a  very  large  evaporating^ 
sar&ce  is  allowed,  five  pounds  of  coal  only,  and  sometimes  less,  are  used 
per  horse  power.  In  the  United  States,  anthracite  coal  averages  ten 
pounds  of  water  evaporated,  for  every  pound  of  coal  burned.  This 
would  g^ve  6*25  lbs.  of  anthracite  for  each  cubic  foot  of  water  evapo- 
rated. A  well  regulated  current  of  rapor  conducted  over  the  flame  of 
bituminous  coal  by  Dr.  Fyfe,  raised  the  evaporative  effect  produced  37 
per  cent,  above  what  was  obtained  from  the  unassisted  coal.  This 
increase  is  due  to  the  decomposition  of  the  steam  by  the  hot  fuel,  and 
the  consequent  effect  of  the  pure  oxygen  on  the  carbon.  Well  seasoned 
wood  (beech  or  oak),  still  containing  about  20  per  cent,  of  water,  and 
well  dried  peat,  have  about  equal  evaporating  power,  and  are  only 
about  two-fifths  as  effective  as  an  equal  weight  of  ordinary  bituminous 
coal. 

Welter  has  observed  that  those  quantities  of  a  oombustible  body  which  require 
an  eqnal  amount  of  oxygen  for  combustion,  evolve  also  equal  quantities  of  heat ; 
although  later  researches  show  this  conclusion  not  to  be  strictly  true,  it  is  sup- 
ported by  many  facts.  In  all  cases  of  combustion,  the  action  is  reciprocal ;  the 
oxygen  is  burned  in  the  fuel  as  truly  as  the  fuel  by  tiie  oxygen,  and,  therefore, 
the  same  amount  of  heat  is  generated  by  a  given  amount  of  oxygen,  whether  in 
converting  carbon  into  carbonic  acid,  or  hydrogen  into  water.  To  burn  one 
part  of  carbon,  requires  2-86  parts  of  oxygen  (CO,  =  16  -i-  6  -^s  2-66),  and  to 
bum  one  part  of  hydrogen,  requires  8  parts  of  oxygen.  It  has  been  proved 
experimentally  (by  Rumford)  that  78  parts  of  water  are  raised  from  32^  to  212*^ 
by  burning  one  part  of  carbon,  while  one  part  of  hydrogen  so  burned  will  raise 
236*4  parts  of  water  through  the  same  degrees.  It  therefore  follows,  that  one 
part  of  oxygen,  burning  carbon,  will  heat  78  -i-  2-66  =  29*25  parts  of  water 
from  32^  to  212^;  and  also  that  the  same  quantity  of  oxygen,  in  burning 
hydrogen,  will  heat  236-4  -f-  8  =»  29-56  parts  of  water  through  the  same  degrees. 
The  heating  eJSect  of  oxygen  may,  therefore,  be  assumed  to  be  30,  or,  in  units 
of  beating  power,  5400. 

If  the  heating  effect  of  pore  carbon  is  talren  at  unity,  the  relative  heating 
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effects  of  oombnstibles  will  range  as  follows  for  equal  weights: — hjdrogvn,  3; 
vegetable  oil,  1*15 — 1*22;  ether,  1-02 ;  carbon,  1;  wood  charcoal,  0-96 ;  alcohol, 
0*S6;  good  coal,  0*77;  dry  wood,  0-46;  wood  (with  20  per  cent*  water),  0-36; 
peat»  0-33— 0-38.— (Knapp.)     Compare  §  753. 

The  best  expansive  steam-engines,  it  is  calculated,  give  back,  in  the 
form  of  mechanical  work,  only  about  18  per  cent,  of  the  heat  generated 
by  the  fuel  burned  in  driving  them. 

Prof.  W.  R.  Johnson  ("experiments  on  coals")  and  oth^s,  argue, 
as  the  result  of  experiment,  that  the  total  amount  of  carbon  in  a  fuel, 
is  the  measure  of  its  practical  evaporative  power.  His  results  very 
nearly  sustain  this  view.  He  found,  also,  that  about  86  per  cent,  of 
the  total  heating  power  were  expended  in  evaporating  water,  and  about 
14  per  cent,  were  lost  in  the  products  of  combustion.  Of  the  total 
heating  power,  by  calculation,  about  26  per  cent  were  lost  in  practice, — 
as  deduced  from  the  experimental  effects  stated  in  his  tables. 

2  11.  Ventilation  and  "Warmins. 

1.    VENTILATION. 

716.  Correnta  in  air  and  gases  depend  upon  principles  wfaidi 
have  already  been  fully  explained, — but  the  subjects  of  ventilation  and 
artificial  heating  are  of  such  great  importance  in  daily  life,  that  they 
demand  a  brief  and  separate  consideration. 

Currents  arise  in  air  from  differences  of  temperature  and  Tariations 
of  pressure.  The  perfect  freedom  of  movement  in  air,  renders  its  fluc- 
tuations from  these  causes  incessant  If  the  air  was  visible,  every 
candle,  gas-light,  stove,  furnace-flue,  and  human  body,  would  be  seen 
to  be  the  centre  of  an   ascending  506 

column  of  heated  air,  whose  place 
was  constantly  supplied  by  other  and 
colder  particles. 

On  the  law  of  the  eqnUibrinm  of  fln- 
ids,  the  ascending  currents  most  indnce 
others,  descending  and  horisontal,  and 
thus  a  circnlatory  motion  is  imparted, 
even  by  a  single  lighted  candle,  to  the 
whole  gaseons  contents  of  a  qniet  apart- 
ment These  currents  are  made  visible 
whenever  the  candle  smokes.  If  the 
door  of  a  heated  apartment  stands  i^ar, 
and  a  candle  is  held  near  the  top  crack,  e, 
fig.  506,  the  warm  air  of  the  room  is  seen 
to  draw  outwards,  carrying  the  flame  with 
it,  and  a  corresponding  cold  current,  a, 
Hows  in  at  the  bottom, — while  a  point, 
b,  will  be  found,  midway  its  height,  where  the  candle  flame  is  undisturbed.    6e 
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a  window,  partly  open,  will  occMion  a  draaght  of  eool  air,  blowing  in  at  the 
bottom  of  the  opening,  and  a  compensating  warm  current  will  escape  outwards, 
abore. 

This  oonstant  interchange  of  motion  in  unequally  heated  masses  of 
air,  while  it  soon  poisons  the  confined  atmosphere  of  a  close  apartment, 
where  many  persons,  irith  or  without  lights,  are  assembled,  also  supplies 
the  easy  means  of  curing  one  of  the  greatest  eyils  of  civilized  commu- 
nities. 

717.  Draught  in  ohimneyB. — Chimneys  draw  because  the  products 
df  combustion  discharged  into  them,  are  specifically  lighter  than  the 
Duter  air.  The  column  of  heated  air,  0  D,  fig.  507,  rises  with  a  velocity 
proportionate  to  the  excess  of  weight  in  a  column  of  the  outer  air,  A  B, 
of  the  same  area  and  height  The  laws  of  falling  bodies  (71)  apply 
to  this  case  in  every  particular. 

Suppose,  for  example,  a  chimney  is  18  feet  high,  and  the  gases  in  it  are 
heated  to  100®  F.,  the  outer  air  being  70**.  The  contained  column  would,  there- 
fore (607),  expand  ^,-,  or  about  ^^th  of  its 
original  bulk  at  70°.  A  column  of  19  feet  of 
such  air  would,  therefore,  be  required  to  coun- 
terbalance one  of  18  feet  high  in  the  exter- 
nal air  at  70%  and  of  the  same  area.  The 
heated  air  will,  therefore,  rise  (for  the  same 
reason  that  a  balloon  rises),  with  a  velocity 
equal  to  that  acquired  by  a  body  falling  through 
one  foot,  «.  e.,  a  space  equal  to  the  difference  in 
height  of  the  two  oolunms— of  equal  tctight. 
The  laws  of  gravity,  therefore,  supply  the 
means  of  calculating  the  theoretical  velocity 
of  the  ascending  column,  and  of  course  that, 
with  the  area  of  the  cross  section  of  the  flue, 
will  determine  the  quantity  of  air  passing 
through  the  chimney  in  a  given  time.  But  the 
friction  of  the  air  against  the  sides  of  the  flue, 
and  the  varying  density  of  the  products  of 
eombustion  compared  with  air,  diminish  the  I 
Uieoretical  velocity,  and  it  is  usual  to  allow  a  ^ 
deduction  of  one-fourth  for  these  causes.  The  following  rule  will  be  found  to 
give  a  sufficiently  exact  practical  expression  of  the  velocity  of  air  in  chimneys 
and  ventilating  flues. 

Multiply  the  square  root  of  (he  difference  in  height  of  the  two  columns 
of  air  (deduced  as  above)  expressed  in  feet  and  decimals  of  a  foot,  by 
eiyht;  deduct  onefourth,  and  the  product  of  the  remainder,  multiplied 
by  sixty,  wiU  give  the  velocity  of  efflux  per  minute;  and  the  area  of  the 
flue  infect,  or  decimals  of  afoot,  multiplied  by  the  velocity,  wHl  give  the 
number  of  cubic  feet  discharged  per  minute. — (Hood.) 

This  rule,  in  the  case  suf  posed,  would  be  i  (Sl/I)  X  ^0  =-  360  cubic 
48* 
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feet  of  gases  discharged  per  minute,  by  a  flae  18  feet  high  and  one  Ibel 
area,  whose  temperature  is  SO**  above  the  outer  air. 

Chimneys,  in  the  sense  we  mean,  were  not  known  to  the  ancients.  Holes  un 
the  roof,  and  windows  allowed  the  escape  of  smoke  from  the  kitchens  of  the 
Inxarious  Romans.  Bat  the  mild  climate  of  the  Mediterranean  ahorefl  did  not 
require  much  attention  to  means  of  artificial  warmth.  In  the  hoasea  of  ancient 
Heroulaneum  and  Pompeii,  exposed  in  modem  times,  there  are  no  chimneys. 
But  even  in  England  and  France,  where  fires  in  winter  are  necessary,  chimneys 
were  first  introduced  only  in  the  middle  of  the  14th  century.  The  Curfew  Bell 
(eouvre-feu,  fire  cover)  was  needed  as  a  precaution  against  the  danger  of  fiiea, 
without  chimneys. 

Reversed  draughta  and  smoky  chimneys  oocnr,  lat,  when  the 
flue  or  fire-place  is  badly  constructed ;  2d,  when  two  flues  open  into 
one  apartment,  or  two  connecting  apartments,  and  there  is  a  fire  in 
only  one  flue ;  3d,  when  a  powerful  fire  exists  in  one  part  of  the  honse^ 
as  the  kitchen,  for  instance,  without  an  adequate  supply  of  air  from 
without,  it  will  draw  the  needed  supply  through  the  smaller  flues  in  all 
parte  of  the  house,  reversing  the  draught  in  them ;  4th,  when  (as  in 
many  old  houses)  the  flue  is  so  large  that  cold  currents  may  descend  in 
the  angles,  while  a  heated  one  ascends  the  axis ;  5th,  when  a  neighbor- 
ing higher  house  or  eminence  directs,  in  certain  states  of  the  wind,  a 
cold  current  down  the  flue. 

The  remedy  for  reversed  draughts  is  best  found  in  one  commanding 
central  stack,  into  which  all  the  minor  flues  discharge,  while  exhaust- 
ing cowls,  like  fig.  511,  are  the  best  cure  of  smoky  chimneys. 

718.  Products  of  respiration  and  combustion,  and  necessity 
for  ventilation. — ^By  contact  with  the  lungs,  and  with  burning  fuel, 
the  air  is  contaminated,  chiefly  with  carbonic  acid,  water,  effete  nitro- 
gen, oxyd  of  carbon,  and  animal  odors.  Every  full  grown  individual 
consumes,  in  every  minute  of  quiet  respiration,  about  500  cubic  inches 
of  air.  About  14  ounces  of  carbon  are  burned  by  the  air  out  of  the 
body  of  a  man  in  twenty-four  hours,  and  all  this  is  returned  in  the 
form  of  carbonic  acid  to  the  air. 

Such  air  cannot  he  hreathed  again  without  danger.  Mixed  with  the  sur- 
rounding air,  it  contaminates  that  also.  Headache,  languor,  uneasy  respiraUon, 
nausea,  faintness,  and  syncope  are  results  which  always  follow  from  breathing 
air  contaminated  with  these  poisonous  exhalations,  even  in  very  moderate 
quantity.  Even  two  per  cent  of  carbonic  acid,  derived  from  respiration  or 
combustion,  may  produce  all  the  symptoms  above  named.  The  full  ohemioal 
and  physiological  evidence  upon  this  important  subject  cannot  be  here  giVen, 
but  the  evils  arising  from  the  slow  and  insidious  effects  of  the  poison  of  bad 
ventilation,  can  hardly  be  over  estimated.  In  ordinary  combnation,  espeeisdly 
with  slow  fires  and  an  imperfect  supply  of  air,  carbonic  oxyd  is  alao  produc^d^ 
and  this  is  one  of  the  gases  most  likely  to  leak  from  hot-air  furnaces  when  tha 
joinUi  are  not  tight.  It  is  much  more  destructive  of  life  than  carbonio  aeid,  or 
thosEo  gases  of  smlphur,  whose  presence  is  at  once  declared  by  their  odor. 


HSAT.  488 

719.  The  qaantitj  of  vapor  given  off  by  the  body,  in  sensible 
and  insensible  perspiration,  and  by  the  Inngs,  is  very  considerable, 
being  not  less  than  ten  or  tweWe  grains  each  minute,  or  about  three 
pounds  per  day,  which,  with  the  quantity  of  carbonic  acid  expired, 
makes  about  three  and  a  third  ponnds,  besides  other  ezcrementitioaa 
matter,  given  off  in  twenty-four  hours. 

If  the  air  of  a  crowded  apartment  is  eondneted  through  water,  bo  mnoh  ani- 
mal matter  is  ooUected  in  the  water  as  to  ooeasion  a  speedy  patrefaotire  fermen- 
tation, with  a  disgusting  odor.  The  blast  of  air  escaping  at  the  upper  rentilator 
of  a  crowded  assembly  room,  is  so  oppressive  as  to  produce  immediately  the 
most  distressing  symptoms.  While  we  instinotirely  shun  all  contact  with 
unclean  persons,  and  what  we  call  dirt,  even  refusing  a  oup  that  has  pressed 
the  lips  of  another,  and  esteem  all  water  not  transparent  as  foul,  it  is  marrellons 
with  what  thoughtlessness  we  resort  to  crowded  and  ill-ventilated  public  places, 
and  drink  in  the  subtle  poison  exhaled  from  the  lungs,  skin,  and  clothing  of 
every  individual  in  the  assembly.  Especially  when  wo  remember  that  while 
the  digestive  apparatus  eaa  seleet  and  assimilate  nutriment  from  food  of  quet* 
tionable  quality,  the  lungs  have  no  such  power  of  selection,  and  can  discharge 
their  duty  to  the  blood  only  by  a  full  supply  of  pure  air.  If  the  transparency 
of  air  was  troubled  by  the  exhalations  of  the  lungs  as  water  is  by  the  washings 
of  the  body,  no  argument  would  be  needed  to  seoure  attention  to  the  importance 
of  ventilation ;  and  yet  it  is  quite  true  that  the  bodily  health  suffers  more  from 
inhaling  effete  air,  than  it  could  from  drinking  the  wash  alluded  to. 

720.  The  quantity  of  air  required  for  good  ventilation,  is  very 
Tarionsly  stated  by  different  authorities.  Enough  fresh  air  must  be 
supplied,  obviously,  to  replace  all  that  is  contaminated  by  the  lungs, 
the  body,  and  sources  of  illumination.  But  to  determine  exactly  how 
much  these  several  sources  of  deterioration  demand,  is  not  so  easy. 
The  amount  of  air  needed  to  remove  the  products  of  respiration,  is 
very  much  less  than  is  required  to  absorb  the  vapor  of  water  given  off 
from  the  lungs  and  the  skin.  The  quanti^  of  vapor  the  air  can  take 
up,  will  depend  on  its  dew-point  and  temperature.  Hood  estimates 
three  and  one-quarter  cubic  feet  of  air  per  minute,  for  each  individual, 
in  winter,  with  an  external  temperature  of  20^  or  25^  and  a  quarter 
of  a  cubic  foot  per  minute  to  supply  the  waste  from  the  lungs,  making 
three  and  a  half  cubic  feet  per  minute,  or  two  hundred  and  ten  cubic 
feet  per  hour  in  winter,  and  five  hundred  in  summer.  Peclet  estimates 
it  at  two  hundred  and  twelve  cubic  feet  per  hour.  Dr.  Reid  estimates 
the  quantity,  as  high  even  as  thirty  cubic  feet  per  minute  per  individual. 
Brenan  puts  it  at  10*25  cubic  feet. 

721.  Prodnots  of  gaa  iUnmlnation. — ^Every  cubic  foot  of  gas,  of 
average  quality,  requires  the  oxygen  of  about  twenty  cubic  feet  of  air 
(vix.  4*25  cubic  feet  oxygen)  to  bum  it,  and  produces  rather  over  a 
eubic  foot  of  carbonic  acid,  still  more  water,  and,  if  the  gas  is  impure, 
snlphnrouB  acid  and  compounds  of  ammonia  will  be  added,  which. 
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dissolving  in  the  watery  vapor,  condense  upon  and  corrode  farnitan, 
books,  metallic  articles,  Ac.  Every  pound  of  coal  gas  burned  prodaces 
2*7  lbs.  of  water,  and  2'56  lbs.  of  carbonic  acid ;  and,  as  a  cubic  foot 
of  coal  gas  weighs  about  290  grains,  twenty  cubic  feet  will  weigh  a 
pound,  a  quantity  which  four  common  fish-tail  burners  consume  in  an 
hour.  The  capacity  of  air  for  moisture  at  68^  is  7*31  grs.  per  cubic  foot 
[t  would,  therefore,  require  2373  cubic  feet  of  air  at  68°  to  retain  the 
water  from  twenty  feet  of  gas,  and  nearly  five  times  as  much  at  20°  F., 
not  to  name  the  amount  required  to  dilute  the  carbonic  acid  and  free 
nitrogen  produced. 

It  IB  needless  to  add,  that  the  rentUation  of  gas  burners  is  an  important 
matter.  Fortunately,  a  gas  chandelier  affords  one  of  the  best  means  of  pro- 
ducing an  upward  current  in  an  assembly  room.  Candles  and  oil  consume  more 
air,  and,  of  course,  produce  more  effete  products  for  an  equal  amount  of  light 
than  gas. 

722.  The  actual  ▼entilation  of  baildings  is  a  practical  prob- 
lem, to  be  wrought  out  in  each  case,  with  careful  regard  to  the  prin- 
ciples and  facts  just  stated.  The  supply  of  air  required  may  be  obtained 
in  two  ways : — 1st,  by  the  ascending  column  of  heated  air  in  a  shafts 
drawing  after  it  the  effete  air  to  be  removed,  and  supplying  its  place 
by  fresh  air,  warmed  in  its  progress  to  the  apartments.  This  is  called 
thermal  ventilation;  or,  2d,  mechanical  force  may  be  608 
employed,  by  means  of  revolving  fan-wheels  driven  by 
a  steam-engine,  or  otherwise,  forcing -the  air  through 
the  apartments  to  be  warmed  and  ventilated.  This  is 
called  mechanical  vefUilcUion, 

By  the  first  method,  Dr.  Reid  ventilated  the  House  of  Com- 
mons in  England.  By.  the  second,  Mr.  Rice  ventilated  the 
House  of  Lords  with  a  fan -wheel,  over  thirty  feet  in  diameter. 

723.  8tone*a  ventilating  shaft. — An  excellent  com- 
bination of  the  thermal  ventilation,  with  the  plan  of 
hot-air  furnaces,  so  generally  used  in  the  United  States, 
has  been  devised  by  S.  M.  Stone,  Architect,  which  has 
been  found  efficient  in  the  New  Haven  City  Prison,  the 
State  Reform  School,  and  other  similar  buildings. 
Fig*  508  shows  a  plan  and  section  of  this  system. 

A  ventilating  shaft  of  brick,  G,  rises  in  the  centre  of  the 
house,  through  the  axis  of  which  passes  a  cast-iron  smoke 
flue.  A,  carrying  off  the  waste  products  of  the  furnace.  The 
radiant  heat  of  this  iron  flue  heats  the  air  in  the  shaft  B. 
openings,  D  and  D,  are  pierced  from  the  various  apartments 
into  this  shaft,  and  allow  the  air  of  the  rooms  free  opportunity 
of  escape,  solicited  by  the  powerful  ascending  draught  of  the  vertical  shaiL 
Distant  apartments  are  connected  with  the  shaft  by.horicontal  pipes  of  wood  jr 
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tio.  The  openings,  D,  should  he  covered  with  wire  gauxe,  and  fitted  with  Dr. 
Amott's  self-acting  noiseless  valve,  which  allows  the  passage  of  an  upward  cur- 
rent only.  The  apartments  are  supposed  to  receive  their  supply  of  fresh  and 
wann  air  through  hot  air  flues,  ascending  in  the  walls.  In  summer  it  would  be 
found  needful  to  establish  a  current  in  the  shaft  by  an  occasional  fire  in  the 
furnace,  or  by  a  special  furnace  for  that  purpose  in  the  top  of  the  house.  In 
cities,  Uie  air  taken  into  buildings  may  be  strained  through  fine  wire  gauxe  and 
spray  of  water,  as  was  accomplished  by  Dr.  Reid  in  the  House  of  Commons. 
By  the  rule  (717),  the  power  of  such  a  shaft  to  discharge  air  esn  be  calculated. 

724  Cold  oarrents  produced  by  ioe. — ^Refrigerators. — Air,  in 
contact  with  ice,  acquires,  of  coarse,  a  low  temperature,  and  parts  with 
a  large  part  of  its  moisture.  Thus,  snow-clad  mountains  and  glaciers 
naturally  send  down  to  th3  valleys  below  a  current  of  cold  air,  flowing 
like  water  over  the  surface,  CBpecially  at  night,  when  the  absence  of 
the  sun  prevents  the  accumulation  of  heat  on  the  earth's  surface. 

Adroit  use  has  been  made  of  this  cold  dry  onrrenty  in  the  constmotion  of  re- 
frigerators for  preserving  food  in  warm  weather ;  and  the  same  principle  has 
been  applied,  on  a  large  scale,  to  the  cooling  of  large  apartments.    Figs.  609 
and  510  show  a  section  and  elevation  of  Winship's  Refrigerator.    Tha  ioe.  A, 
609 


fig.  610,  is  sustained  upon  a  shelf  in  the  upper  part  of  the  box,  surrounded  wtth 
double  charcoal  linings.  The  air  enters  by  the  register  openings,  C,  and  coming 
in  contact  with  the  ioe,  is  cooled,  and  falls  to  the  bottom,  as  indicated  by  tha 
arrows,  where  it  finds  its  egress  at  E,  between  hollow  walls,  and  finally  escapes 
at  F,  as  in  ao  inverted  syphon.  In  this  way  a  gentle  current  of  about  45°  F. 
is  steadily  maintained  as  long  as  the  ice  lasts,  and,  being  dry,  articles  of  food 
are  preserved  sweet  and  free  f^om  mould  for  a  long  time.  A  similar  device  has 
been  used  for  large  apartments. 

725.  Cowls. — Emerson's  ▼entilators.— Advantage  is  taken  of  the 
currents  in  the  external  air,  to  aid  in  establishing  ventilation  in  houses, 
and  draught  in  chimneys,  by  the  use  of  ventilating  cowls. 

These  contrivances  are  often  conical,  and  hung  with  a  vane,  to  turn  against 
the  wind.    One  of  the  most  generally  approved,  however,  in  common  use,  appears 
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to  be  the  rentilator  of  Bmerson,  fig.  511,  whiob  ia  simply  &  eone  of  metal,  tu- 


511 


Iff- 


rounding  the  fine,  over  whose  rent,  and  a  short  distance 
above  it,  is  sustained  a  disc  of  metal.  If  the  wind  blows 
from  any  point,  its  effect,  on  striking  this  conical  surface,  is 
to  pass  upwards  and  across  the  open  flue,  with  an  increased 
relocit J.  The  result  is  to  solicit  an  upward  current  in  the 
shaft,  as  shown  by  the  arrow,  in  the  flgure. 

If  it  is  desired  to  direct  a  current  of  fresh  air  into  the 
shaft,  an  injeetiug  ventilator  is  used,  which  is  simply  the 
above  eone  inverted,  or  two  or  three  such  placed  one  over  the 
other.  These  are  found  very  efficient  in  projecting  fresh  air 
into  the  cabins  of  ships,  and  other  similar  situations. 

726.  The  supply  of  fresh,  air  in  dwellings  is  de- 
rived, in  the  winter,  almost  exolusively  from  the  oracka 
and  joints  of  doors,  windows,  and  other  openings.    In 
all  good  systems  of  general  warming,  this  supply  is 
derived  from  the  open  air,  or  a  free  basement*  and  is 
warmed  in  its  progress  through  the  heating  apparatus. 
When  it  is  requisite  to  introduce  oold  air  into  a  house, 
it  is  important  to  do  so  in  such  a  manner  as  to  avoid  t 
local  and  sharp  currents ;  for  this  purpose,  perforated  ' 
cornices,  or  openings  covered  by  wire  gauze,  are  provided.    A  too  rapid 
current  is  both  inconvenient  and  costly,  from  the  needless  waste  of  fuel 

In  public  buildings,  the  supply  is  best  obtained  through  a  trench,  or  horison- 
tal  tube,  opening  into  a  clean  area,  and  protected  against  powerful  winds.  The 
ii^ecting  cowl  may  be  advantageously  used  to  cover  the  opening  of  such  a  sup- 
ply. The  distribution  of  the  ascending  warm  current  is  best  made  through  a 
hollow  or  double  floor,  perforated  with  numerous  openings,  while  the  spent  air 
is  taken  off  above,  as  already  described. 

II.     WARMING. 

727.  The  artificial  temperaturea  demanded  in  oold  climates 

are  produced,  1st,  either  by  radiant  heat  solely,  as  in  the  common 
open  fire-place,  2d,  by  convection  only,  as  in  hot-air  furnaces  of  every 
description,  iif  which  the  air  is  warmed  by  its  passage  through  a  heat- 
ing chamber,  and  then  introduced  into  the  apartments  to  be  warmed, — 
or  3d,  by  radiant  heat  and  convection  united,  as  in  stoves,  and  steara 
or  hot  water  pipes. 

728.  The  open  fire  contained  in  a  simple  brick  fire-place,  fig.  507, 
whether  coal  or  wood  is  burned,  warms  the  air  of  the  room  solely  by 
radiant  heat.  The  burning  fuel  solicits  the  air  of  the  apartment  to  be 
warmed  towards  the  chimney,  where,  coming  in  contact  with  the  fire,  it 
parts  with  a  portion  of  its  oxygen  to  sustain  combustion,  is  intensely 
heated,  and  rising,  escapes  at  the  flue,  with  the  heated  products  of  com- 
bustion. Hence  only  the  heat  radiated  from  the  burning  fuel  and  hot  walli» 
is  effectual  in  warming  the  apartment,  while  much  the  largest  part  of  the 
heat  (three-fourths  to  four-fifths  of  the  whole)  escapes  up  the  chimney. 
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The  genial  effect  and  cheerful  aspect  of  an  open  fire,  combined  with  the  effi- 
cient means  of  ventilation  it  affords,  render  this  old  system  very  popular,  vrhen 
combined  with  some  competent  general  plan  of  warming  the  whole  house. 

Dr.  Franklin  improved  the  common  fire-place  by  introducing  iron  stoves,  of 
the  same  general  form,  and  connecting  them  with  the  chimney  by  a  circuitous 
pipe,  by  which  means  a  much  better  economical  effect  was  attained.  Uumford 
improved  the  form  of  the  fire-place  very  much,  and  especially  with  reference  to  the 
throat  of  the  chimney  and  angle  of  the  jambs.  He  also  combined  it  with  a  circula- 
tion of  hot  air  behind  and  at  the  sides  of  the  fire,  so  as  to  obtain  the  effect  of  a  stove. 

Stoves  of  iron,  standing  in  the  apartment  to  be  warmed,  offer,  perhaps,  the 
most  economical  mode  for  burning  fuel — but  when,  as  is  too  often  the  case,  they 
are  closed  tight,  except  a  very  small  opening  for  draft,  they  are  among  the  vilest 
contrivances  in  use  for  the  ruin  of  the  public  health.  The  atmosphere  of  the 
room  unavoidably  becomes  over-heated  and  corrupted  by  the  products  of  respi- 
ration, in  the  almost  universal  absence  of  any  mode  of  ventilation. 

729.  Hot  air  faruaoes. — Large  baildiogs  and  dwelliDg-houses  are 
frequently  warmed  by  air  heated  ig  its  passage  through  a  structure  in 
the  lower  part  of  the  house.    One  of  612 

the  simplest  forms  of  apparatus  for 
this  purpose  is  seen  in  fig.  512,  being 
a  sectional  view  of  a  hot  air  furnace, 
in  which  the  cold  air  entering  at  A, 
passes,  as  indicated  by  the  arrows, 
through  an  extended  system  of  iron 
passages  set  in  brick  work  and  heated 
by  the  products  of  combustion,  and 
the  direct  action  of  the  fire,  F.  The  . 
heated  air  gains  the  apartment,  m, 
by  openings,  B,  in  the  floor  or  sides 
of  the  wall,  while  the  gases  of  com- 
bustion escape  by  the  flue,  0.  Such  an  apparatus  serves  only  to 
illustrat^he  general  principle,  and  would  prove  valueless  in  practice. 

Very  numerous  forms  of  hot-air  furnaces  are  in  use  in  the  United  States,  chiefly 
for  the  combustion  of  anthracite  coal.  They  are  essentially  alike  in  principle,  lut 
very  unlike  in  construction.  All  take  cool  air  from  with- 
out, or  from  an  airy  basement,  and  after  heating  it  in  a 
brick  chamber,  by  contact  with  surfaces  of  hot  iron  sur- 
rounding the  fire,  and  conveying  away  the  products  of 
eombnst^^n,  distribute  it  by  flues  in  the  wall  to  the  several 
apartments.  Fig.  513  presents  a  sectional  view  of  one  of 
the  best  hot-air  furnaces  at  present  in  use  (Chilson's). 
The  fire  of  anthracite  is  contained  in  a  large  shallow  pot 
of  cast-iron,  with  soap-stone,  or  iron  staves,  and  the  heated 
products  of  combustion  are  expanded  in  an  extensive  sys- 
tem of  chambers  of  cast-iron,  all  communicating  with  an 
annular  cast-iron  pipe,  leading  to  the  chimney.  This 
arrangement  affords  a  very  extended  radiating  surface,  ^^ —  \ 

with  few  joiLts,  to  allow  the  escape  of  noxious  gases  into  the  surrounding  hot> 
air  ohamber.     The  arrows  indicate  the  direction  of  the  current. 
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In  fig.  514  18  seen  the  farnace,  snrroonded  in  the  brick  work,  which  is  hoUov. 
The  cold  air  enters  at  the  bottom,  and  being  gently  heated  by  contact  with  the 
hot-air  sarfaces  within  the  chamber,  as  well  as  by  the  514 

radiant  heat  from   the  same  source,  it  escapes  by  the 
openings,  o  o,  to  the  various  apartments.     The  extended 
iron  surface  in  this  apparatus  prevents  any  part  of  the 
furnace  from  becoming  very  hot,  usually  the  chief  causes 
«f  complaint  against  this  mode  of  heating.  Air  is  mate* 
-ially  injured  for  purposes  of  respiration  by  contact  with 
vver-heated  surfaces,  owing  to  the  charring  of  the  parti- 
tles  of  dust  and  dirt  always  floating  in  it     The  chief 
objection  resting  against  this  and  similar  modes  of  heat- 
ing is  the  entire  absence  of  radiant  heat  in  the  apartmente,  < 
whose  occupants  are,  so  to  speak,  immersed  in  a  warm  ■ 
air  bath,  and  require,  consequently,  several  degrees  more 
heaty  by  the  thermometer,  for  comfort^  than  when  radiant  heat  fomu  a  part 
of  the  means  of  an  artificial  temperature. 

Hot-air  furnaces  are  oommended  on  aocount  of  their  economy  of 
construction,  and  ease  of  management,  and  when  combined  with  a 
good  system  of  yentilation,  such  as  is  secured  by  an  open  fire  in  one 
or  more  apartments,  the  objections  to  them  are  in  great  measure 
removed. 

730.  Heating  by  hot  water,  distributed  in  pipes,  offers  many 
advantages  for  the  salutary  and  economical  distribution  of  heat.  The 
high  specific  heat  of  water  (653),  enables  it  to  heat  over  three  thousand 
times  its  own  bulk  of  air  in  cooling  through  a  single  degree  of  tempe- 
rature. That  is,  one  cubic  foot  of  water,  by  cooling  one  degree,  will 
raise  the  temperature  of  3419  cubic  feet  of  air  a  like  amount;  for 
0-2379  :  I  =  813*435  :  3419.  In  this  proportion  the  specific  heat  of 
ur  is  the  first  term,  and  the  third  term  is  the  bulk  of  air  equal  to  a 
unit  weight  of  water.  As  hot  water  is  usually  distributed  in  cast-iron 
pipes,  experiments  have  been  made  upon  the  rate  of  cooling  of  these 
pipes,  which  show  that  one  foot  in  length  of  pipe  four  inches  iMRameter, 
will  heat  222  cubic  feet  of  air  one  degree  per  minute,  when  the  differ- 
ence between  the  temperature  of  the  air  and  the  pipe  is  125**.  The 
advantage  of  hot  water  as  a  means  of  heating,  -depends  much  on  its 
high  capacity  for  heat,  and  its  slow  rate  of  cooling,  by  which  the  tem- 
perature declines  very  slowly,  after  the  fire  is  extinguished. 

For  horticultural  and  manufacturing  structures,  and  other  buildings  where 
large  pipes  are  not  an  objection,  it  has  prominent  claims.  In  private  honseii, 
where  the  hot  water  pipes  occupy  a  chamber  in  the  basement,  and  the  air  is 
heated  by  passing  among  them,  all  advantage  of  the  radiant  heat  is  lost,  and 
the  apparatus  becomes  comparatively  inefficient,  and  very  costly,  if  a  sufficient 
number  of  pipes  are  laid  in  to  do  the  work. 

731.  Perkins*  high  pressure  hot  water  apparatus. — The  system 
just  named  uses  water  at  a  very  low  pressure,  ne^er  over  six  lbs.  to  the 
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Bqaare  inch.  Mr.  Perkins  has,  however,  patented  a  system,  in  which 
the  hut  water  is  distributed  in  very  small  iron  pipes,  under  enormous 
pressure. 

The  plan  of  tbU  Bjatem  is  seen  in  fig.  515.  A  coil  of  pipe,  S  (I  inch  outside 
and  ^  inch  inside),  is  heated  by  the  fire,/.  The  rising 
pipe,  ttt,  is  carried  to  the  top  of  the  circulation, 
and  in  each  story  or  apartment,  a  coil,  e'  t\  e  e,  dis- 
tributes the  beat,  the  water  returning  by  the  descend- 
ing pipe,  I' t*  i'f  as  indicated  by  the  arrows.  At  the 
highest  point  of  the  circulation  is  placed  a  ten  inch 
pipe,  called  the  "  expansion-pipe,"  fitted  with  a  cock 
for  the  escape  of  air,  and  the  admission  of  water.  A 
sufficient  void  is  left  to  accommodate  the  expansion 
of  the  water,  which  is  about  one-twelfth  the  whole 
bulk.  Thus  arranged,  the  temperature  of  the  pi{(C8 
can  be  raised  to  any  required  degree — and  in  prac- 
tice It  varies  from  300°  to  550°— t.  e.,  from  about  75 
lbs.  to  about  675  lbs.  to  the  square  inch.  No  safety 
valve  is  used  on  this  apparatus,  and  numerous  ex- 
plosions of  the  fire  coil  hare  happened  with  its  use. 
The  high  temperature  of  the  pipes  endangers  build- 
ings, and  gires  to  the  air  heated  by  it  the  empyreu- 
matic,  burnt  odor,  which  is  so  objectionable  from 
cast-iron  stoves.  It  is  undoubtedly  more  efficient 
than  the  low  pressure  hot  water  system.  The  sys- 
tem of  high  pressure  •team  pipes  is  very  similar  to 
this,  and  equally  open  to  the  objection  of  over-heat- 
ing the  air,  and  endangering  buildings  from  fire. 

732.  Gk>ld'fl  Bteam  heaters. — The  radiators. — In  this  system,  the 
heat  is  radiated  from  surfaces  of  japanned  sheet-iron,  fastened  together 
by  rivets  at  the  bottom  of  concave  depressions  in  the  outer  sheet,  as 

516 


^  (» d  ^os  fi  A  n  p'^'A^  4^  4 
%<ft  n«*  r  *>  1^  pTi!'  f >  *?^  ft  e**  ©  I 
>  «si  O  ^^3  ft  (P^«»  ftOT?  tkf^f 

^  o  ^  ap  1^  C3|  A  A  «i  f^^  rt^^lll 
I  j§  ^i^li  f)  fl  f»  <l  #¥  o  ^  ^- 


seen  in  fig.  516.  This  arrangement 
divides  the  whole  steam  space  into 
numerous  communicating  cells,  as  seen 
in  the  cross  section,  D ;  the  steam  ar- 
rives from  the  boiler,  fig.  517,  under 
very  low  pressure  (one  pound  to  the 
inch),  by  the  inlet  cock,  A,  and  the  air 
escapes  at  an  outlet  cock  in  the  oppo- 
site comer  above.  The  water  of  con- 
densation returns  to  the  boiler  by  the  same  pipe  that  conveys  the 
steam,  which  is  made  sufficiently  large  for  that  purpose. 

These  radiators  are  placed  in  the  apartments  to  be  heated,  either  singly  or  in 
groups  of  three  or  four,  concealed  under  an  ornamental  screen  and  covered  with 
marble.  The  heat,  in  that  case,  is  both  radiant  heat  and  heat  of  conrection. 
The  radiators  may  also  be  confined  in  a  space  below  the  apartments,  and  the 
air  to  be  warmed  passed  through  or  among  them,  in  which  case  only  heat  of 
•onve  ;tion  reaches  the  apartments,  as  in  the  oommon  hot-air  furnaces.    This 
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system  is  economical  of  fixel,  efficient  for  the  most  serere  weather,  and  wb« 
combined  with  a  proper  system  of  rentilation,  entirely  unexceptionable.  It  has 
the  great  merit  of  secnring  exactly  the  desired  degree  of  heat  just  where  it  is 
wanted,  however  remote  Arom  the  boiler,  and  is,  by  means  of  the  air-eoek, 
acyustable  to  any  temperature. 

733.  The  boiler  of  Gk>ld*fl  steam  heater  is  perfectly  automatic, 
and  is  a  beautiful  illustration  of  the  ease  with  which  so  powerful  an 
agent  as  steam  can  be  brought  under  entire  self-control  and  rendered 
quite  free  from  all  danger. 

Fig.  517  is  an  elevation  of  this  boiler,  set  for  use  in  its  masonry,  A.  The 
water  rises  in  the  tube,  J,  which  is  open  to  the  air,  to  counterpoise  the  pressurs^ 
which  is  anyusted  to  one  pound  on  the  inch.    J  5X7 

is  therefore  a  hydrostatic  balance.    The  lower 
ash  door,  C,  being  closed,  no  air  has  access  to 
the  fire  except  through  the  side  vent,  E.     This 
closes  by  a  conical  cover  at  the  end  of  a  chain, 
as  soon  as  the  limit  of  pressure  is  reached,  for 
then  the  lever,  F,  rises,  by  reason  of  the  water 
pressing  up  the  elastic  cover  of  F.     A  like  ar- 
rangement, G,  next  opens  the  upper  feed  door, 
C ;  if  the  fire  is  not  sufficiently  held  in  check  by 
F,  C  continues  to  open  until  sufficient  cold  air 
enters  the  flues  to  reduce  the  steam  to  its  limit 
and  hold  it  there.     The  safety  valve,  I,  is  like-  1 
wise  under  the  control  of  a  similar  arrangement,  | 
II,  which  comes  into  action  after  F  and  G,  if  \ 
needed.    K,  K,  are  the  steam-pipes  leading  to  ' 
the  radiators,  and  the  smoke  reaches  the  chimney 
by  the  pipe,  R.     Such  nice  adjustments  secure  great  economy  of  ftiel,  as  the 
combustion  cannot  proceed  faster  than  the  demands  of  the  radiators  require. 

{12.  Sources  of  Heat. 

734.  Sonroes  of  heat. — Fonr  great  sources  of  heat  may  be  named: — 

1.  Mechanical  sources, — The  principal  of  these  are  friction,  compres- 
sion, and  percussion. 

2.  Physical  sources^  of  which  the  chief  are  solar  radiaUon,  stellar 
radiation,  terrestrial  radiation,  and  atmospheric  electricity. 

3.  Chemical  sources,  comprising  chemical  combinations,  the  chief  of 
these  being  combustion. 

4.  Physiological  sources,  comprising  the  production  of  heat  in  living 
beings.  This,  according  to  views  now  generally  receiyed,  is  only  an 
extension  of  the  third  head. 

I.    MKCHAKICAL  SOITRCl^  OF  HIAT. 

735.  Friction. — When  two  bodies  are  rubbed  together,  heat  b 
generated  by  the  friction  of  their  surfaces.  The  supply  of  heat  from 
this  source  is  apparently  unlimited.    As  the  generation  of  heat  if 
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nnaccompaniod  by  any  change  in  the  oalorifio  capacity  of  iihe  bodies, 
and  generally  by  no  chemical  action,  it  must  be  attributed  to  a  mole- 
cular movement  of  the  bodies  excited  by  friction. 

736.  Quantity  of  heat  produced  by  friction. — The  experiments 
of  Joule  show  that  the  amount  of  heat  developed  by  friction  depends 
3nly  on  the  amount  of  force  exerted,  and  not  upon  the  nature  of  the 
Bubstances  rubbed  together. 

Count  Rumford  pablished  in  the  Royal  Philosophical  Transaotions,  1798,  the 
reealtf  of  some  of  his  experiments  upon  this  subject.  A  brMS  cannon,  weighing 
113  lbs.,  was  revolved  horisontally,  at  the  rate  of  32  revolotions  per  minute,  against 
a  blunt  steel  borer  with  a  pressure  of  10,000  lbs.  In  half  an  hour  the  tempera- 
tare  of  the  metal  had  risen  from  60°  to  130°  F.  This  heat  would  have  been 
sufficient  to  raise  the  temperature  of  5  lbs.  of  water  from  32°  to  212°.  In  another 
experiment,  the  cannon  was  placed  in  a  vessel  of  water,  and  friction  applied  as 
before.  In  two  hours  and  a  half,  18|  lbs.  of  water  actually  boiled.  The  heat 
generated  in  this  case  was  calculated  by  Rumford  to  be  at  least  equal  to  that 
giren  outk  during  the  same  time,  by  the  burning  of  9  wax  candles,  |  inch  in 
diameter,  and  each  246  grains  in  weight.  A  remarkable  instance  of  the  excita- 
tion of  best  by  friction  is  afforded  by  an  experiment  of  Sir  Humphrey  Dayy,  in 
which  two  pieces  of  ice  rubbed  together  in  vacuo  at  a  temperature  below  32° 
were  melted  by  the  heat  developed  at  the  surfaces  of  contact. 

737.  Circumstances  which  vary  the  quantity  of  heat  de- 
veloped by  friction. — The  quantity  of  heat  developed  by  friction 
depends,  Ist,  on  the  nature  and  state  of  the  surfaces  (138) ;  2d,  on  the 
pressure ;  3d,  on  the  velocity. 

738.  niuatrations  and  application  of  the  heat  developed  by 
friction  are  of  frequent  occurrence  in  common  life. 

When  a  piece  of  steel  is  struck  by  a  flint,  particles  of  the  metal  are  torn  off, 
and  are  so  intensely  heated  as  to  ignite  in  the  air.  These  heated-  particles  fall- 
ing upon  tinder  or  gunpowder  cause  it  to  bum.  Similar  sparks  often  fly  off 
from  the  iron  shoes  of  horses  as  they  strike  a  stone.  In  grinding  knives  and 
other  instruments  n^on  a  dry  grindstone,  or  upon  an  emery  wheel,  a  brilliant 
train  of  sparks  is  produced.  Among  uncivilized  nations  fire  is  frequently  pro- 
duced by  the  friction  of  pieces  of  wood  against  each  other.  Seneca  relates  the 
same  faet»  and  adds  that  it  is  necessary  to  employ  particular  species  of  wood ;  as, 
laorel  and  ivy. 

Sufficient  heat  is  caused  by  rubbing  a  match  on  a  rough  surface  to  ignite  the 
phosphorus  on  its  end.  The  axles  of  car  wheels,  and  other  parts  of  machinery, 
when  not  well  greased,  are  sometimes  heated  sufficiently  hot  to  cause  the  ignition 
of  the  surrounding  woodwork.  It  is  by  friction  that  the  brown  rings  sometimes 
seen  on  wooden  articles,  turned  in  a  lathe,  are  produced.  A  pointed  piece  of 
wood  ia  held  against  the  rapidly  revolving  article,  the  heat  generated  by  the 
friction  is  sufficient  to  cause  the  wood  to  smoke  and  partially  char  it. 

In  a  few  instances  in  this  country  the  fall  of  water  has  been  used  to  produce 
friction,  and  thus  develop  heat.  In  the  state  of  Vermont,  plates  of  iron  were 
rapidly  revolved  against  each  other,  and,  by  the  heat  developed,  the  mill  was 
warmed.  The  thermogenio  apparatus  of  Messrs.  BeanmSnt  and  Mayer  (Am. 
Tour.  Soi  [2]  XX.,  261}  is  a  moat  sncoessfol  oontrivanoe  for  converting  motion 
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into  heat  by  means  of  friction,  and  where  there  is  abundant  and  eheap  water* 
power,  may  be  of  economical  importance  as  a  source  of  beat. 

739.  Compression. — When  any  substance  undergoes  a  diioinotion 
in  volume,  there  is  generally  a  development  of  heat.  The  evolution 
of  beat  by  compression  is  most  strikingly  seen  in  gases  which  undergo 
a  great  diminution  in  volume  bj  pressure.  618 

The  condensing  syringe,  fig.  618,  is  an  admirable 
instrument  for  showing  the  phenomenon  referred  to. 
It  consists  of  a  metal  or  glass  tube  closed  at  one 
extremity.  Into  the  other  extremity  fits  tightly  a 
piston  which  has  a  bit  of  tinder  on  ite  end.  When 
the  piston  is  forcibly  driven  into  the  cylinder,  the 
compression  of  the  air  develops  so  much  heat  that 
the  tinder  becomes  ignited. 

Owing  to  the  small  compressibility  of  liquids, 
and  their  great  capacity  for  heat,  it  is  not  easy  to 
determine  the  heat  developed  in  them  by  compres- 
sion. Messrs.  Colladon  and  Sturm  have  obtained, 
with  certain  liquids,  at  a  pressure  of  30  atmospheres, 
an  elevation  of  temperature  of  as  much  as  from  7^ 
to  10°  F.  The  heat  generated  by  the  compression 
of  solids  may  better  be  considered  as  by  percussion. 

740.  Percossion  is  a  combination  of  fric- 
tion and  compression,  and  is  an  active  m^ 
chanioal  source  of  heat.  The  amount  of  heat 
developed  by  percussion  seems  to  depend  to  a 
great  extent  on  the  diminution  in  bulk  which 
the  body  struck  undergoes. 

This  is  strikingly  shown  by  an  experiment  of 
Berthollet,  in  which  a  piece  of.copper  was  sub- 
mitted to  the  action  of  a  stamping-press.  The  greatest  development  of  beat 
occurred  with  the  first  blow,  where  the  metal  underwent  thf  greatest  dimination 
in  bulk,  and  diminished  with  the  succeeding  blows  as  did  the  amount  of  con- 
densation. The  quantities  of  heat  evolved  at  the  first  three  strokes  were  17^-3, 
7°  5,  and  l^-Q  F. 

741.  Capillarity. — Pouillet  has  shown  that  the  simple  act  of  moist- 
ening any  dry  substance  is  attended  with  a  slight,  yet  constant,  disen- 
gagement of  heat. 

Pouillet  operated  on  the  powdered  metals,  the  insoluble  oxyds,  glass,  briek, 
clay,  Ac.  The  liquids  used  were  water,  alcohol,  ether,  acetic  acid,  turpentine,  Ac 
The  rise  in  temperature  was  only  from  5^  to  2**  F.  It  appears  to  be  independent 
of  the  nature  of  the  body.  Organic  bodies  of  various  kinds  were  operated  upon ; 
as,  flax,  wool,  silk,  starch,  wood,  sponge,  ivory,  horn,  Ac. :  with  these  there  is  a 
rise  in  temperature  of  from  3^  to  18°  F.  * 

These  results  cannot  be  attributed  to  chemical  action,  for  the  different  liquids 
produced  the  same  heat  when  they  were  absorbed  by  the  same  porous  body. 

The  development  of  heat  in  these  cases  is  attributed  to  the  oondenssr 
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Hon  of  the  liquid  on  the  surface  of  the  aolid  which  it  moiptene.  It  may 
alflo  be  due  in  part  to  the  effect  of  the  friction  of  the  liquid  molecules 
upon  those  of  the  solid,  as  they  mAe  into  their  position  of  equilibrium. 

II.    PHYSICAL  80URCKS  OF  HKAT. 

742.  The  ann  is  the  most  abundant  source  of  heat  to  our  globe.  Its 
distance  from  the  earth  is  95,000,000  of  miles.  The  diameter  of  the 
sun  is  about  888,000  miles,  or  about  111  times  that  of  the  earth,  con- 
sequently its  Yolume  is  1,400,000  times  the  earth's  volume.  The  sun 
turns  on  its  axis  once  in  about  25  days.  Philosophers  are  diyided  as 
to  the  cause  of  the  immense  amount  of  heat  which  escapes  from  this 
body. 

It  is  eonjectnred  that  there  are  three  atmospheric  strata  ahoat  the  tun.  That 
nearest  his  surface  is  called  the  oloady  atratam.  It  is  incapable  of  reflecting 
light,  and  is  heayily^  loaded  with  rapors.  The  next  in  elevation  is  thought  to 
consist  of  an  intensely  luminous  medium.  To  this  is  attributed  the  diffusion  of 
light  and  heat  Beyond  this  there  probably  exists  a  third  envelope  of  a  trans- 
parent gaseous  nature. 

Dark  spots  are  often  seen  on  the  sun's  surface  (by  the  aid  of  a  telescope). 
These  are  of  immense  sise,  and  often  rapidly  change  their  form.  One  noted  by 
Sir  John  Herschel  contained  an  area  of  400,000,000  square  miles.  These  spots 
are  supposed  to  be  formed  by  the  opening  and  dispersion  of  the  stratum  of  lumi- 
nous clouds,  reTcaling  the  dark  mass  within. 

743.  Qnantity  of  heat  emitted  by  the  san. — Pouillet,  by  means 
of  an  instrument  called  a  pyrheliometer,  has  made  obserrations  from 
which  he  estimated  that  the  amount  of  heat  annually  receiyed  by  the 
earth  from  the  sun,  would  be  sufficient  to  melt  a  crust  of  ice  surround- 
ing the  earth  101  feet  thick.  The  atmosphere  absorbs  nearly  40  per 
cent,  of  the  heat  of  the  sun's  rays.       ^ 

From  the  sise  of  the  earth,  and  its  distance  Arom  the  sun,  it  has  been  deter- 
mined that  the  entire  amount  of  heat  emitted  by  the  sun,  is  2,381,000,000  times 
as  great  as  the  heat  which  it  gires  to  the  earth ;  and  it  is  calculated  that  the 
intensity  of  heat  at  the  surface  of  the  sun,  is  seren  times  as  great  as  the  heat 
of  an  ordinary  blast  furnace. 

The  fixed  stars,  the  suns  of  other  systems,  notwithstanding  their  great  dis- 
tance, exert  a  very  important  influence  upon  the  temperature  of  the  earth.  It 
has  been  estimated  that  they  furnish  to  our  earth  four-fifths  as  much  heat  as 
the  son ;  and  that,  without  this  addition  to  the  sun's  heat,  neither  animal  nor 
regetable  life  could  exist  upon  the  earth. 

744.  Xbctremes  of  natural  temperature. — Captain  Parry,  in  1819, 
found  at  Melville  Island,  a  temperature  of  — 59^  F.,  and  Captain  Black, 
at  Fort  Reliance,  at  60°  4&^  N.  latitude,  observed  a  temperature  of 
— ^70°  F.  Dr.  Azariah  Smith  records  the  extreme  heat  at  Mosul,  West- 
em  Asia,  in  1844,  as  IW  F.  (Am.  Jour.  Soi.  [2]  ii.,  75.)  At  Bagdad, 
in  1819,  the  thermometer  rose  to  120°  F.  in  the  shade.    In  the  sun,  at 
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Mosul,  near  the  site  of  the  aDcient  Nineveh,  Dr.  Smith  rroords  the 
summer  temperature  at  146°  F.  This  is  probably  the  highest  natural 
temperature  authentically  recorded.^Tbus,  the  extreme  range  of  natural 
temperature  observed  is  206^*46  F.  In  this  latitude,  between  summer 
and  winter,  there  is  often  a  difference  of  110°  F.,  and  in  the  shade, 
comparing  the  temperature  in  the  son  of  summer,  there  would  be  an 
increase  of  at  least  30°. 

745.  Terrestrial  radiation. — The  heat  which  the  earth  receives 
from  the  sun,  does  not  penetrate  more  than  from  50  to  100  feet.  At 
Paris,  this  stratum  (called  the  first  stratum  of  invariable  temperature) 
IS  found  at  a  depth  of  86  feet.  Descending  into  the  earth,  below  the 
point  of  constant  temperature,  there  is  a  gradual  and  regular  increase 
of  temperature.  The  amoant  of  this  increase  is  about  I'^'S  for  every 
hundred  feet  of  descent. 

Observations  on  this  point  have  been  extensively  made  in  deep  mines  and 
Artesian  wells,  and  always  with  a  nearly  constant  result.  The  variations  nn- 
doubtedly  arising  Arom  the  nature  of  the  soil,  and  its  oonduetibility  for  beat 
Water  from  Artesian  wells  has  always  a  higher  temperature  than  surface  water. 
Thus,  the  water  arising  in  the  Qrenelle  Artesian  Well  near  Paris,  from  a  depth 
of  about  2100  feet,  has  a  temperature  of  86°  F.  At  NeusaUwerke,  in  Westpha- 
lia, is  a  well  2200  feet  deep.  The  water  rising  from  it  has  a  temperature  of 
91°  F.     Compare  §  204. 

Assuming  the  ratio  given  above  for  the  increase  in  temperature  as  we  descend 
into  the  earth,  at  the  depth  of  two  miles  water  would  boil ;  at  about  23  miles, 
or  only  y^jf  of  the  earth's  radius,  there  would  be  a  temperature  of  2200°  F. 
At  this  temperature  cast-iron  melts  in  the  open  air,  and  trap,  basalt,  obsidian, 
and  some  other  rocks,  become  perfectly  fluid.  But,  as  Pouillet  observes,  the 
enormous  compression  produced  by  the  weight  of  the  upper  strata  resting  upon 
the  lower  portions  of  the  earth's  crust,  raises  the  point  of  fusion,  so  that  the 
point  of  perfect  or  partial  fluidity's  carried  far  lower  than  a  direct  ratio  would 
give ;  but,  with  due  allowance  for  the  efiect  of  pressure  upon  the  temperatore 
of  fusion,  the  thickness  of  the  earth's  crust  cannot  be  supposed  to  exceed  one 
hundred  miles. 

746.  Origin  of  terrestrial  heat. — Numerous  theories  hafe  been 
advanced  to  account  for  terrestrial  heat  Some  attribute  the  heat  to 
local  chemical  action.  Thus,  Boyle  explained  it  by  the  decompositiun 
of  pyrites — a  view  no  longer  esteemed  tenable.  The  belief  in  a  cen- 
tral fire  within  the  earth,  now  generally  entertained,  is  found  in  the 
mythology  of  many  nations,  originating,  most  likely,  in  observation 
of  volcanic  fires.  For  evidence  that  the  earth  was  once  a  fluid  mass* 
see  {{91  and  102.  This  question  is  of  the  highest  geological  interest* 
and  its  discussion  must  be  referred  to  treatises  on  that  science. 

747.  Atmospherio  eleotxloity. — Another  source  of  heat  is  atmo- 
spheric electricity,  the  origin  of  which  is,  at  present,  shrouded  in  mys- 
tery.   The  more  usual  form  in  which  its  calorific  powers  are  presented 
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to  us,  is  seen  in  the  effects  of  a  powerful  flash  of  lightnii  g,  which  not 
un frequently  fuses  metals  and  earthy  matter  with  which  it  comes  in 
contact. 

III.    CHEMICAL  SOURCES  OF  HEAT. 

748.  Chemical  combination. — When  two  substances  enter  into 
chemical  combination,  there  is  generally  an  elevation  of  temperature, 
but  sometimes  also  a  depression. 

Where  there  is  a  slow  and  gradual  chemical  combination,  the  development  of 
beat  cannot  always  be  appreciated.  The  same  amount  of  heat  is  developed  as 
if  the  combination  took  place  quickly,  but,  being  extended  over  a  greater  time, 
it  is  inappreciable  at  any  single  moment,  and  cannot  be  accurately  measured. 

Chemical  combination  sometimes  takes  place  at  the  ordinary  temperature; 
but  it  is  often  necessary  to  heat  the  bodies  before  they  will  unite.  An  example 
of  the  first  class,  is  the  mixture  of  sulphuric  acid  with  water,  or  the  slaking  of 
burnt  lime,— in  both  oases  a  large  amount  of  heat  is  developed.  As  examples 
of  the  second  class,  are  wood,  sulphur,  and  phosphorus,  which  do  not  inflame 
at  the  ordinary  temperature. 

749.  Combnstion. — When  the  heat  developed  by  the  chemical  com- 
bination of  two  bodies  produces  luminosity,  the  bodies  are  said  to  bum, 
and  the  phenomenon  is  called  combustion.  If  one  of  the  bodies  burning 
is  solid,  it  is  called  Jire ;  if  gaseous,  flame.  As  bodies  are  usually 
burned  in  the  atmospheric  air,  the  term  combustion  has  come  to  be 
restricted,  in  a  popular  sense,  to  the  union  of  bodies  with  oxygen, 
developing  light  and  heat. 

In  a  chemical  sense,  however,  the  term  combustion  has  a  wider  range,  and 
refers,  generally,  to  chemical  union,  even  when  the  bodies  combining  together 
do  not  evolve  either  light  or  sensible  heat  Thus,  iron  slowly  rusts  or  oxydizes 
in  the  air,  wood  gradually  decays ;  these,  to  the  chemist,  are  as  truly  cases  of 
combustion,  as  those  more  rapid  combinatidlis  with  oxygen,  which  are  accom- 
panied by  the  splendid  evolution  of  light  and  heat. 

750.  On  the  cause  of  the  heat  generated  by  combnation,  there 
is  a  great  diversity  of  opinion.  According  to  the  dynamical  theory  of 
beat,  it  is  the  vibratory  motion  of  the  constituent  atoms  of  the  bodies, 
as  they  combine  together,  that  produces  the  rise  in  temperature. 

When  the  state  of  aggregation  of  one  or  both  of  the  bodies  combining 
is  changed,  the  heat  which  was  latent  becomes  sensible ;  or  if  there  is 
a  depression  of  temperature,  as  is  sometimes  the  case,  a  portion  of  the 
sensible  beat  becomes  latent.  When  there  is  no  change  in  the  state 
of  aggregation  of  the  bodies  combining,  it  is  explained  by  the  specific 
heat  of  the  compound  being  less  or  greater,  according  as  there  is  a 
depression  or  elevation  of  temperature. 

751.  The  amount  of  heat  developed  by  chemical  action,  is  of 
freat  practical  importance,  and  has,  for  a  long  time,  engaged  the  atten- 
tion of  physicists.    The  first  experiments  upon  this  subject  were  made 
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in  1790,  bj  Lavoisier  and  Laplace,  by  means  of  their  ice  calorimeter.* 
Coant  Rumford,  in  1814,  Welter,  in  1822,  and  DespreU,  in  1823,  are 
among  those  who  have  contributed  valuable  researches  upon  this  subject. 
Compare  {715.  The  most  elaborate  series  of  experiments  upon  this 
subject,  was  made  by  Favre  and  Silbermann,  in  1844 ;  a  portion  of 
their  results  is  found  below. 

The  thermal  unit  is  the  heat  necessary  to  raise  a  weight  of  water, 
equal  to  that  of  the  combustible,  one  degree  of  the  scale  of  Fahrenheit's 
thermometer. 

HEAT  DIVBLOPBD  BT  BURNING  DIFFBBBNT  8UBSTANCB8  WITH  OXTGKK. 


Names  Of  laUitaiioM.          |       Fonnal».       lS~'"'**^ .?' ""^l  •"t**^ 

Hydrogen 

Oxyd  of  carbon  .... 

MftrshgM 

Wood  cbarooal    .... 
Natural  graphite     .    .    . 

Diamond 

Sulphur      ...... 

Olefiantgas 

Good  coal 

Snlpburio  ether  .... 

Wood  spirit 

Alcohol 

Stearic  acid 

Acetic  ether 

Beeswax 

Essence  of  turpentine  .    . 

Dry  wood 

Peat 

CO 
C.H, 

C4H.O 

C,H,0, 

C,H,0. 

C.H.0, 

CbHA 

C,H„ 

62031 

4325 

23513 

14644 

14006 

14184 

4032 

21344 

10800 

16248 

9552 

12931 

17676 

11326 

18892 

19533 

6480 

4860 

The  quantity  of  heat  disengaged  during  the  combustion  of  an  elementary 
body,  is  the  same,  whether  it  attains  at  once  its  maximum  of  oxydation,  or  at  a 
number  of  times. 

Thus,  carbon  disengages  a  certain  amount  of  heat  during  its  conyersion  into 
carbonic  acid.  The  same  amount  of  heat  is  erolred  when  it  is  first  eonreried 
into  carbonic  oxyd  and  afterwards  burned  to  conrert  it  into  carbonic  acid. 

752.  The  pyrometrical  heating  effect  of  a  snbstance,  is  the 

intensity  of  the  heat  evolyed  daring  its  combastion.  This  varies  mach 
with  different  substances,  and  depends  not  onlj  on  their  composition, 
bat  also  on  their  state  of  aggregation.  The  conclasions  of  an  economic 
character  derived  from  this  subject,  are  as  follows : — 

1st.  The  pyrometrical  heating  power  of  carbon  it  greater,  and  that  of 
hydrogen  smaUer^  than  those  of  any  other  combustible, 

2d.  The  pyrometruxU  heating  potoer  of  the  ordinary  fuels,  oompated 
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pfearbon  and  hydrogen,  is  greater  in  proportion  to  the  amount  of  carbon 
tkey  contain. 

3d  The  pyrometrical  heating  powers  of  different  fuels  are  much  greater 
in  oxygen  than  in  air.  Thus,  between  carbon  and  hydrogen  burned  in 
oxygen,  there  is  a  difference  of  12,000°  F.,  in  air  only  1500°  F. 

753.  Relative  value  of  fuel. — In  the  following  table  is  given  the 
absolate,  specific,  and  pjrometrical  heating  effects  of  different  combus- 
tibles : — 

TABLE  SHOWING  THE   HEATING  EFFECTS   OF   DIFFERENT  BODIES  BURNED  IN 

AIR. 


Hydrogen 

Gaaeous  combastiblea  .  . 
Vegetable  oils,  Ac. .  .  . 
Salphnric  ether  .... 

Wood 

Peat 

Lignite 

Bitaminous  coal  (5  p.  e. 

water,  6  p.  e.  ash.)  .  . 
Peat  charcoal  .... 
Wood  charcoal  .  .  .  . 
Coke  (not  more  than  5  p. 

c.  ash.) 


Heating  dfcet 


Abnolute. 


0-23 

0-80-«-0-25 
116— 1-22 
1*02 

0'36— 0-47 
0.37—0*65 
0-43— 0-86 


0.79— 0-96 
0.33—0-85 
0-64— 0-97 


0-84— 0-97 


Specific. 


00077 

0.00010—000027 

0-30 

021 

014— 0-28 


1-00—1.44 
0-10— 0-20 
0.38—0-46 


Pyrometrlcal. 


2900® 
1860— 1150® 


1575— 1750« 
1575—2000° 
1800— 2200« 

2200— 2350* 
2050—2350° 
2100— 2450° 

2350— 2450« 


The  lighter  woods  bum  more  quickly,  with  a  greater  flame,  and  more  intense 
heat  than  the  more  dense  woods.  The  amount  and  intensity  of  the  heat  from 
the  different  fuels  depends,  to  a  great  extent,  on  their  state  of  dryness. 

754.  Combinations  in  the  humid  way. — Messrs.  Hess,  Andrews, 
and  Graham  have  made  important  researches  upon  the  heat  evolved  in 
combinations  in  the  humid  way.  Their  principal  results  may  be 
summed  up  as  (pllows : — 

Ist.  Equicalenis  of  the  different  acids  combining  with  the  same  b<xse, 
produce  the  same  quantity  of  heat, 

2d.  EquiccUents  of  the  different  bases  combining  with  the  same  acid, 
produce  different  quantities  of  heat :  generally  the  more  energetic  bases  1 
disengaging  the  most  heat. 

3d.  When  a  neutral  salt  is  converted  into  an  acid  salt,  there  is  no  dis- 
engagement of  heat. 

4th.  When  a  neutral  salt  is  converted  into  a  basic  salt,  there  is  a  dtt- 
engagement  of  heat. 

755.  Animal  heat ;  warm  and  cold-blooded  animals. — The  tem- 
perature of  organized  beings  is  seldom  that  of  the  medium  which  sur- 
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roandB  them.    There  is  within  the  living  body  %  series  of  chemictl 
actions  taking  place,  and  these  are  sources  of  heat 

In  warm-blooded  animals,  as  the  mammifera  and  birds,  the  heat  prodneed  at 
•aoh  instant  compensates  for  that  lost  from  the  exterior,  and  thus  the  body  is 
kept  at  a  uniform  temperature.  In  cold-blooded  animals,  as  reptiles,  fishes,  and 
moUnsoa^  heat  is  also  generated,  but  so  slowly,  that  their  temperature  is  but  a 
yery  few  degrees  above  that  of  the  surrounding  medium,  and  often  is  only 
equal  to  it 

756.  The  canae  of  animal  heat,  it  has  long  been  conjectured,  was 
the  chemical  action  taking  place  within  the  body. 

Crawford  appears  to  have  been  the  first  to  advance  the  doctrine  that  respira- 
tion was  the  cause  of  animal  beat  Lavoisier  supposed  that  the  air  underwent 
in  the  lungs  a  real  combustion;  its  oxygen  combining  with  the  carbon  and 
hydrogen  of  the  blood,  forming  carbonic  acid  and  the  vapor  of  water.  The 
lungs,  according  to  this  view,  were  the  furnaces,  the  arterial  blood  carrying 
the  beat  developed  by  the  combustion  into  all  parts  of  the  body.  This  view  of 
Lavoisier  has  been  essentially  modified.  A  new  theory,  founded  upon  the  re- 
searches of  Spallansani  and  Magnus,  is  now  generally  received.  They  deter- 
mined that  the  arterial  blood  contained  a  large  quantity  of  oxygen,  and  the 
venous  blood  a  large  quantity  of  carbonic  acid.  It  has  been  concluded  that  the 
venous  blood  reaches  the  lungs  loaded  with  carbonic  acid,  which,  by  endosmese^ 
traverses  the  humid  walls  of  the  pulmonacy  cells,  and  passes  into  the  ur.  Car- 
bonic acid  is  thus  exhaled,  and  oxygen  is  absorbed.  Becoming  then  arterial 
blood,  the  blood  is  forced  through  the  arteries  into  the  capillaries  of  the  differ- 
ent organs,  where  a  more  or  less  considerable  combustion  of  carbon  takes  place. 

It  has  not  as  yet  been  demonstrated,  that  the  hydrogen  of  the  blood  combines 
with  the  oxygen  of  the  air.  Indeed,  most  physiologists  think  that  the  vapor 
of  water  exhaled  in  respiration,  is  simply  an  evaporation  from  the  lungs. 

757.  Temperature  of  vegetables. — As  the  plant  is  the  seat  of 
numerous  chemical  actions,  so  also  it  is  a  source  of  heat  The  tem- 
perature of  plants  is,  in  general,  from  0^*9  to  l^'I  higher  than  that  of 
the  surrounding  air.  In  a  few  exceptional  cases,  it  is  much  higher. 
Thus,  the  Arum  cardifolium  of  the  Isle  of  France,  at  the  time  of  bios* 
soming,  roaches  a  temperature  of  120^-2  F.,  while  that  of  the  air  is 
about  67^  Plants  attain  their  highest  and  lowest  temperatures  some 
hours  later  than  the  maxima  and  minima  of  daily  temperature. 

;  1^.  Correlation  of  Phyaioal  Forcea. 

I.    KXCHANICAL  EQUIYALINT  OF  HXAT. 

758.  Relations  of  heat  and  force. — It  is  well  known  that  there  is 
an  intimate  relation  between  heat  and  mechanical  force,  and  that  one 
may  be  exchanged  for  the  other.  A  given  quantity  of  one  may  be 
converted  into  a  determinate  quantity  of  the  other,  as  is  shown  in  the 
case  of  the  steam-engine,  and  in  the  production  of  heat  by  mechanical 
means  ({{  735- 741). 
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759.  Unit  of  meaiorement,  the  foot-pound. — In  the  experiments 
apon  the  mechanical  equivalent  of  heat,  the  unit  adopted  in  England 
and  in  this  country,  is  the  foot-pound,  or  the  mechanical  force  expended 
in  raising  a  pound  weight,  one  foot  high  (714).  In  France  and  other 
European  countries,  the  unit  adopted  is  the  mechanical  force  expended 
in  raising  one  kilogramme  (2*2046  lbs.)  one  metre  (39*37  in.)  high. 

760.  Determination  of  the  mechanical  equivalent  of  heat. — 
According  to  the  Dynamical  Theory  of  Heat,  the  mechanical  equivalent 
of  heat  is  independent  of  the  nature  of  the  body  by  whose  agency  the 
transformation  of  mechanical  force  into  heat  is  effected ;  hence  the  same 
result  should  be  arrived  at,  whatever  course  of  experiment  is  adopted. 
Mr.  J.  P.  Joule,  of  Manchester,  England,  has  made  the  most  exact 
determination  of  the  mechanical  equivalent  of  heat  in  a  series  of  very 
careful  and  elaborate  experiments,  conducted  between  the  years  1840 
and  1843.*  He  determined  the  mechanical  equivalent  of  heat  in  a 
number  of  ways,  reversing  the  question,  and  determining  the  amount 
of  heat  produced  by  a  certain  expenditure  of  mechanical  force. 

One  method  was  by  the  compression  of  gases ;  compressing  air  with 
a  great  force  in  a  copper  receiver ;  in  one  series  of  experiments  filled 
with  air  only,  and  in  another  with  water.  The  whole  apparatus  was 
placed  in  the  water  of  a  calorimeter,  whose  temperature,  before  and 
after  the  experiment,  was  carefully  determined. 

The  heat  developed  by  the  fHction  of  water  and  of  oil,  was  determined  in  an 
■pparatas  eonsiBting  of  a  brass  paddle-wheel,  fig.  519,  having  revolving  arms, 
h,  g,  working  between  stationary  vanes,  e,/.     This  wheel  619 

was  made  to  revolve  by  the  descent  of  a  known  weight, 
and  thus  the  mechanical  force  exerted  was  determined.  A 
similar  apparatus,  of  smaller  size,  and  made  of  iron,  was 
nsed  for  experiments  on  mercury.  In  all  oases,  the  appa- 
ratus was  placed  in  a  metallic  vessel  filled  with  the  liquid, 
and  the  temperature  noted  before  and  after  the  experiment 

In  hifl  experiments  on  the  friction  of  solids,  Mr.  Joule 
used  an  apparatus  consisting  of  a  vertical  axis,  which 
earried  a  beveled  cast-iron  wheel,  against  which  a  fixed 
east-iron  wheel  was  pressed  by  a  lever.  The  whole  was 
plunged  in  an  iron  vessel  filled  with  mercury,  the  axis 
passing  through  a  bole  in  the  lid.  In  all  of  these  experi- 
ments, the  temperatures  were  noted  by  thermometers,  which  indicated  a  varia- 
tion of  temperature  of  the  one  two-hundredth  of  a  degree  F. 

761.  ReeultB  of  Joule's  ezperiments. — In  the  following  table  are 
given  the  most  important  results  obtained  by  Mr.  Joule.  The  second 
column  gives  the  results  obtained  in  air,  the  third  column,  the  same 
reeolte  corrected  for  a  vacuum. 
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FORCE  REQUIRED  TO  HEAT  ONE  POUND  OF  WATER  P  F. 


Material  employed. 

Equivalent  (in  fbot-        EqulraJent  In 
pounds)  in  air.     |            Teeuo. 

Mean. 

ill 

- 

773640 
778-762 
776-303 
776-997 
774-880 

772-692 
772-814 
775-352 
776  045 
773  930 

772-692 
774083 

774-987 

Conolnaions  dednoed  from  Joule's  ezperiments. — 1.  TAeguoii- 
(Uy  of  hecU  produced  by  the  friction  of  bodies  is  cUways  proportianiU  U> 
the  force  employed. 

.2.  The  quantity  of  heai  capable  of  increasing  the  temperature  of  one 
pound  of  water  (weighed  in  vacuo,  and  between  55°  and  60°)  by  1°  F., 
requires,  for  its  evolution,  the  expe:ikditure  of  a  mechanical  fores  reprt- 
sented  by  the  fall  of  772  lbs,  through  the  space  of  onefooL 

Conaequently  a  force  of  one  horse  power  (714)  would  raise  42*7  llw.  of  water 
V*  F.  each  minute,  and  would  bring  it  to  boil  fh>m  60°  in  two  and  a  half  hours. 
Prof.  Thomson  (Phil.  Mag.,  Feb.  1854)  says,  it  is  mathematically  demonstrated 
from  the  dynamical  theory  of  heat,  that  any  substance  may  be  heated  30°  F. 
aboTO  the  atmospheric  temperature,  by  means  of  a  properly  oontrit«d  machine 
driyen  by  an  agent>  spending  not  more  than  one  thirty-fifth  of  the  energy  of  ths 
heat  communicated,  and  that  a  corresponding  machine,  or  the  same  machine 
worked  backwards,  may  be  employed  to  produce  cooling  effects. 

When  fi  body  ia  heated  by  such  meaDS,  }}  of  the  heat  is  drawn  from 
Burroanding  objects,  and  ^  is  produced  by  the  action  of  the  agenL 

II.    DTNAMICAL  THBORT  OF  HEAT. 

762.  The  dynamioal  theory  of  heat,  which  rests  upon  the  soppo- 
sition  that  heat  is  motion,  or  the  result  of  motion,  is  founded  upon  ths 
oonstant  relation  which  exists  between  heat  and  mechanical  force. 

763.  Motions  of  the  molecules. — ^In  this  theory  it  is  assumed 
that  the  particles  of  all  bodies  are  in  constant  motion,  and  it  is  this 
motion  which  constitutes  heat ;  the  kind  and  quantity  of  the  motion 
varying  with  the  solid,  liquid,  or  gaseous  stat«  of  the  body. 

Thus  in  iolida,  it  may  be  assumed  that  the  molecules  are  oontinnaUy  oseiUa- 
ting  about  their  position  of  equilibrium.  This  motion  may  be  yibimtion  of  the 
constituent  atoms  of  a  moleoule^  or  of  the  entire  molecule,  and  may  b«  notilinear 
or  rotary. 

In  liquidtf  the  molecules  hare  no  constant  position  of  equilibrium,  the  repnl- 
iire  and  attractive  forces  being  nearly  equalised.  The  movements  of  the  liquid 
molecules  may  therefore  be  either  ribratory,  rotary,  or  progressire. 

In  gaaet,  the  repulslTc  force  predominating,  the  molecules  move  onward  in 
straight  lines. 

764.  Changes  in  the  state  or  ▼olmne  of  bodies. — ^Thb  view 
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explains  the  prodaotion  and  consumption  of  heat,  which  accompany 
changes  of  state  or  volume  in  bodies.  The  work  performed  is  partly 
internal  and  partly  external.  . 

Tkna  when  a  solid  ia  melted,  there  is  an  internal  work,  employed  in  changing 
tite  relatire  position  of  the  molecnlesi  and  in  conseqaenoe,  an  absorption  of  beat 
proportional  to  the  work  aooomplisbed.  In  evaporation  there  is  an  internal 
work,  employed  in  separating  the  moleenles,  and  an  external  work  in  overcoming 
the  forces  which  oppose  themselves  to  the  expansion  of  the  vapor. 

When,  on  the  contrary,  a  gas  or  vapor  is  liquefied  by  compression,  the  external 
work  is  supplied,  and  the  internal  work  due  to  the  cohesiTC  force  which  draws 
the  atmosphere  together,  is  transformed  into  heat.  Again,  when  a  liquid  solidi- 
fies, the  internal  work  whioh  unites  the  moleoolei  is  transformed  into  heat,  and 
appears  as  sensible  heat. 

It  is  evident  that  this  theory  would  modify  the  ideas  generally  received  of  the 
amount  of  heat  in  bodies.  Thus  the  heat  which  is  rendered  latent,  when  a  solid 
is  liquefied,  cannot  be  regarded  simply  as  being  insensible ;  it  must  be  consi- 
dered as  being  converted  into  motion. 

III.    ANALOQT  OF  LIGHT  AND  HBAT. 

765.  Vibrations  producing  heat  and  light. — A  careful  conside- 
ration of  the  phenomena  and  laws  of  heat  has  led  many  able  physicists 
to  conclude  that  heat  is  not,  as  was  formerly  supposed,  a  fine  imponder- 
able substaftce,  but  that,  like  light,  it  is  a  peculiar  vibratory  motion  of 
the  ultimate  particles  of  bodies.  The  exact  nature  of  the  vibratory 
motion  of  atoms  which  constitutes  heat  is  more  difficult  to  determine. 

The  polarization  of  heat  is  best  explained,  like  the  polarization  of 
light,  by  the  theory  of  transverse  vibrations.  On  this  theory : — HecU  and 
light  are  different  effects  produced  by  one  and  the  same  causey  and  they 
differ  physically  only  in  the  rapidity  and  amplitude  of  their  vibrations. 
While  the  phenomena  of  light  are  due  to  vibrations  whose  utmost  range 
of  velocity  is  comprehended  within  the  limit  of  an  octave  in  music 
(531),  vibrations  of  less  rapidity  and  greater  amplitude  produce  heat, 
while  the  vibrations  whioh  produce  light,  also  in  their  turn  produce  the 
phenomena  of  heat. 

766.  Impreaaions  of  light  and  heat. — It  is  natural  to  admit  that 
the  more  rapid  vibrations  of  ether  are  generally  those  which  have  the 
least  amplitude.  In  fact  this  result  is  deduced  from  an  examination  of 
the  spectrum,  which  presents  a  more  feeble  illumination  in  the  blue  and 
violet.  It  is  the  same  with  sounds.  The  more  acute  sounds  have  gene- 
rally the  least  intensity,  while  the  bass  notes  are  more  prolonged.  As 
grave  sounds  have  little  intensity,  because  their  amplitude  is  great,  so 
wi^  vibrations  of  the  luminiferous  ether,  we  observe  that  the  extreme 
red  of  the  spectrum  has  but  little  brilliancy. 

Vibrations  impressed  upon  the  air  by  sonorous  bodies  may  produce  upon  us 
tiro  sorts  of  sensations ;  the  one  perceived  by  a  special  organ,  the  ear,  when  the 
45 
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ribratiooB  are  Boffieiently  rapid,  the  other  affecting  the  entire  awrfae*  of  vn 
bodies,  producing  that  general  trembling  which  resolts  from  energetie  ribra* 
tione,  as  in  the  case  of  thunder  or  the  roar  of  cannon.  Only  grave  eoands  cor- 
respond to  vibrations  of  saffioient  amplitude  to  produce  this  general  effecL  On 
the  other  hand,  vibrations  of  too  great  rapidity,  and  oonseqnently  too  little 
amplitude,  may  fail  to  affect  even  the  ear,  as  ia  the  ease  with  ribrationa  exceed- 
ing 36,500  per  second, }  378.  We  may  consider  the  same  ribrationa  communicated 
to  the  ether  by  the  molecules  of  luminous  bodies  as  giving  rise  to  two  aorts  of 
impressions ;  the  one  peculiar  to  the  organ  of  vision,  the  other  affecting  the  whole 
surface  of  the  body ;  the  former  constituting  the  impression  of  light*  the  othw 
giving  the  impression  of  heat  when  the  amplitnde  of  the  vibrations  is  tnffietently 
great. 

But  the  colored  rays  which  pertain  to  the  extreme  violet  of  the  spectrnm  are 
produced  by  vibrations  which  are  very  rapid,  and  which  consequently  hare  veiy 
little  amplitude.  Such  ribrations  are  not  suited  to  produce  the  general  effect 
which  is  denominated  heat  But  when  the  vibratory  energy  is  feeble,  as  in  the 
spectrum  obtained  from  the  electric  light,  there  are  more  evident  signa  of  heat 
in  the  violet  portion  of  the  spectrum.  In  general,  the  less  rapid  ribrationa  found 
in  the  yellow,  orange,  and  red,  produce  heat*  and  even  beyond  the  extreme  red, 
where  the  vibrations  are  too  slow  to  produce  light,  the  greater  amplitude  of  the 
vibrations  ^ives  them  great  power  to  produce  the  phenomena  of  heat.  Compare 
J463. 

Aerial  vibrations  of  great  amplitude,  and  a  moderate  degree  of  rapidity,  affect 
the  entire  system  (386),  and  when  less  than  32  per  second,  they  seldom  produce 
the  sensation  of  sound.  So  also  if  the  ribrations  exceed  36,500  per^econd,  their 
amplitude  is  so  small  that  no  audible  sound  is  produced. 

The  gradual  weakening  of  the  riolet  tint  of  the  spectrum,  and  the  existence 
of  invisible  rays  beyond  the  extreme  violet,  as  attested  by  chemical  action  and 
fluorescence,  J§  463,  533,  prove  the  same  thing  in  regard  to  light.  Heat  and 
light  may  therefore  be  regarded  as  different  effects  of  the  same  cause. 

767.  Bodies  become  Inminoiis  by  incandesoence. — When  a 
body  is  heated,  the  source  of  beat  first  commanicates  vibrations  to  the 
ether,  and  tben  to  the  molecules  of  the  body.  The  vibrating  molecules 
in  turn  react  upon  the  ether,  and  excite  undulations  of  different  lengths ; 
the  longer  vibrations  corresponding  to  the  calorific  rays  of  least  refran- 
gibility,  will  have  a  greater  amplitude,  and  will  be  the  first  to  become 
sensible  as  light. 

Melloni  discovered  that  the  heat  rays,  emitted  by  bodies  of  low  temperatue^ 
are  but  little  refracted  by  a  prism  of  rock-salt,  but  as  the  heat  of  the  body 
becomes  more  intense,  and  the  amplitude  of  all  the  vibrations  may  be  eonsi* 
dcred  greater,  the  rays  of  heat  are  more  refracted,  the  more  refrangible  rays 
appear  as  light,  and  the  body  becomes  luminous.  This  result  takes  place  at  the 
temperature  of  about  947°  Fahrenheit,  whatever  be  the  nature  of  the  luminous 
substance.  Draper  formed  a  spectrum  by  means  of  light  from  a  narrow  opening, 
and  examined  with  a  lens  and  micrometer  the  positions  of  the  dark  lines  of 
Fraanbofer  (461).  He  afterwards  employed,  instead  of  the  narrow  opening,  a 
platinum  wire,  the  temperature  of  which  he  caused  to  vary  by  means  of  an  electric 
current,  more  or  less  intense,  and  he  found  that  the  red  part  of  the  spectrum 
appeared  firsts  and  as  the  heat  and  brilliancy  of  the  wire  increased,  the  other 
colors  of  the  spectrum  suooessirely  appeared  up  to  the  violet    This  result  is  in 
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beautiful  harmony  with  the  theory  etated  abore.  Common  cbservation  also 
■hows  that  a  heated  body  beoomes  first  red,  then  yellow,  purple,  and  at  length 
a  fitil  white  heat    Compare  {  178. 

768.  Heat  and  light  produced  by  chemioal  and  mechanical 
action. — ^It  is  easy  to  understand  that,  in  the  molecalar  conflict  which 
constitates  chemical  action,  the  ether  aroand  the  molecules  will  be 
Tiolently  agitated,  and  become  the  seat  of  undulations  of  different 
rapidity.  If  the  chemical  action  is  weak,  the  vibrations  will  be  slow, 
and  they  will  have  only  sufficient  amplitude  to  be  sensible,  and  it  has 
been  observed  that  the  heat  thus  produced  furnishes  rays  more  and 
more  refrangible  as  the  chemical  action  becomes  more  active.  When 
this  action  becomes  sufficiently  energetic  to  give  to  the  more  rapid 
Tibrations  a  sufficient  amplitude,  light  accompanies  the  heat 

Experiments  show  that  the  color  of  the  luminous  rays  depends  upon  the  nature 
of  the  substance  from  which  they  proceed,  and  it  is  also  probable  that  the  tem- 
perature at  which  light  begins  to  appear,  depends  also  on  the  nature  of  the 
substance  or  the  color  which  it  gives  forth.  We  can  easily  understand  that  the 
nature  of  the  molecules  will  afiect  the  rapidity  of  the  vibrations,  and  we  may 
presume  that,  if  it  were  possible  to  augment  gradually  the  energy  of  the  chemi- 
cal action,  we  should  find  the  temperature  at  which  light  begins  to  appear  is 
more  eleya(ed  in  proportion  as  the  color  of  the  light  which  the  substance  affords 
approaches  to  white  or  violet  This  conjecture  is  confirmed  by  the  fact  that  the 
incandescence  due  to  chemical  action,  when  it  is  feeble,  gives  forth  red  light. 

In  meehanieal  ctctiott,  the  vibrating  molecules  impress  upon  the  ether  vibra- 
tions of  different  rapidity,  and  when  the  action  is  sufficiently  violent,  as  in  the 
shock  of  two  fiints,  or  in  the  sudden  compression  of  a  gas,  light  is  emitted  in 
connection  with  the  heat  Here,  again,  if  we  could  graduate  the  intensity  of  the 
aetion,  we  ought  to  obtain  a  color  approaching  more  nearly  to  white  as  the  me- 
chanical action  is  more  energetic. 

We  thus  see  how  the  effects  which  heat  and  light  exercise  upon  bodies  can  bo 
explained  by  the  theory  of  undulations. 

The  phenomena  of  heat  in  the  interior  of  bodies  are  more  diffioult  to  compre- 
hend, and  it  is  impossible  to  explain  them  by  the  system  of  emission ;  but  by 
comparing  them  with  other  effects  in  elastic  bodies,  they  are  readily  explained 
by  the  theory  of  undulations. 

769.  Dilatation  and  change  of  atate. — The  heat  received  by  a 
body  agitates  the  ether ;  this  agitation  is  communicated  to  the  mole- 
culesy  and  the  volume  of  the  body  is  increased  in  proportion  as  the 
amplitude  of  the  oscillation  of  the  molecules  becomes  greater.  It  is 
thu^  that  bodies  which  vibrate  longitudinally  appear  larger,  and  a 
vibrating  cord  appears  swollen.  In  the  same  manner,  obstacles  opposed 
to  vibrating  parts  become  repelled,  if  they  are  so  light  as  not  to  arrest 
the  vibrations. 

This  explanation  leads  us  to  a  very  simple  and  clear  definition  of 
temperature: — IhnpercUure  consists  in  the  vibratory  state  of  the  ether 
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within  the  body,  and  its  intensity  depends  upon  iks  ampUiude  of  Uu 
vibrations. 

The  theory  of  changes  of  temponiare  is  iiAtanlly  explained  by  the  tendeney 
to  establbh  an  eqailibriam  between  the  amplitade  of  the  ribrations  of  bodies 
near  each  other,  through  the  medium  of  the  ether  which  fills  the  space  that 
separates  them.  The  molecnles  of  bodies  should,  therefore,  be  considered  as  in 
a  perpetual  state  of  agitation.  There  can,  then,  be  no  abwlute  mero  only  where 
there  is  a  state  of  perfect  repote. 

The  only  difficulty  in  admitting  the  existence  of  such  a  state,  is  the  tmei  that 
celestial  space  is  certainly  filled  with  agitation  by  the  transmission,  in  erery 
possible  direction,  of  the  different  radiations  which  emanate  from  the  maltitnde 
of  stars  which  people  space. 

Change  of  state  prodnoed  by  heat. — ^If  the  motioii  of  the  mole> 
cules  is  sufficiently  energetic,  they  leap  oat,  as  it  were,  from  each  other, 
and  become  independent,  as  a  glass  rod  vibrating  rapidly  in  the  direc- 
tion of  its  length,  is  divided  into  many  pieces.  We  thus  explain  the 
phenomena  of  fusion. 

If  we  revert  to  the  theory  of  the  mechanical  equivalent  of  heat,  we  can  under* 
stand  how  the  conversion  of  heat  into  mechanical  work,  and  vice  rrrso,  is  a 
direct  consequence  of  the  preceding;  for,  according  to  this  theory,  heat  is  a 
species  of  motion,  and  the  work  which  produces  this  motion  of  the  ether,  ought 
to  be  changed  into  vibrations  of  this  latter  sort ;  that  is,  it  should  be  transformed 
into  heat. 

It  is  the  same  with  the  mechanical  work  developed  by  a  vibrating  body.  The 
work  represented  is  that  which  has  been  expended  in  putting  it  into  vibration. 
The  heat  developed  in  moving  bodies,  by  electro-dynamic  induction,  and  the 
work  which  it  represents,  are  all  related  to  the  same  theory. 

770.  Quality  of  heat  changed  by  absorption  and  radiation. — 

In  all  experiments  upon  radiant  heat,  it  has  been  observed,  that  heat» 
once  absorbed,  retains  none  of  the  peculiarities  of  the  source  from 
which  it  was  derived ;  but  its  refrangibility  and  other  properties,  when 
again  radiated,  depend  only  on  its  temperature,  and  the  nature  of  the 
body  from  which  it  is  again  emitted. 

Heat,  transmitted  through  diathermanons  bodies,  appears  to  be  sifted,  or  to 
leave  behind  some  of  those  rays  which  are  transmitted  with  diffioalty  through 
that  substance ;  so  that  a  larger  percentage  of  the  remaining  heat  will  be  trans- 
mitted through  another  similar  screen. 

Even  rock-salt,  generally  considered  colorless  for  heat  (546),  has  been  found, 
by  the  later  researches  of  Prof.  Forbes,  to  transmit  a  somewhat  greater  propor- 
tion  of  heat  of  high  temperature  than  of  heat  of  low  temperature. 

It  is  well  known  that  heat  of  groat  refrangibility,  or  smajl  wave-length,  passes 
more  readily  through  glass  and  mica  than  heat  having  the  opposite  qualities. 
The  difficulty  with  which  heat  radiated  by  rock-salt  penetrates  these  substances, 
as  compared  with  ordinary  heat,  would  lead  us  to  infer  that  heat  from  roek-salt 
has  a  greater  wave-length  than  ordinary  heat  radiated  from  lampblack.* 

*  See  an  able  article  on  radiant  heat,  by  B.  Stewart,  Esq.,  in  the  Tram,  if 
Royal  Soc.  of  Edinburgh,  Vol  XXII.,  part  I. 
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771.  Diiferenoe  between  quantity  and  intenaity  of  heat. — 

Another  carious  fact  connected  with  this  subject  is,  that  no  amount  of 
heat  of  low  temperature  can  be  so  applied  to  an  object  as  to  raise  it  to 
a  higher  temperature  than  that  of  the  source  from  which  the  heat  ema- 
nated. Thus,  the  heat  of  the  sun,  when  absorbed  by  a  blackened  wall, 
and  radiated,  cannot  be  again  raised  to  the  intensity  requisite  to  ignite 
ordinary  combustible  substances,  which  are  readily  ignited  by  tiie  direct 
rays  of  the  sun  concentrated  by  a  burning-glass. 

The  same  degradation  of  heat,  or  loss  of  intensity,  is  obserred  in  condensing 
steam  in  distillation.  The  whole  heat  of  the  steam,  both  latent  and  sensible,  is 
transferred  without  loss  to  perhaps  fifteen  times  as  much  condensing  water ;  bat 
the  intensitj  of  the  heat  is  reduced  from  212^  to  perhaps  100®  F.  The  heat  is 
not  lost ;  for  the  fifteen  parts  of  water  at  100°  are  capable  of  melting  as  much 
ice  as  the  original  steam.  Bat  by  no  quantity  of  this  heat  at  100°  can  tem- 
perature be  raised  above  that  degree ;  no  means  are  known  of  giving  it  inten- 
sity. 

If  heat  of  low,  is  ever  changed  into  heat  of  high  intensity,  it  is  by  mechani- 
cal means,  as  by  the  compression  of  gases  or  vapors  to  a  smaller  volume,  when 
(he  temperature  is  elevated;  but  this  is  rather  the  conversion  of  mechanical 
force  into  heat,  than  the  elevation  of  the  intensity  of  heat  previously  existing 
as  such.     Graham's  Chemistry,  Vol.  I.,  p.  100. 

It  is  stated  that  Dr.  WoUaston  received  the  beam  of  the  full  moon,  concen- 
trated by  a  powerful  lens,  in  his  eye,  without  feeling  the  least  heat  Melloni 
obtained  only  an  extremely  feeble  indication  of  heat,  by  concentrating  the  rays 
of  the  moon  by  a  lens  over  three  feet  in  diameter,  and  directing  the  brilliant 
focus  of  light  upon  the  face  of  a  very  sensitive  thermo-multiplier.  This  may 
merely  show  that  the  heat  reflected  or  radiated  by  the  moon,  has  become  heat  of 
too  low  intensity  to  pass  through  a  glass  lens,  or  to  warm  bodies  at  the  ordinary 
terreatrial  temperature. 

All  these  phenomena  are  more  readily  explained  on  the  undulatory  theory, 
than  by  the  theory  of  emission. 

772.  Conclnalon. — ^We  conclude,  from  what  has  been  stated,  that 
the  theory  of  undulations,  which  so  completely  explains  the  phenomena 
of  heat  and  light,  as  well  as  the  different  sensations  produced  upon  our 
organs  by  the  two  sorts  of  radiations,  may  also  enable  us  to  compute, 
with  a  little  uncertainty  in  some  cases,  the  different  effects  which  heat 
and  light  exercise  upon  bodies.  We  see  that  heat  and  light  are  due  to 
the  same  cause,  to  ethereal  vibrations;  and  that  the  same  vibrations  also 
produce  the  two  sorts  of  effects  when  their  amplitude  is  sufficient,  and 
their  rapidity  comprised  between  certain  limits. 

It  remains  only  to  explain,  by  these  movements  of  the  ether,  the  numerous 
and  complex  phenomena  which  are  presented  to  us  by  electricity. 

It  is  possible  that  these  effects  are  produced  by  either  longitudinal  or  rotary 
vibrations,  which  accompany  the  transverse  vibrations  corresponding  to  light 
and  heat. 

But»  while  it  is  very  easy  to  understand  the  facts  relative  to  the  propagation 
of  electricity,  it  is  somewhat  difficult  to  conceive  how  vibratory  movements 
46* 
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produce  attraction  and  repulsion.  We  ought  not  to  regard  thU  dUBenltj  u 
insurmountable,  especially  when  we  remember  that  polarisation  was,  for  a  long 
time,  considered  inconsistent  with  ethereal  ribrations,  until  the  idea  of  trans- 
yerse  ribrations  dissipated  the  objection,  and  gare  new  clearness  to  the  whole 
series  of  phenomena. 

If  this  diifionlty  were  once  oonquered,  there  would  appear  a  possibility  of 
uniting  to  the  system  of  ethereal  vibrations,  the  grand  phenomena  of  nniverssl 
graritation,  which  has  been  attempted  hitherto  without  success. 

But,  when  all  the  phenomena  of  nature,  in  their  infinite  variety,  are  reduced 
to  one  and  the  same  cause,  wonderful  simplicity  will  be  joined  to  the  idea  which 
we  form  of  the  power  and  miyesty  of  the  Qreat  Avthob  of  all  things. 

To  bring  the  detailed  study  and  interpretation  of  facts  to  prove  this  grand 
unity  of  cause,  is  the  mission  which  science  should  propose  to  herself  at  the 
present  day. 

This  close  correlation  of  physical  forces,  is  in  hannony  with  recent 
philosophical  views  entertained  by  many  of  the  first  Physicists  of  oar 
time,  but  by  no  one  more  felicitously  expounded  than  by  Prof.  Grove.* 

A  full  and  satisfactory  discussion  of  this  subject  will  be  found  in  the 
excellent  Traits  de  Physique  of  Daguin  (Vol.  III.,  1859),  firom  which 
the  foregoing  is  condensed. 


Problema  on  Heat. 
Thennometexa. 


209.  What  number  of  Centigrade  and  Reaumur  degrees  oorrespond  to  the  fo) 
lowing  temperatures  in  Fahrenheit's  degrees  ? 

Melting-point  of  mercury, ^-40^  F. 

"         "  bromine, —  4 

"         "  white  wax, 4-158 

"         *'  sodium, 194 

"         "  tin, 442-4 

"         "  antimony 771-8 

Incipient  red  heat, 977 

Clear  cherry-red  heat 1,832 

Dassling  white  heat, 9,732 

210.  How  many  Fahrenheit  and  Reaumur  degrees  oorrespond  to  the  following 
temperatures  in  Centigrade  degrees  ? 

Temperature  of  maximum  density  of  water,  .         .     -{-^^'87  C. 

Boiling-point  of  liquid  ammonia, 

"  **         sulphurous  acid, 

*  «  "  alcohol, 

"  "  phosphorus, 

"  *'  mercury, 

211.  How  many  times  must  the  capacity  of  the  bulb  of  a  thermometer  exceed 
the  capacity  of  the  tube,  in  order  that  the  thermometer  may  measure  tempera- 
tures from  40<'  below  sero  to  600°  F.  ? 


—10 

+76 

290 

360 


*  The  Correlation  of  Physical  Forces  :  pp.  229.     London,  1865. 
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Bzpanaion. 

212.  If  rods  of  the  following  substances,  iron,  brass,  copper,  glass,  platinum, 
iiWer,  measure  each  3  feet  2  inches  in  length  at  the  temperature  of  50°  F.,  what 
will  be  their  respeotiTO  lengths  at  temperatures  of  10°,  25°,  75°,  and  100°  F.  ? 

213.  If  a  glass  globe  holds  exactly  one  gallon  at  60°  F.,  what  will  be  its  ca- 
pacity if  measured  at  the  temperature  of  boiling  water  ? 

214.  If  a  railroad  is  constructed  in  winter,  wlTen  the  average  temperature  is 
25°  F.,  how  far  apart  must  the  ends  of  the  iron  rails,  18  feet  long,  be  laid  to 
allow  sufficient  room  for  expansion  at  the  temperature  of  120°  F.  ? 

215.  What  change  of  temperature  is  required  to  produce  an  elongation  of  8 
inches  in  a  portion  of  the  Britannia  tubular  bridge  (j  172),  917  feet  in  length  ? 

216.  Oas-pipes,  laid  8  feet  below  the  surface  of  the  earth,  are  exposed  to  a 
change  of  temperature  of  60°  F.,  from  summer  to  winter;  what  is  the  extent  to 
which  the  joints  (10  feet  apart)  will  be  opened  in  winter,  if  the  strain  is  equally 
divided  among  the  several  joints  ? 

217.  Calculate  the  lengths  of  the  steel  and  brass  rods  required  to  adapt  Harri- 
son's gridiron  pendulum  to  vibrate  seconds  at  the  following  places :  London, 
Paris,  Kew  York,  and  St  Petersburgh. 

218.  Reduce  the  following  heights  of  the  barometer,  observed  at  the  annexed 
temperatures,  to  the  equivalent  heights  at  the  freesing-point : — 


1. 

301  in. 

1  =  40°  F. 

5. 

23  2  in. 

«  =  60°F. 

2. 

29  4  " 

I«25° 

6. 

24-7  " 

«  — 80° 

3. 

27-9  " 

l-=65° 

7. 

17-4  " 

«  =  19° 

4. 

28-3  " 

««75° 

8. 

15-8  " 

l«10° 

219.  Reduce  the  following  barometric  observations  made  at  8°  C,  to  the  tem- 
peratures indicated  by  the  values  of  t,  given  below : — 

•  1.    24     in.     reduce  to  < »  30°  G.      I      3.    28-5  in.     reduce  to  ( »  55°  0. 
2.    27-6  "  "      "  I « 25°  I      4.     19-6  "  «      "  « =  19° 

220.  A  sphere  of  brass,  8  inches  in  diameter.  Immersed  in  water,  is  suspended 
from  the  pan  of  a  hydrostatic  balance,  and  counterpoised  at  the  temperature  of 
60°  F.  What  weight  will  be  required  to  restore  the  equilibrium  when  the  tem- 
perature of  the  water  and  globe  is  raised  to  200°  F.  ? 

221.  To  what  temperatures  must  an  open  vessel  be  heated,  the  pressure  re- 
maining constant)  that  },  i,  and  }  of  the  air  it  originally  contained,  may  be 
successively  driven  out  of  it  ? 

222.  A  balloon  contaiifing  1000  cubic  feet  of  gas  at  80°  F.,  and  29  inches 
barometric  pressure,  rises  to  a  position  where  the  thermometer  stands  at  40°, 
and  the  barometer  at  22  inches.  Calculate  the  volume  of  the  gas,  supposing 
the  capacity  of  the  balloon  to  allow  it  to  expand  freely. 

Specific  Heat. 

223.  How  much  heat  is  required  to  raise  the  temperature  of 

50  lbs.  of  water       from  40°  F.  to  150°  ? 

24  "    "  sulphur,     "      63°       "  212°? 
45  "    "  charcoal,    "     45°       "  930°  ? 

25  "    "  alcohol,      "      35°       "    65°? 
11   "    "  ether,         "       5°       "  132°? 

224.  The  following  quantities  of  water  were  mixed  together, — 2  lbs.  of  water 
at  40°  F. ;  5  lbs.  at  65°;  7  lbs.  at  70°;  and  3  lbs.  at  90°.  What  was  the  tempera- 
tore  of  the  mixture  ? 

225.  How  much  water  at  200°  F.,  and  how  much  water  at  50°,  must  be  mixed 
together,  in  order  to  obtain  20  lbs.  of  water  at  85°? 
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226.  Equal  rolumes  of  mercary  at  212^  P.,  and  water  at  32^,  are  mixed  toge- 
ther.    What  is  the  temperatare  of  the  mixture* 

227.  What  temperature  will  be  produced  by  mixing  equal  rolnmea  of  merenry 
at  32®  P.,  and  water  at  212°  ? 

228.  Five  pounds  of  ice  at  32%  are  mixed  with  7  lbs.  of  water  at  200°  F. 
What  will  be  the  temperature  of  the  mixture  after  the  ice  is  melted  ? 

229.  How  much  ice  at  32°,  must  be  mixed  with  100  lbs.  of  water  at  50°  P.,  in 
order  to  reduce  the  temperature  of  the  mixture  to  35°  P.  ? 

230.  How  much  ice  at  32°,  is  required  to  cool  10  lbs.  of  mercury  at  300°,  to 
the  freexing-point  of  water  ? 

231.  In  order  to  determine  the  heat  of  fusion  of  lead,  200  ounces  of  melted 
lead  at  the  melting-point  were  poured  into  1850  ounces  of  water  at  50°  P.  Afler 
the  lead  had  cooled,  the  water  was  found  at  20°*76  Centigrade.  Required  the 
heat  of  fusion  of  lead  in  degrees  Fahrenheit 

232.  How  much  heat  is  required  to  raise  the  temperature  of  a  cubic  foot  each 
of  air,  oxygen,  carbonic  acid,  and  hydrogen  from  32°  P.  to  75°,  if  the  gas  is 
allowed  to  expand  freely,  and  the  barometer  remains  stationary  at  30  inches  ? 

233.  In  a  room  20  by  30  feet,  and  10  feet  high,  the  barometer  standing  at  30 
inches,  how  many  units  of  heat  are  required  to  raise  the  temperature  of  the  air 
from  40°  P.  to  75°  ? 

234.  In  the  last  example,  how  many  units  of  heat  are  expended  in  expanding 
the  air  of  the  room  ? 

Tenaion  of  Vapoxs. 

235.  Before  filling  a  barometer  with  mercury,  a  small  quantity  of  water  mm 
poured  into  the  tube.  How  high  will  the  mercury  stand  in  the  barometer  when 
the  temperature  is  75°  P.,  and  the  pressure  of  the  air  is  29  inehes  in  an  aooa- 
rate  barometer? 

236.  Solve  the  last  problem,  assuming,  first,  that  alcohol,  secondly,  that  sul- 
phuric acid,  and  thirdly,  thafoil  of  turpentine  were  used  instead  of  water. 

237.  Calculate  the  tension  of  the  rapor  of  water  at  the  following  temperatorea : 
50°,  75°,  110°,  175°,  220°,  265°,  and  300°  P. 

238.  Determine  the  boiling-point  of  water,  ether,  and  alcohol  at  the  following 
pressures :  31  in.,  29*75  in.,  29-21  in.,  28  in.,  27*4  in.,  23*7  in. 

239.  A  cylinder  is  filled  with  steam  at  a  temperature  of  250°  P.,  and  a  pres- 
sure of  two  atmospheres.  What  will  be  the  tension  of  the  vapor  if  ite  rohima 
is  diminished  one-half  by  pushing  down  the  piston  ?  What  will  be  the  tenaion 
of  the  vapor  if  it  is  allowed  to  expand  to  twice  its  former  volume  ? 

240.  If  a  cubic  inch  of  water  is  hermetically  sealed  in  a  bomb>shell,  enable 
of  holding  200  cubic  inches,  and  strong  enough  to  sustain  a  pressure  of  450  Iba. 
to  the  square  inch;  what  temperature  is  required  to  burst  the  bomb-sheU? 

Ventilation  and  Wanning. 

241.  How  many  flues,  each  six  by  twelve  inches,  and  fifty  feet  high,  are  re- 
quired to  ventilate  a  lecture-room  seating  1200  persons,  when  the  temperature 
of  the  room  is  70°  P.,  and  the  external  air  at  30°,  allowing  each  person  three 
and  a  half  cubic  feet  of  fresh  air  per  minute  ? 

242.  Repeat  the  calculations  of  the  last  problem,  on  the  supposition  that  1500 
persons  are  in  the  room,  and  make  additional  allowance  for  illumination  by  50 
gas  burners,  consuming  each  3^  cubic  feet  of  gas  per  hour,  at  an  expenditon 
of  20  feet  of  air  for  every  cubic  foot  of  gas  oonsomed. 
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CHAPTER  III. 

BLBCTRICITY. 

773.  Ctoneral  statement. — ^Electricity  is  conveniently  sabdiyided 
into,  1.  Magnetic  electricity  or  magnetism ;  2.  Statical  or  frictional 
electricity ;  and,  3.  Dynamical  or  Voltaic  electricity.  We  will  consider 
the  sabject  in  this  order. 

{  1.  Magnetic  Blectrioity. 

I.    PROPERTIES  OF  MAGNETS. 

774.  Lodestone — ^natnral  magnets. — There  is  fonnd  in  natare  an 
ore  of  iron,  called  by  mineralogists  magnetite^  or  magnetic  iron,  some 
specimens  of  which  possess  the  power  of  attracting  to  themseWes  small 
fragments  of  a  like  kind,  or  of  metallic  iron.  This  power  has  been 
called  magnetism,  from  the  name  of  the  ancieitt  city  of  Magnesia,  in 
Lydia  (Asia  Minor),  near  which  the  ore  spoken  of  was  first  found.  It 
crystallizes  in  forms  of  the  monometric  system,  often  modified  octo- 
hedra,  like  fig.  520,  and  is  a  compoand  of  one  equivalent        620 

of  peroxyd  of  iron  with  one  of  protozyd.    (FeO  -f  Fe,0^         ^>  \ 
=  Fe,04.)    It  is  one  of  the  best  ores  of  this  valuable 
metal. 

Formerly  all  magnets  were  lodestones,  or  natural  mag- 
nets. A  fragment  of  this  ore  rolled  in  iron  filings  or  mag- 
netic sand,  becomes  tufted,  as  in  fig.  521,  not  alike  in  all  parts,  but 
chiefly  at  the  ends.  Fig.  522  shows  a  similar  mass  moonted  in  a 
frame,  H,  with  poles,  pp^,  of  soft  iron.  521  522 

Thus  mounted,  the  lodestone  gains  in 
strength,  by  sustaining  a  weight  from 
the  hook  below,  on  a  soft  iron  cross-bar. 

775.  Artificial  magnets  are  made 
by  touch  or  influence  from  a  lodestone, 
or  from  another  magnet,  or  by  an  elec- 
trical current.  Hardened  steel  is  found  to  retain  this  influence  perma- 
nently, while  masses  of  soft  iron  become  magnets  only  when  in  contact 
with,  or  within  a  certain  distance  of  a  permanent  magnet.  Artificial 
magnets  are  more  powerful  than  the  lodestone,  and  possess  properties 
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entirely  identical  with  it.  Magnets  attract  at  all  distances,  bat  their 
power  increases,  like  all  forces  acting  from  a  centre,  inversely  as  the 
square  of  the  distance.  Heat  diminishes  the  power  of  magnets,  but  if 
not  heated  beyond  a  certain  degree  (full  redness),  this  power  returns 
on  cooling,  and  is  increased  at  lower  temperatures.  Above  that  point, 
the  ooercitive  force  is  destroyed,  and  they  lose  all  magnetic  power. 

Various  forms  are  given  to  magnets.  The  bar  magntt  is  a  simple  straight  bar 
of  hardened  steel.  If  carved  so  as  to  bring  the  ends  near  together,  it  is  called 
a  korte  thoe  magnet,  and  if  several  bars,  straight  or  carved,  are  bound  together 
into  one,  fig.  623,  it  is  called  a  compound  magnet,  or  magnetie  battery.     The 
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most  powerful  artificial  ma;;Moi!i  can  «ttmaiu  ouly  about  twenty-eight  or  thirty 
times  their  own  weight.     Usually  they  sustaiu  very  much  lew  than  this. 

Magnetio  needlea  are  light  bars,  fig.  524,  suspended  on  a  oentral  point 
■o  as  to  move  in  obedience  to  terrestrial  or  artificial  at-  •   524 

tractions.    The  mode  of  making  magnets,  and  the  circum- 
stances influencing  their  power,  are  noticed  hereafter. 

776.  Difltribation  of  the  magnetio  force — 
polarity. — The  magnetio  force  is  not  equally  dis- 
tributed in  all  parts  of  a  magnet,  but  is  found  con- 
centrated chiefly  about  the  ends,  and  diminishing 
toward  the  centre,  which  is  neutral.  The  points  of  greatest  attraction 
are  called  |K>/e«.  When  a  magnet  is  rolled  in  iron  filings  or  magnetio 
sand,  the  position  of  the  poles  is  seen  as  in  the  bar  magnet,  fig.  525, 
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whose  centre  is  found  to  be  quite  deroid  of  the  attracted  particles  which 
cluster  about  the  ends.  The  point  of  no  attraction  is  called  the  neutral 
point — line  of  maj^netic  indifference,  or  equator  of  magnetism.  Every 
magnet  has  at  least  two  poles,  and  one  neutral  point.  The  magnetic 
poles  are  distinguished  as  N  or  S,  Austral  or  Boreal  (A  and  B),  or  by 
the  signs,  plus  (-f)  and  minus  ( — ),  all  these  signs  having  reference  to 
the  earth's  attraction,  and  to  the  antagonism  between  the  poles  of  unlike 
name.    The  Uw  reguUiting  the  distribution  of  magnetio  force  in  a  bar, 
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was  determined  by  Coulomb,  by  means  of  the  torsion  balance,  3  820» 
to  be  very  nearly  as  the  squares  of  the  distance  of  any  given  point, 
from  the  magnetic  equator  or  neutral  point. 

777.  Magnetic  phantom — magnetic  carves. — The  distribution 
of  the  magnetic  force  about  the  poles  of  a  magnet  is  beautifully  shown 
by  placing  a  sheet  of  stiff  paper  over  the  poles  of  a  horse-shoe  magnet, 
and  scattering  fine  iron  filings  or  magnetic  sand  from  a  sieve  or  gauze 
bag  over  the  paper.  As  they  touch  the  surface  of  the  paper,  each 
filing  assumes  a  certain  position,  marking  the  exact  place  of  the  mag- 
netic poles  and  of  the  neutral  line,  as  seen  in  fig.  526.  The  magnet 
may  bo  laid  horizontally,  or  a  series  of  magnetic  bars  may  be  placed 
as  in  fig.  532,  producing  very  pleasing  and  instructive  results.  Tapping 
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the  edge  of  the  paper  genUy  with  the  nail,  or  a  pen-stick,  facilitates 
the  ai^ustment  of  the  filings.  The  curves  exhibited  by  the  magnetic 
phantom  have  been  mathematically  investigated  by  De  Ilaldat,  who  for 
tiiat  purpose  transferred  them  to  a  glued  paper. 

To  fix  the  curves,  Niokl^s  uses  a  waxed  paper,  and  when  the  figures  are  pro* 
dneed,  they  may  be  fixed  in  position  by  holding  a  heated  plate  of  iron  near  the 
surface  of  the  paper.  As  soon  as  the  wax  is  fused,  which  is  easily  perceived  by 
its  shining  appearance,  the  source  of  heat  is  withdrawn,  and  as  the  wax  cools 
the  filings  become  fixed  in  position  and  in  full  relief.  (Am.  Jour.  Sci.  [2]  XXX. 
62.)     The  curves  may  then  be  more  conveniently  studied. 

778.  Magnetic  figures  may  be  produced  on  the  surface  of  a  thin 
steel  plate,  by  marking  on  it  with  one  pole  of  a  bar  magnet.  Magnetism 
is  tiius  produced  in  the  steel  along  the  line  of  contact,  which  is  after- 
wards made  evident  by  magnetic  sand,  or  iron  filings  sprinkled  on  the 
plate.  These  lines  may  be  varied  or  multiplied  at  pleasure,  with 
pleasing  effects ;  their  polarity  is  always  the  reverse  of  that  carried  by 
the  bar.  They  may  be  made  even  through  paper  or  card-board,  and 
will  remain  for  a  long  time.     Blows,  or  heat,  will  remove  them.    Ilard 
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plate  steel  is  best  for  this  purpose,  about  one-twentieth  to  one-eighth  of 
an  inch  thick,  and  six  inches  to  twelve  inches  square. 

779.  Anomalous  magnets  are  such  as  have  more  than  two  poles. 
Thus  the  bar  seen  in  fig.  527  has  a  pair  of  similar  poles  ( — ),  at  the 
centre,  and  its  ends  are   eon-  527 

sequently  similar  (-{-),  while  it 

has  two  neutral  points  at  a  and 

c.    Fig.  528  shows  a  bar  with 

three   sets   of  poles,  arranged  528 

alternately  —  and  -{-,  with  three  neutral  points  at  m,  o,  and  n.  Broken 

at  these  neutral  points,  every  magnet  becomes  two  or  more  separata 

magnets,  with  corresponding  polarity. 

780.  Attraction  and  repulsion. — ^The  law  of  magnetic  attraction 
and  repulsion  is,  that  like  poles  repel,  and  unlike  poles  attract  each  other. 

If  a  piece  of  soft  iron  ia  presented  to  either  pole  of  a  magnetic  needle,  fig. 
624,  there  is  attraction,  which  is  reciprocal  between  the  needle  and  the  iron ;  for 
if  the  Iron  is  snspended,  and  the  needle  approached  to  it,  the  iron  is  attracted 
by  either  end  of  the  needle.  If,  however,  a  magnet  is  approached  to  the  needle, 
-f-  to  — f  there  is  attraction ;  if  —  to  —  or  -|-  to  -f->  there  is  repulsion. 

If  the  unlike  poles  of  two  eqnal  magnetic  bars,  tufted  with  iron  filings,  are 
approached,  the  tufts  join  in  a  festoon ;  but  if  the  poles  are  of  the  same  narne^ 
most  of  the  filings  fall.    For  the  same  reason,  if  a  magnetic  bar,  B,  fig.  529,  is 
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slid  upon  another  bar,  A,  of  equal  power  to  B,  as  the  two  opposite  ends  approach 
each  other,  the  key,  previously  suspended,  falls,  because  tiie  two  bars  mutually 
neutralise  each  other  by  the  opposing  action  of  the  austral  and  boreal  magnetiam. 

781.  Magnetism  by  contact. — When  a  mass  of  iron,  or  of  any 
magnetizable  body,  is  placed  in  contact  with  a  magnet,  it  receives  mag- 
netism throughout  its  mass,  and  of  the  same  name  as  the  pole  with 
which  it  is  in  contact.  Thus,  in  fig.  530,  the  soft  iron  key  is  sustained 
by  the  north  pole  of  a  magnetic  bar ;  a  second  key,  a  nail,  a  tack,  and 
some  iron  filings,  are,  in  succession,  also  sustained  by  the  magnetasm 
imparted  by  contact  from  the  bar  magnet  through  the  soft  iron.  The 
series  of  soft  inm  rings,  in  fig.  531,  is  sustained  from  the  bar  magnet 
under  the  same  conditions  of  polarity.    Tested  by  a  delicate  needle. 
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eyery  fvirt  of  the  sastained  masses  will  manifest  only  north  polarity,  and 
we  may  regard  them  as  only  prolongations  of  the  original  pole.  This  is 
analogous  to  electrical  condaction. 

Pure  3oft  iron  receives  magnetism  sooner  and  more  power- 
fully than  steel  or  cast  iron,  and  also  parts  with  it  sooner. 
Hardeneil  steel  and  hard  cast  iron  retain  more  or  less  of  the 
magnetic  force  permanently.  No  other  metals  beside  iron, 
nickel,  cobalt,  and  possibly  manganese,  can  receive  and  retain 
magnetism  by  contact.  631 

These  are,  therefore, 
called  the  magnetic 
metals. 

782.  Magnetism  in 
bodies  not  femxgin- 
OQs. — Beside  the  mag- 
netic metals,  so  called, 
Cavallo  has  shown  that 
the  alloy,  brass,  becomes 
magnetic  (slightly)  by 
hammering,  but  loses 
that  property  again  by  heat.  Some  minerals  are  magnetic,  particu- 
larly when  they  have  been  heated.  The  pure  earths,  and  even  silica, 
are  found  to  have  the  same  property.  In  the  case  of  silica,  and  some 
other  minerals  containing  ozyd  of  iron  in  combination,  this  is  not  so 
surprising.  M.  Biot  determined  in  the  case  of  two  specimens  of  mica, 
one  from  Siberia  (muscovite),  and  the  other  from  Zinnwald  (lithia  mica), 
that  their  magnetic  powers  were  (by  the  method  of  oscillations)  as  6'8 
to  20,  and  he  remarked,  if  the  ozyd  of  iron  be  the  cause  of  their  magnetic 
virtue,  it  should  exist  in  the  minerals  in  the  above  proportion  ;  and  curi- 
ously enough,  the  result  of  Vauquelin's  analyses  (then  unknown  to  M. 
Biot)  corresponded,  almost  exactly,  to  these  numbers. 

Some  states  of  chemioal  combination,  however,  appear  to  destroy,  or  cloak, 
the  magnetic  virtaes  of  iron ;  e.  g.  an  alloy  of  iron,  one  part,  with  antimony 
foar  parts,  was  fonnd  by  Seebeck  to  be  utterly  devoid  of  magnetic  action  ;  and  the 
magnetic  power  of  nickel  is  entirely  concealed  in  the  alloy  called  German  silver. 

The  researches  of  Faraday  have  shown  matter  of  all  kinds  to  be  subject  to  a 
certain  modified  degree  of  influence  by  magnetism  (J  799.  Diamagnetum). 

II.    MAGNETIC  INDUCTION  OR  INFLUENCE. 

783.  Induction. — Every  magnet  is  surrounded  by  a  sphere  of  mag- 
netic influence,  which  has  been  called  its  magnetic  atmosphere.  Every 
magnetizable  substance  within  this  influence  becomes  magnetic  also 
(withoat  contact),  the  parts  contiguous  to  the  magnet  pole,  having  an 
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opposite,  and  those  remote  from  it,  a  similar  name.    This  inflaenoe  is 
called  induction. 

Thus,  in  fig.  532,  the  north  end  of  a  bar  magnet  iadaeea  south  polarity  in  cIm 
contiguoas  ends  of  the  five  bars  surrounding  it,  and  north  polarity  in  their 
remote  ends.     If  these  bars  are  of  hardened  steel,  thej  632 

will  retain  a  small  portion  of  the  magnetic  force  induced 
from  a  powerful  bar,  but  if  thoj  are  of  soft  iron,  thej 
will  part  with  their  magnetism  as  soon  as  the  souree 
of  excitation  is  withdrawn.  In  this  ease,  the  magnetised 
bars  hare  a  tendencj  to  more  up  to  the  magnet,  and  are 
prevented  from  doing  so  onlj  bj  friction  and  grarity. 
The  attraction  is  reciprocal,  and  we  hence  infer  that 
there  is  induction  in  every  case  of  magnetic  attraction. 

In  the  iron  filings,  arranged  in  magnetic  curres,  fig. 
626,  on  a  glass  plate,  or  card-board,  the  same  tendency 
is  observed. 

Small  pieces  of  soil  iron  wire  suspended  from  the  ends  of  a  thread  near,  and 
parallel  to  each  other,  when  approached  by  a  bar  magnet,  reeeive  indneed  aaag- 
netism,  the  farther  ends  diverging  by  mutual  repulsion.  Two  sewing*iieedles 
thus  suspended  and  influenced,  become  permanent  magnets. 

The  ingenuity  of  the  teacher  will  furnish  many  pleasing  and  instmctlTe  illus- 
trations of  magnetic  induction. 

784.  Theoretical  oonfliderationfl. — ^The  real  nature  of  the  magnetic 
force  is  unknown  to  us ;  but  the  analogies  offered  by  electro-magnetism 
and  magneto-electricity,  lead  to  the  conyiction  that  it  is  one  mode 
of  electrical  excitement.  Unlike  light,  heat,  and  statical  electrici^, 
magnetism  affords  no  phenomena  immediately  addressed  to  the  senses. 
It  is  distinguished  from  statical  electricity  chiefly  by  its  permanent 
character  when  once  excited,  and  by  the  yery  limited  number  of  sub- 
stances capable  of  receiving  and  manifesting  it. 

785.  Theory  of  two  fiolde. — It  may  be  assumed  that  there  are  two 
magnetic  or  electrical  fluids  (the  Boreal  or  positive,  and  the  Austral  or 
negative],  which  are  in  a  state  of  equilibrium  or  combination  in  all 
bodies  ;  that  in  iron,  nickel,  &c.,  these  two  forces  are  capable  of  sepa- 
ration, by  virtue  of  the  inductive  influence  of  the  earth,  or  of  anotiier 
magnet,  while,  in  other  bodies,  this  permanent  separation  cannot  be 
effected.  The  two  magnetic  forces  are  never  seen  isolated  from  each 
other,  but  are  always  united  in  one  bar.  Hence,  we  cannot  have  a 
boreal  magnet,  or  an  austral  magnet,  as  we  may  in  statical  electricity 
produce,  at  pleasure,  vitreous  or  resinous  excitement  over  the  whole 
suiface  of  a  body.  Both  poles  must  coexist  in  every  magnet.  If  we 
break  a  magnetic  bar  at  its  neutral  point,  we  have  two  magnets  of 
diminished  force,  but  each  half  has  its  two  poles  like  the  original  bar, 
and  its  neutral  point  also.  The  anomalous  magnets,  figs.  527, 528,  will 
render  this  statement  intelligible.    Every  magnet  mast»  in  this  view. 
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be  regarded  as  an  assemblage  of  numberless  small  magnets,  eyery 
molecule  of  steel  having  its  own  poles  antagonistic  to  those  of  the  next 
oontigaoas  particle.  This  conception  is  rendered  clearer  to  the  senses 
by  fig.  533.    Here  the  N  and  S  poles  ^33 

of  the  several  particles  are  each  re- 
presented as  poinUng  one  way  re- 


spectively, and  towards  the  N  and  S  »«»«»*»«»««»»*•« 
ends  of  the  bar.  These  opposing  forces,  therefore,  constantly  increase 
from  the  centre  or  neutral  point,  where  they  are  in  equilibrium,  to  the 
ends,  where  they  find  their  maximum.  This  arbitrary  illustration 
enables  us  to  conceive  how  such  a  body  may  excite  similar  manifesta- 
tions of  power  in  another,  without  itself  being  weakened,  and  how 
each  part  becomes  a  perfect  magnet,  if  the  bar  is  broken.  The  experi- 
ment shown  in  fig.  529,  illustrates  well  the  reunion  of  the  two  fluids, 
to  form  the  neutral  state  of  the  undecomposed  influence. 

De  Haldat  hu  shown  that  a  brass  tube,  filled  with  iron  filings,  confined  by 
screwed  caps  of  brass,  can  be  magnetized  by  any  of  the  modes  nsed  for  bars, 
and  bare  its  poles  and  neatral  point  like  a  bar  magnet;  bat  if,  by  concussion, 
the  particles  of  iron  are  disarranged,  the  magnetic  force  diminishes,  and  finally 
disappears. 

The  magnetic  pastes  of  Dr.  Knight  and  of  Ingenhausz,  also  illustrate  the  fact, 
that  little  particles  of  magnetic  iron,  or  of  pulverized  lodestone,  may  determine 
the  existence  of  the  magnetic  poles,  and  a  neutral  line,  when  they  are  compacted 
into  a  mass,  by  drying  oils,  or  by  the  use  of  some  gummy  substance. 

Even  so  small  a  quantity  as  one-sixth  of  ferruginous  particles,  in  fire-sixths 
of  sand  or  earthy  matter,  can  be  magnetized  as  a  bar,  showing  clearly  the  de- 
composition of  the  neutral  fluid  in  each  particle. 

786.  Coeroitive  force. — The  resistance  which  most  substances  show 
to  the  induction  of  magnetism,  has  been  distinguished  by  the  term  co- 
ereitivejarce.  In  soft  iron,  this  force  may  be  regarded  as  at  a  minimum, 
since  this  substance  will  receive  magnetic  influence  even  from  being 
placed  in  the  line  of  magnetic  dip,  while  in  steel  which  has  been  hard- 
ened, a  peculiar  manipulation  is  required  to  induce  any  permanent 
magnetism.  Soft  iron  parts  with  its  induced  magnetism  as  readily  as 
it  receives  it ;  but,  if  it  is  hardened  by  blows,  or  violent  twisting,  or  by 
small  portions  of  phosphorus,  arsenic,  or  carbon  combined  with  it,  a 
portion  of  magnetism  is  permanently  retained  by  it  from  induction! 

As  blows,  by  hardening,  may  induce  permanent  magnetism  in  soft  iron,  so,  in 
steel,  the  coercitire  force  may,  by  simple  vibration,  as  by  blows  on  a  magnetic 
bar,  or  by  an  accidental  fall,  destroy  a  large  part  of  the  force  developed^  by 
giving  opportunity  to  the  coercitive  force  to  resume  its  supremacy.  In  general, 
whatever  cause  induces  hardness,  increases  the  coercitive  force ;  and,  conversely, 
it  if  diminished  by  annealing,  or  any  cause  which  results  ir  softening  the  mass. 

III.    TERKBSTRIAL  MAGNETISM. 

787.  Magnetic  needle. — Direotive  tendency. — ^A  magnetic  nee- 


516 


PHYSICS   OF   IMPONDERABLE   AGENTS. 


die,  suspended  oyer  the  poles  of  a  horse-shoe  magnet,  comes  to  rest  in 
the  plane  of  the  poles ;  and,  in  obedience  to  the  fundamental  law  of 
magnetic  attractions,  its  A  and  B  poles  534 

will  be  opposite  to  the  B  and  A  poles  jf 

of  the  attracting  magnet.  The  sus- 
pended needle,  in  fig.  534,  assumes  its 
position  by  reason  of  the  same  law,  and 
comes  to  rest  with  its  A  pole  toward  the 
N  pole  of  the  earth,  and  its  B  pole  to-  ll> 
wards  the  south.  All  bar  magnets,  9^^' 
having  a  free  motion  in  a  horizontal 
plane,  arrange  themselves  in  this  man- 
ner in  every  part  of  the  earth. 

This  direotire  tendency  of  the  magnet  hu 
been  known  to  Earopean  nations  since  the 
twelfth  oentnry ;  bat  was  known,  it  is  said,  to  the  Chinese,  2000  b.  c.  The 
earliest  mariner's  compass,  used  by  Syrian  narigators  in  1242,  was  a  common 
sewing-needle,  rendered  magnetic,  thrust  through  a  roed  or  cork,  and  allowed 
to  float  on  water.  (Klaproth.)  This  directive  power  renders  the  compass  iu- 
▼aluahle  to  the  explorer  of  a  pathless  wilderness,  to  the  surveyor  and  the  miner; 
the  mineralogist  and  the  physicist  also  find  it  indispensable  in  many  researches. 

The  terms  Auttral  and  Boreal  have  been  applied  to  the  polarity  of  the  mag- 
netic needle,  in  allusion  to  the  ft-ee  Austral  and  Boreal  magnetism  assumed  to 
exist  respectively  in  the  southern  and  northern  regions  of  the  earth.  In  accord- 
ance with  magnetic  law,  the  end  of  the  needle  pointing  north  is  called  Atutral, 
and  that  pointing  south,  Boreal.  For  greater  simplicity,  the  mariner's  compass 
is  marked  N  on  that  point  which  turns  to  the  north,  and  conversely ;  but  the 
terms  austral  and  boreal  may  be  used  interchangeably  with  positive  and  nega- 
tive, or  north  and  south  polarity. 

The  mariner's  oompass  is  arranged  in  a  box  (K,  fig.  535)  called  a 
635  5S6 


binnacle,  illuminated  at  night  through  the  glass,  M.    The  magnetic 
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oeedle,  a  &,  fig.  536,  delicately  poised  on  a  socket  of  agate,  is  attached 
to  the  lower  side  of  a  card  or  plate  of  mica,  <,  on  which  is  printed  the 
star  of  thirty-two  points, — seven  between  each  two  of  the  cardinal 
points,  N.,  £.,  S.,  and  W.  The  compass-box,  oo,  is  hung  on  points 
called  gimbals,  edez  (pronounced  ffimhles),  which  allow  it  to  remain 
always  horizontal,  however  the  ship  may 'roll.  The  transom  or  cross- 
sighcs.  A,  may  be  placed  at  pleasure  on  the  face,  m,  of  the  compass, 
wheii  the  object  is  to  measure  points  on  the  coast.  Both  parts  of  the 
fi^uru  are  similarly  lettered. 

The  astatic  needle  is  an  instnunent  in  which  the  directive  tendency  of 
the  earth's  magnetism  is  neutmlized,  by  placing  two  equal  needles,  a  6,  b'  a', 
fig.  53  r,  parallel,  one  above  the  other,  with  their  nnlike  poles  537 

opposed  to  each  other.  This,  system  is  suspended  by  a  fibre 
of  raw  silk,  and  is  a  most  sensitive  test  for  feeble  magnetic 
cnrreiats.  Such  is  the  construction  adopted  in  the  gal  van  i- 
Bcope,  to  be  hereafter  described.  The  two  needles  must  be 
of  exactly  equal  force,  or  a  6  and  a'  6'  will  not  neutralize 
each  other,  and  the  system  will  have  a  directive  tendency, 
equal  to  any  difference  of  force  in  the  two  needles. 

The  most  simple  astatic  needle  is  made  by  touching  a  steel 
sewing-needle,  at  its  centre  of  weight,  by  the  N.  pole  of  a 
powerful  magnet  ,*  the  point  touched  develops  two  S.  poles, 
aikd  the  two  ends  are  N.   Such  a  needle  is  very  nearly  astatic. 

788.  Magnetic  meiidian— declination  or  ▼ariation. — There  are 
bat  few  places  in  the  world  where  the  magnetic  needle  points  to  the 
true,  or  astronomical  North ;  and  in  all  other  places,  a  plane  passing 
through  the  axis  of  the  magnetic  needle  (the  magnetic  meridian),  fails 
to  coincide  with  the  geographical  meridian.  Moreover,  the  magnetic 
meridian  in  any  given  place  is  not  constant,  but  changes  slowly  from 
year  to  year  (called  secular  variatiov),  being  now  on  the  £.,  and  again 
on  the  W.  side  of  the  true  North.  This  is  called  the  declination  or 
variaUon  of  the  magnetic  needle.  The  declination  is  called  Eastern, 
or  Western,  according  as  it  may  be  to  the  East  or  to  the  West  of  the 
astronomical  meridian.  The  angle  formed  by  the  meeting  of  the  true 
and  the  magnetic  meridians  is  called  the  angle  of  declination.  Thus, 
at  Washington  City,*  the  angle  of  declination  in  1855-6,  was  2°  36""  W., 
and  at  New  Haven  it  was  6""  37^*9  W.,  August  12,  1848.  Js.  Ruth, 
observer. 

Colombus,  in  his  first  voyage  to  America,  found  the  needle  to  have,  as  he 
saUed  westwards,  an  increasing  variation  from  the  true  North,  a  circumstance 
not  before  observed^  and  which  caused  the  greatest  consternation  in  his  super- 
stitions crew,  "  who  thought  the  laws  of  nature  were  changing,  and  that  the 
eompass  was  about  to  lose  its  mysterious  power."    (Irving's  Columbus.)    Not- 

•  U.  S.  Coast  Survey  Report,  185S,  196.    C.  A.  Soiiorr,  Observer. 
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withstanding  these  and  other  similar  obserrationSy  it  was  not  until  the  middle 
of  the  seventeenth  century,  that  the  variation  of  the  compass  was  an  established 
fact  in  magnetic  science.  The  observations  on  the  declination  cf  the  compass 
in  England,  date  from  1680.  The  following  table,  from  Harris,  contains  the 
declination  with  the  mean  rate  of  motion,  as  referred  to  certain  periods  of  obser- 
vation in  London,  between  1580  and  1850,  or  about  two  hundred  and  seventy 
years.  Eastern  declination  being  distinguished  by  the  negative  sign,  and  west- 
ern by  the  positive  sign. 

Eastern  DeeUnatlon.  Zero.  Western  DedlnatioD. 

Tears,                 1580.      1622  166C,  1692.  1730.  1765          1818          185QI 

Declination,   —11°  16'    —6°      0  +6®  -|-13*>  4-20°  -|-24°  41'  -f  22*»  30' 

Rate  per  year,         7'            8'  10'  11'      11''6  9'  0'              6' 

Thus,  in  a  period  of  eighty  years  from  the  first  observation,  the  needle  gradu- 
ally reached  the  true  meridian,  and  then,  for  a  period  of  one  hundred  and  fifty- 
eight  years,  it  moved  Westward,  reaching  its  maximum  Westerly  declination  in 
1818,  and  it  is  now  again  slowly  moving  Eastwards.  The  rate  of  this  move- 
ment is  not  uniform,  but  is  greater  near  the  minimum,  and  least  near  the  maxi- 
mum, point  of  declination. 

Observations  since  1700  establish  the  same  faets  in  the  United  States,  at  a 
great  number  of  places.  Thus,  at  Burlington,  Vt,  in  1790,  the  declination  was 
-f  7°-8  J  in  1830,  4-8°-30  j  in  1840,  -f  9°  07  ;  and,  in  1860,  4-10°-30.  In  Cam- 
bridge, Mass.,  in  1700,  it  was  -f  9°'9,  and  steadily  diminished  to  1790,  when  it 
was  -j-6°*9,  and  has  since  regularly  increased  to  the  present  time,  being,  in 
1865,  -f  10°-90.  At  Hatborough,  Pa.,  in  a.  d.  1680,  the  declination  was  -{-8°*5 ; 
in  1800  it  had,  by  a  regular  rate,  decreased  to  4*1°*8,  and,  in  1860,  was  -j-5°*32. 
At  Washington,  D.  0.,  it  was  -f  0*6  in  ▲.  d.  1800,  and  in  1860  bad  inereaaed  to 
-f2°-9. 

South  of  Washington,  the  declination  is  uniformly  Easterly,  ranging,  at 
Charleston,  S.  C,  from  —3° -7  in  a.  d.  1770,  to  — 1°*7  in  1860.  On  the  Western 
Coast  of  North  America,  it  is  also  Easterly ;  being,  for  example,  at  San  Fran- 
cisco, in  1790,  — 13°-6,  and  in  1860,  — 15*°8.  The  annual  change  (increasing  B. 
declination)  being,  in  1840,  -.l'*6 ;  in  1850,  — 1'-2  ;  and  in  1860,  — 0'*8. 

For  a  full  discussion  of  Magnetic  Declination  in  the  United  States,  the  stn- 
dent  will  refer  to  the  Reports  of  the  United  States  Coast  Survey ;  and  for  an 
able  extract  of  all  the  results  of  secular  change  on  the  Atlantic,  Onlf,  and  Pa- 
cific Coasts  of  the  United  States,  refer  to  a  '<  Report  by  Assistant  Charles  A. 
Schotty"  in  Am.  Jour.  SoL  [2]  XXIX.,  p.  386. 

The  first  attempt  to  systematize  the  yariations  of  the  magnetic  needle, 
and  to  connect  by  lines,  called  isoganie  lines,  all  those  places  on  the 
earth  where  the  declination  was  similar,  was  made  by  Halley,  about 
1700.  He  thus  discoyered  two  distinct  lines  of  no  inclination,  caUed 
ctgonic  lines,  one  of  which  ran  obliquely  oyer  North  America  and  across 
the  Atiantio  Ocean,  and  another  descended  through  the  middle  of  China 
and  across  New  Holland ;  and  he  inferred  that  these  lines  communi 
cated  near  both  poles  of  the  earth. 

789.  Variation  chart.~l8ogonal  lines.— In  fig.  538,  is  seen  a 
projection  of  the  lines  of  equal  and  no  declination,  on  a  Mercator's 
chart  of  the  earth,  embracing  observations  down  to  1835.     The  Ameri- 
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can  line  of  no  variation,  or  agoney  crosses  the  eastern  point  of  South 
America,  in  latitude  20°  S.,  skirts  the  Windward  Antilles,  enters  North 

538 
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Carolina  near  Cape  Lookout,  and  passing  through  Staunton,  in  Vir- 
ginia, crosses  Lake  Erie  midway  on  its  course  to  Hudson's  Bay.  The 
chief  Asiatic  agone  (for,  in  fact,  there  are  two  lines  of  no  variation), 
after  traversing  the  Indian  Ocean  in  a  southerly  direction,  crosses  the 
-western  part  of  New  Holland  near  120°  £.  All  the  entire  lines  on  this 
chart  indicate  western  declination,  while  the  dotted  lines  mark  eastern 
declination.  According  to  the  theory  of  Gauss,  the  eminent  German 
astronomer,  no  lines  of  equal  variation  can  form  diverging  branches,  or 
be  tangents  to  each  other ;  but  when  there  is  a  space  within  which 
the  declination  is  less  than  outside  any  portion  of  its  limiting  line, 
that  line  must  form  a  loop,  the  two  539 

branches  intersecting  at  right  angles. 
The  observed  line  of  8°  40^^  in  the 
Pacific,  beautifully  illustrates  and 
confirms  this  theoretical  position,  as 
shown  on  the  chart,  fig.  538. 

Figure  539  illustrates  the  circum- 
polar  relations  of  the  corresponding  ' 
lines  of  equal  variation  in  the  north- 
em  hemisphere.  It  will  be  seen 
that  much  the  larger  number  of  the 
isogonal  lines,  converge  on  the  Mer- 
cator's  projection  at  a  point  near 
Baflin's  Bay,  in  lat.  73°0  N.,  long.  70°-0  W.,  its  opposite  pole  is  to  the 
southward  of  New  Holland. 
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Halley's  original  chart  Mtnmes  the  existenoe  of  two  magDotio  pol«i  in  each 
hemisphere,  one  fixed,  and  the  other  revolring  aboat  it  in  a  certain  period. 
Hansteen,  in  1828,  in  his  well-known  chart,  accepts  the  same  riew.  By  Gaass't 
theory  of  terrestrial  magnetism,  only  one  magnetic  pole  in  each  hemisphere  is 
required,  and  thas  far  obserTation  has  shown  a  wonderful  conformity  between 
the  theory  of  Gauss  and  the  facts. 

790.  Daily  ▼ariationfl  of  the  magnetic  needle. — ^Besides  ibe 
great  secular  movements  of  the  magnetic  needle  already  noticed  (788), 
it  is  found  to  vary  sensibly  from  day  to  day,  and  even  with  the  different 
periods  of  the  same  day.  The  most  refined  means  have  been  in  cor 
time  applied  to  the  exact  investigation  of  this  phenomenon,  first  noticed 
by  Graham,  a  London  optician,  in  1722.  It  has  been  shown  that  the 
north  pole  of  the  needle  begins  between  seven  and  eight  ▲.  x.  to  move 
westward,  and  this  movement  continues  until  one  p.  x.,  when  it  becomes 
stationary.  Soon  after  one  o'clock  it  slowly  returns  eastward,  and  at 
about  ten  p.  x.,  the  needle  again  becomes  stationary  at  the  point  from 
which  it  started.  During  the  night,  a  small  oscillation  occurs,  the  north 
pole  moving  west  until  three  a.  x.,  and  returning  again  as  before.  The 
mean  daily  change,  as  observed  by  Capt.  Beaufoy,  is  not  quite  one 
degree.  This  daily  disturbance  of  the  magnetic  needle  is  undoubtedly 
due  to  the  action  of  the  sun,  and  it  will  therefore  vary  in  different  lati- 
tudes. In  the  Southern  hemisphere,  the  daily  oscillations  are  of  coarse 
reversed  in  direction  to  those  of  the  Northern  hemisphere. 

The  annual  ▼ariation  of  the  needle  was  discovered  by  Cassini,  in  1786. 
We  have,  therefore,  Ist,  the  great  •eeul^r  variatioM,  continued  through  long 
periods  of  time ;  2d,  annua/  variation*,  conforming  to  the  movement  of  the  sun 
in  the  solstices ;  3d,  daily  variattotu,  conforming  nearly  to  the  periods  of  maxi- 
mum and  minimum  temperature  in  each  day,  and  lastly,  irregular  variation; 
connected  with  the  aurora  borealis,  or  other  cosmical  phenomena,  which  Hum- 
boldt has  called  magnetie  ttormt, 

791.  Dip  or  inclination. — A  needle,  hung  as  in  fig.  540,  within  a 
stirrup  upon  the  points  a  6,  the  whole  system  being  suspended  by  a 
thread,  will,  before  magnetizing,  if  carefully  adjusted,  stand  in  any 

•  position  in  which  it  may  be  placed^  If  now  the  needle  be  magnetised, 
it  forthwith  assumes  the  position  seen  in  the  figure,  its  pole  dipping 
toward  the  North  pole  of  the  earth.  In  this  latitude  (41°  18'^),  the  dip 
was,  in  1848,  73°  ZV*^.  Such  a  needle  is  called  a  dipping  needle,  and 
if  constructed  as  in  the  figure,  it  shows  both  the  declination  and  dip,  or 
inclination,  of  terrestrial  magnetism  for  any  given  locality.  As  the 
whole  system  is  free  to  move,  it  will  obviously  arrange  itself  in  the 
magnetic  meridian,  and  its  position  of  equilibrium  will  be  the  resultant 
of  the  two  forces  of  declination  and  dip.  Approaching  the  eqnator, 
ihe  dipping  needle  beoomes  constantly  less  and  less  inclined,  until  at 
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la«t  n  point  is  found  where  »  is  qaite  horisontal,  and  this  point  wil]  be 
in  the  magnetic  equator;  an  imaginary  plane  near,  but  not  coincident 
with,  the  equator  of  the  earth.  640 

The  discovery  of  the  magnetic  dip  or  inclination, 
was  made  in  1576,  by  Robert  Norman,  a  practical 
optician  of  London,  who  constructed  the  first  dipping 
needle,  by  which  he  determined  the  dip  at  London  at 
that  time  to  be  nearly  72^.  The  magnetic  dip,  like 
the  declination,  is  subject  to  continual  and  progres- 
siTC  changes,  both  secular  and  periodical,  and  it  is 
at  this  moment  rapidly  decreasing.  Thus  at  London 
in  1576  it  was  71°  50',  in  1676  it  had  become  73°  30', 
and  in  1723  it  was  74®  42',  having  then  reached  its 
maximum.  In  1790  it  had  decreased  to  71°  3',  and 
in  1800  to  70®  35'.  Sabine,  in  1821,  fixed  it  at  70°  3', 
and  Kater,  in  1S30,  at  69°  88'.  It  is  now,  in  England, 
about  68°  30',  having  decreased  in  128  years  about 
6°  12',  or  at  the  rate  of  nearly  3'  yearly,  the  mean 
annual  movement  from  1830  to  1850  being  at  the 
rate  of  more  than  4'  yearly,  while  between  1723  and 
1790  it  was  about  2  5'  yearly,  showing  an  accelerated 
and  retarded  movement  in  the  secular  changes  of  the 
dipping  needle,  or  magnetic  inclination. 

792.  The  action  of  the  earth's  magnet- 
ism on  the  dipping  needle  is  neatly  illustrated 
by  the  simple  arrangement  seen  in  fig.  541,  where  the  magnetic  bar  s  n, 
is  placed  horizontally  on  the  diameter  of  a  semicircle,  representing  an 
arc  of  the  meridian,  on  which  a  small  dipping  needle  is  made  to 
occupy  successively  the  position  541 

seen  at  a,  a^,  a^^,  a^'^. 

At  a',  the  needle  is  horizontal, 
being  at  the  magnetic  equator,  and 
equally  acted  on  by  both  poles.  In 
every  other  position,  the  influence 
of  one  pole  must  predominate,  to  a 
greater  or  less  extent,  over  the  other. 
Several  sewing-needles,  suspended 
over  a  magnetic  bar  at  equal  dis- 
tances, one  over  each  end,  one  over 
the  centre,  and  one  intermediate,  will 
illustrate  the  same  point  satisfac- 
torily. 

793.  Dipping  needle. — The  dipping  needle  of  Blot,  shown  in  fig. 
542,  is  wholly  of  brass,  and  embraces  two  graduated  circles,  m  and  M, 
one  horizontal  and  one  vertical.  The  circle,  M,  with  its  supporting 
frame,  A,  moves  in  azimuth  over  m,  by  which  it  is  piaced  in  the 
magnetic  meridian     It  is  leveled  by  the  level,  n,  adjusted  by  three 
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milled  heads  in  the  feet.  The  needle,  a  6,  is  saspeuded  on  the  ban, 
r.  To  fix  the  magnetic  meridian  by  this  instrument,  the  circle,  ot,  ii 
reyolved  until  the  needle, 
a  6,  stands  vertical  and 
points  to  90°,  it  is  then 
in  the  magnetic  equator, 
a  position  of  course  ex- 
actly 90°  from  the  mag- 
netic meridian,  which  is 
then  obtained  by  revolv- 
ing the  frame,  A,  90° 
backwards.  The  angle, 
acd,  is  the  angle  of  in- 
clination (or  dip),  and  is 
read  on  the  arc  M. 

Two  small  errors  of  ob- 
servation exist  in  this  in- 
Atrumeiit ;  Ist,  from  the  fact 
that  the  magnetic  axis  of 
the  needle  does  not  coincide 
with  the  axis  of  its  form, 
and  2d,  from  the  circum- 
stance that  the  centre  of 
gravity  of  the  needle  does 
not  He  in  the  points  of  sns- 
pension,  and  that  therefore  the  angle,  <{ea,  is  greater  or  less  than  the  irae 
angle  of  inclination,  by  a  very  small  quantity.  The  first  is  oorrected  by 
reversing  the  plane  of  the  instrument,  by  a  revolution  of  180°,  and  taking  tha 
mean  of  the  two  readings ;  the  second,  by  reversing  the  polarity  of  the  needle 
by  touch  on  the  opposite  poles  of  two  bar  magnets,  provided  for  the  purpose. 
By  this  means,  the  centre  of  gravity  is  brought,  first  above,  and  then  below 
the  point  of  suspension,  and  the  mean  of  the  two  readings  is  the  true  angle 
sought. 

794.  Inclination  map,  or  iaoolinal  lines. — In  fig.  543,  is  pre- 
sented a  Mercator's  projection  of  the  line  of  no  dip,  oi  magnetic 
equator,  and  the  position  of  the  isoclinal  lines  of  30°,  50°,  70^,  80°,  and 
85°  north,  and  30°,  50°,  and  70°  south.  It  will  be  noticed  that  the 
magnetic  is  below  the  terrestrial  equator,  in  all  the  western  hemis- 
phere, and  is  above  it  in  the  eastern,  crossing  it  near  the  island  of  St. 
Thomas,  in  longitude  3°  E.,  and  again  in  the  Pacific  ocean.  These 
points  of  intersection  of  course  vary  with  the  progressive  changes  of 
the  ma;i;netic  dip.  The  greatest  declination  of  the  magnetic  equator 
from  the  equinoctial  line,  amounts  to  about  20°  N.,  near  53°  E.  longi- 
tude, and  its  greatest  southern  declination  is  13°,  in  about  40°  W. 
longitude,  near  the  bay  of  Bahia,  on  the  East  coast  of  South  America. 
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The  inclioatioD  of  the  needle  at  any  place  is,  approximately,  twice 
its  magnetic  latitude.     (Kraft.) 

64S 
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Figure  544  shows  the  relation  of  the  isoclinal  lines  of  80^  and  85^  in 
the  northern  hemisphere,  to  the  lines  of  latitude,  and  to  the  N.  magnetio 
pole,  near  Baffin's  Bay.    Sir  James  544 

Ross,  in  1832,  found  the  needle  to 
dip  near  Prince  Regent's  Inlet,  lat. 
70**  N.,  longitude  96°  N.,  within  one 
minute  of  90°. 

It  is  to  be  observed,  that  the  lines 
of  equal  magnetic  inclination  (isocli- 
nal lines),  are  found  to  approach  in 
position,  with  very  considerable  con- 
formity, to  the  isothermal  lines,  or 
lines  of  equal  temperature,  thus  indi- 
cating a  close  relation  between  the 
earth's  magnetism  and  the  distribu- 
tion of  the  terrestrial  heat. 

795.  Magnetic  inteiuiity. — It  is  plain,  from  the  phenomena  of  the 
magnetic  declination  and  dip  already  considered,  that  the  distribution 
of  magnetic  force  over  the  earth  is  unequal,  although  in  general  it  is 
most  active  about  the  poles,  and  least  so  about  the  equator.  The  ques- 
tion arises,  how  may  the  magnetic  intensity  at  any  given  point  of  the 
earth  be  determined?  This  question  is  answered  by  the  use  of  the 
needle  of  oscillation,  A  large  number  of  facts  serve  to  show,  that  a 
freely  inspended  needle  in  a  st^te  of  oscillation,  is  influenced  by  the 
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magnetic  foroe  of  the  earth,  in  a  way  analogous  to  that  of  a  oummon 
pendulum,  oscillating  by  the  influence  of  grayity ;  and  that  hence  bj 
means  of  such  a  needle,  we  may  determine  the  ratio  of  the  intensity 
of  terrestrial  magnetic  force  throughout  the  whole  extent  of  the  earth's 
surface. 

This  mode  of  determining  the  magnetic  intensity  in  different  regions  of  Um 
earth,  wu  first  suggested  by  Graham,  in  1775,  and  was  afterwards  more  fully 
perfected  and  employed  by  Coulomb,  Humboldt,  Hansteen,  and  Gauss.  Hum- 
boldt carefully  determined  the  time  of  a  given  number  of  oscillations  of  a  small 
magnetic  needle,  first  at  Paris,  and  afterward  in  Peru.  At  Paris,  the  needle 
made  two  hundred  and  forty-fire  oscillations  in  ten  minutes :  in  Peru,  it  made 
only  two  hundred  and  eleven  in  the  same  time.  The  relative  intensities  were 
therefore  as  the  square  of  these  two  numbers,  or  as  1  :  1*3482,  which,  assuming 
the  point  on  the  magnetic  equator  in  Peru  as  unity,  will  give  the  magnetio 
intensity  at  Paris  as  1-3482.  This  kind  of  observation  has  since  been  extended 
to  nearly  every  known  part  of  the  globe,  and  full  tables  have  been  published, 
giving  the  results.  Thus  the  intensity  at  Rio  de  Janeiro  is  0*887 ;  Cape  of  Good 
Hope,  0-945;  Peru,  1-;  Naples,  1-274;  Paris,  1-348;  Berlin,  1-364;  London, 
1-369;  St.  Petersburg,  1-403;  Baffin's  Bay,  1*707. 

The  most  complete  statement  of  the  results  of  American  observations  on  the 
magnetic  elements  has  lately  been  published  by  Dr.  A.  D.  Bache,  in  Am.  Jonr. 
Sei.  [2]  XXIY.,  p.  1,  where  all  the  earlier  observations  are  collated,  with  tli« 
more  extended  results  of  the  Coast  Survey,  with  maps. 

796.  laodynamio  lines,  or  lines  of  equal  power,  are  such  as  con- 
nect places  in  which  observations  show  the  magnetic  intensity  to  be 
equal.  These  lines  are  not  always  parallel  to  the  isoclinal  lines* 
although  nearly  so,  and  the  points  of  greatest  and  least  intensity  are 
not  exactly  identical  with  the  points  of  greatest  and  least  inclination. 
Hence  the  intensity  of  the  magnetic  equator  may  not  be  everywhere  the 
same.  These  lines  are  probably  curves  of  double  curvature  returning 
into  themselves,  implying  the  existence  of  two  intensity  poles,  the 
western,  near  Hudson's  Bay,  in  lat.  50°  N.,  Ion.  9(y*  W ;  and  the  eastern 
or  Siberian  pole,  about  70°  N.,  and  Ion.  120°  E.  The  two  southern 
poles  have  been  placed,  one  to  the  south  of  New  Holland,  in  lat.  60^ 
S.,  Ion.  140°  E. ;  the  other,  in  the  South  Pacific,  also  in  lat.  60°  S.,  bat 
Ion.  120°  W.  These  four  poles  are  not  therefore  diametrically  opposite 
to  each  other. 

The  terrestrial  magnetic  force  increases  toward  the  south  pole,  nearly  in  Ui« 
ratio  of  1  :  3,  and  as  both  the  maximum  and  minimum  magnetio  intensity  on 
the  globe  are  found  in  the  southern  hemisphere,  it  would  appear  that  the  ratio 
of  1  :  8  expresses  very  nearly  the  maximum  and  minimum  magnetic  force  of  the 
whole  earth.  From  the  profound  inquiries  of  Qauss,  it  appears  that  the  absolute 
terrestrial  magnetic  foroe,  considering  the  earth  as  a  magnet,  is  equal  to  six 
magnetic  steel  bars  of  a  pound  weight  each,  magnetised  Ut  saturation,  for  every 
cubic  yard  of  surface.  Compared  with  one  such  bar,  the  total  magnetism  of  th« 
earth  is  as  8,864,000,000,000,000,000,000:  1,  a  most  inconceivable  proportion. 
(Harris.) 
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797.  The  indvctlTO  power  of  the  earth*8  magnetism  is  mani- 
feeted  by  the  polarity  deyeloped  in  any  bar  of  sofk  iron,  or  of  steel, 
placed  in  an  erect  position,  as  in  fig.  545,  or  better,  in  the  angle  of  the 
dip  of  the  place.  The  end  of  the  bar  toward  the  earth  is  always 
Austral,  Boreal  magnetism  existing  at  the  upper  end,  B,  and  a  nentra) 
point  at  the  centre,  M.  These  facts  are  demonstrated  by  the  action  of 
a  small  needle,  held  in  the  hand  at  the  three  645 
positions,  shown  in  the  figure.  If  the  experi- 
ment were  made  in  the  southern  hemisphere, 
the  polarity  would  be  reversed. 

For  this  roMon,  all  ouiBBes  of  iron  standing  in  a 
Tortical  position  become  magnetio.  In  soft  iron  this 
magnetism  is  transient,  but  in  steel  tools,  especially 
such  as  are  subject  to  vibration,  as  drills,  the  mag- 
netism developed  is  permanent. 

Barlovr  foand  that  globes  of  iron,  like  bomb  shells, 
a  foot  or  more  in  diameter,  become  miniature  copies 
of  the  earth  by  virtue  of  the  inductive  force  exerted 
npon  them  by  the  earth's  magnetism ;  having  a  mag- 
Dette  axis  in  the  line  of  dip  at  the  place  of  experiment^ 
and  an  equator  at  right  angles  to  their  axis.  Delicate 
needles,  poised  on  the  equatorial  line  of  such  globes, 
suffered  no  disturbance,  while  in  any  other  position 
on  the  sphere,  both  declination  and  dip  were  mani-  ^ 
feet 

Barlow  further  discovered,   that  such  a  sphere 
of  iron,  placed  in  a  certain  relation  to  a  compass 
needle  on  board  a  ship,  united,  and  harmonised  the  local  attractions  of  the 
ship's  iron,  so  as  to  free  the  compass  from  the  effects  of  such  disturbing  causes. 

798.  System  of  simaltaneons  magnetic  obseryations. — The 
distinguished  Prussian  philosopher,  Alex.  y.  Humboldt,  in  1836,  pro- 
posed to  the  scientific  world  to  set  on  foot  a  series  of  connected  and 
simultaneous  observations,  to  be  made  over  as  large  a  portion  of  the 
earth's  surface  as  possible,  for  the  purpose  of  establishing  the  laws 
relating  to  the  magnetio  forces. 

In  accordance  with  this  suggestion,  the  leading  governments  of  Burope 
(France  excepted),  and  many  of  the  scientifio  societies  both  in  the  old  and  ne«r 
world,  commenced  such  observations,  with  instruments  specially  contrived  fcr 
the  purpose,  and  in  buildings  made  without  iron,  both  on  and  beneath  the  earth's 
surface.  Expeditions  were  sent  to  the  Arctic  and  Antarctic  circles,  to  Afk'iea,  to 
South  and  North  America,  and  to  the  Pacific  Ocean,  while  at  numerous  stations 
in  India,  Russia,  Europe,  and  North  and  South  America,  hourly  and  simulta- 
aeons  observations  have  been  carried  on  for  a  long  period,  and  in  many  places 
are  still  continued.  In  this  way  a  great  mass  of  facts  has  been  accumulated, 
from  a  careful  comparison  of  which  the  laws  of  terrestrial  magnetism  already 
announced  have  been  educed  or  confirmed. 

Perhaps  the  most  remarkable  result  of  these  observations  is  the  fact»  first 
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wtablished  by  them,  that  not  only  the  greater  Tariationi  in  the  earth's 
sm,  but  the  most  minate  and  irregular  dUturbanoei  ooour  at  the  same  instant 
in  places  the  most  distant  from  each  other,  showing  a  wonderful  connection  and 
coincidence  in  the  causes  of  these  phenomena  throughout  the  world. 

799.  Lines  of  magnetic  force. — The  illastrioas  English  philo8&. 
pher,  Faraday,  has  demonstrated  that  all  matter  is  subject  to  magnetio 
influence. 

As  the  evidence  on  which  this  important  induction  rests  is  ehieflj  dexiyed 
from  the  use  of  electro-magnetism,  its  particular  consideration  is  more  conve- 
oiently  referred  to  that  subject.  His  general  viewa,  connected  with  terrestrial 
magnetism,  may  be  thus  st^ed.  All  space  both  above  and  within  the  limits  of 
our  atmosphere  may  be  regarded  as  traversed  bjf  linea  of  fore^,  among  which 
are  the  lines  of  magnetic  force.  The  condition  of  the  space  surrounding  a 
magnet,  or  between  its  poles  (777),  may  be  taken  as  an  illustration  of  this 
assumption.  It  is  not  more  difficult  to  conceive  of  force  existing  without 
matter,  than  the  converse,  uid  it  is  certain  that  we  know  matter  chiefly  by  the 
effects  it  produces  on  certain  forces  in  nature.  The  lines  of  magneUo  force  are 
assumed  to  traverse  void  space  without  change,  but  when  they  come  in  contact 
with  matter  of  any  kind,  they  are  either  concentrated  upon  it,  or  dispersed, 
according  to  the  nature  of  the  matter.  Thus  we  know  that  a  suspended  needle 
is  attracted  axiaUy  by  a  magnet,  while  a  bar  of  bismuth,  and  many  other  solid, 
liquid,  or  gaseous  bodies,  similarly  placed  between  the  poles  of  a  magnet,  are 
held  in  a  place  at  right  angles  to  the  axis,  or  tquatoriaUy.  Henoe  all  snbetaaees 
may  be  classified  either  as  those  which,  like  iron,  point  axially,  and  are  called 
Paramagnbtio  substances,  and  those  which  point  equatorially,  and  termed 
DiAKAGHBTio.  The  force  which  urges  bodies  to  the  axial  or  equatorial  lines  is 
not  a  central  force,  but  a  force  differing  in  character  in  the  axial  or  radial  direc- 
tions. If  a  liquid  paramagnetic  body  were  introduced  into  the  field  of  foree,  it 
would  dilate  axially,  and  form  a  prolate  spheroid;  while  a  liquid  diami^gnetie 
body  would  dilate  equatorially,  and  form  an  oblate  546 

spheroid. 

The  diagram,  fig.  540,  will  serve  to  render  more 
clear  the  aoUon  of  diamagnettc  and  paramagnetic 
substances,  upon  the  lines  of  magnetio  force.  Thus 
a  diamagnetic  substanoe,  D,  expands  the  lines  of " 
force,  and  causes  them  to  open  outwards,  while  a  paramagnetic  body,  P,  con- 
centrates these  lines  upon  itself!  Bodies  of  the  first  class  swing  into  the  equator 
of  force,  or  lie  at  right  angles  to  the  lines  of  force,  while  those  of  the  paramag- 
netic class  become  axially  arranged,  parallel  to  the  lines  of  force. 

800.  Atmospheric  magnetism. — The  disooyery,  by  Faraday,  of  the 
highly  paramagnetic  character  of  oxygen  gas,  and  of  the  neatral  cha- 
racter of  nitrogen,  the  two  chief  constituents  of  the  atmosphere,  is 
justly  esteemed  a  fact  of  great  impcirtance  in  studying  the  phenomena 
of  terrestrial  magnetism.  We  thus  see  twcv-ninths  of  the  atmosphere, 
by  weight,  consisting  of  a  substance  of  eminent  magnetio  capadly, 
after  the  manner  of  iron,  and  liable  to  great  physical  changes  of  den- 
sity, temperature,  kc,  and  entirely  independent  of  the  solid  earth.  In 
this  medium  hang  suspended  the  magnetio  bars,  which  are  used  as 
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tests,  and  this  mftgnetio  mediam  is  daily  heated  and  oooled  by  the  sun's 
rays,  and  its  power  of  transmitting  the  lines  of  magnetio  force  is  thus 
affected,  influencing,  undoubtedly,  those  dintnal  changes  already  con- 
sidered. 

801.  Notiona  of  the  origin  of  the  earth's  magnetism. — Two 
hypotheses  have  hitherto  divided  the  opinions  of  philosophers  in  ex- 
plfuning  the  phenomena  of  terrestrial  magnetism. 

The  older  of  these  views  (Hansteen's)  Msnmee  the  existence  of  an  indepen- 
dent magnetism  in  the  earth,  with  its  foons,  or  seat,  near  the  earth's  centre. 
This  internal  power  manifests  itself  chiefly  at  four  points  near  the  surface,  two 
of  which,  at  the  opposite  ends  of  the  supposed  magnetic  axis,  are  the  most  ener- 
getie,  and  are  known  as  the  magnetio  poles.  The  minor  poles  have  their  own 
independent  axis,  and  move  around  the  principal  axis  firom  west  to  east  in  the 
western  hemisphere,  and  the  reverse  in  the  southern,  giring  origin  to  the  well- 
known  phenomena  of  the  secular  variation  of  the  needle.  However  well  this 
hypothesis  met  the  facts  of  terrestrial  magnetism  some  years  since,  the  rapid 
progress  of  our  knowledge  of  magnetio  phenomena,  both  terrestrial  and  general, 
within  a  short  period,  has  materiaii  ihanged  scientific  opinion.  The  diurnal 
and  irregular  variations  in  the  magnetio  forces,  cannot  be  explained  upon  Han- 
steen's hypothesis,  and  especially  the  simultaneous  occurrence  of  these  disturb- 
ances at  different  points  of  observation.  Nearly  all  bodies  are  now  known  to  be 
susceptible  to  magnetio  faifluenoe,  while  the  maximum  and  minimum  magnetio 
intensity  are  found  in  those  regions  of  the  globe  where  the  minimum  and  maxi- 
mum of  superficial  heat  exist. 

It  is  hence  now  argued,  that  the  crust,  or  surface,  and  not  the  interior  of  the 
earth,  is  the  seat  of  the  magnetio  force.  That  this  force  is  manifested  with  least 
energy  at  the  equator  of  magnetism,  and  with  increasing  power  toward  the 
poles,  where,  as  in  an  artificial  magnet,  it  attains  its  maximum  development, 
because  there  we  find  the  most  perfect  separation  of  the  magnetic  fluids  :  that 
the  eoercltive  force  (786)  of  the  materials  of  the  earth's  surface  is  resolved  by 
the  solar  heat,  and  that  the  depth  to  which  this  separation  occurs  is  closely  con- 
nected with  the  mean  heat  of  the  earth's  crust,  if  not  absolutely  dependent  upon 
it  Axes  and  poles  have,  therefore,  in  view  of  this  hypothesis,  no  existence  in 
•  fact,  but  are  merely  convenient  mathematical  terms  for  expressing  our  ideas  of 
magnetic  phenomena  more  olosely,  Just  as  in  crystallography  we  employ  the 
same  terms  for  the  same  reasons. 

In  conformity  to  this  view,  the  manifestation  of  the  magnetio  forces  will  vary 
with  all  the  diurnal  changes  of  temperature,  giving  the  relation  of  oanse  and 
effect  between  these  changes,  and  the  magnetic  perturbations.  The  annual  fluc- 
tnationa  in  the  mean  temperature  of  the  earth's  surface  will,  therefore,  be  repro- 
dueed  in  corresponding  movements  in  magnetic  declination  and  dip.  Hence, 
the  magnetic  meridian,  and  the  system  of  isoclinal  and  isogonio  curves  ought  to 
eorrespond  closely,  as  they  do  with  isothermal  lines,  and  the  peculiar  distribu- 
tion of  temperature  in  both  hemispheres.  Indeed,  we  may  assume,  should  tbie 
hypothesis  prevail,  that  the  differences  now  noticed  between  the  isothermes  and 
isogones  (due,  probably,  to  imperfect  observations;,  will  vanish  under  new  and 
mors  extended  researches. 

IV.    PRODUCTION  OF  MAGNETS. 

802.  Aitifioial  magnets  are  produced  (1.)  by  touch,  or  friction  from 
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another  magnet;  (2.)  by  induction;  (3.)  by  electrical  currents;  and 
(4.)  by  the  solar  rays. 

The  method  by  touch  is  accomplished  by  very  rarious  modes  of  ma- 
nipulation, of  which  we  shall  describe  only  one  or  two,  referring  the 
reader  to  larger  treatises  on  magnetism  for  fuller  details.  Since  the 
introduction  of  the  method  by  electro-magnetism,  the  old  methods  of 
producing  magnets  by  touch  are  far  less  important  than  formerly. 

The  oiroamatanoes  affeoting  the  value  of  magnets,  are  chiefly 
the  nature  and  hardness  of  the  steel,  the  form  and  proportion  of  its 
parts,  and  the  mode  of  keeping.  The  most  uniform  and  fine-grained 
cast-steel,  wrought  with  as  little  dis- 
turbance of  its  particles  as  possible, 
forms  the  best  magnets. 

This  is  tempered  as  high  m  possible, 
and  the  temper  is  then  drawn  hj  heat  to 
a  violet  straw  color,  at  which  hardness 
it  has  heen  found  to  receive  and  retain 
a  maximum  of  magnetism.  The  pro- 
porticms  of  a  bar  magnet  should  be,  for 
width,  about  one-twentieth  the  length ; 
and  the  thickness,  one- third  to  one-fourth 
the  width.  In  a  horse-shoe,  the  dis- 
tance between  the  poles  ought  not  to  be 
greater  than  the  width  of  one  of  the 
poles.  The  faoes  should  be  smooth  and 
level,  and  the  whole  surface  be  highly 
polished.  It  is  quite  essential  for  pre- 
serving the  power  of  a  magnet,  that  its 
poles  should  be  joined  by  a  keeper  or. 
armature  of  soft  iron,  made  to  fit  its 
level  ends,  and  be  suspended,  as  seen  in 
fig.  547.  Thus  armed,  a  magnet  gains 
power;  but  if  left  unarmed,  it  suffers 
material  loss.  Bar  magnets  are  arranged  as  in  fig.  548,  either  four  magnets 
with  their  opposite  poles  in  contact,  or  two  magnetic  bars,  side  by  side,  with 
two  pieces  of  soft  iron  joining  their  opposite  poles. 

548 
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803.  Magnets  by  touch. — ^Touch  one  pole  of  a  powerful  magnet 
with  one  end  of  a  sewing-needle,  or  the  point  of  a  pen-knife,  and  it 
becomes  instantly  a  magnet,  attracting  iron  filings,  and  repelling  or 
attracting  the  magnetic  needle.     The  coeroitive  force  has,  in  this  case. 
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been  decomposed  by  simple  touch.  If  the  magnet  is  very  powerful,  a 
near  approach  of  the  needle  to  it  without  contact  will  develop  a  feeble 
magnetism  by  induction. 

More  powerful  mftgnetum  is,  however,  developed  bj  drawing  the  bar  to  be 
Bugnetixed,  from  its  centre  to  the  end,  several  times  over  one  pole  of  a  magnet, 
returning  it  each  time  through  the  air,  and  repeating  the  stroke  in  the  same 
direction.  Then  place  the  other  pole  in  the  middle  of  the  bar,  and  stroke  the 
opposite  end  as  before. 

Two  magnets  may  be  placed  together,  with  their  dissimilar  poles  in  the  middlo 
of  the  bar,  as  in  flg.  649,  and  then  be  moved  in  opposite  directions,  at  a  low 
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angle,  te  the  extremities  of  the  bar.  The  impregnation  of  the  bar  will  be 
more  powerful  and  speedy  if  it  rests  by  its  ends  on  the  two  opposite  ends  of  two 
other  magnets,  as  practiced  by  Coulomb.  By  inspecting  the  letters  in  flg.  549, 
this  arrangement  will  be  quite  clear.  Care  is  taken  to  prevent  the  cikLs  of  the 
two  inclined  bars  from  touching,  by  placing  a  bit  of  dry  wood  between  them. 
This  is  called  tingle  touch,  and  is  to  be  explained  in  accordance  with  {  785. 

To  magnetise  a  bar  by  means  of  the  ikn^U  touch,  two  bars,  or  hone-shoe 
magnate  are  fastened  together,  with  a  wedge  of  dry  wood  between  them,  so  that 
their  dissimilar  poles  may  be  about  a  quarter  of  an  inch  asunder;  or  a  horse- 
shoe magnet  may  be  used  if  ite  poles  are  quite  near  together.  The  magnet,  in 
this  mode,  is  placed  upright,  on  tiie  middle  of  the  bar,  and  is  then  rapidly  drawn 
towards  its  end,  taking  care  that  neither  of  ite  poles  glides  over  the  end  of  the 
bar.  The  magnet  is  then  passed  over  the  opposite  end 
of  the  bar  as  before.  The  poles  will  be  dissimilar  to 
those  of  the  touching  magnet. 

804.  Horse-shoe  magnets  are  easily  mag- 
netized by  connecting  the  open  ends  by  a  soft  iron 
keeper,  while  another  horse-shoe  magnet  of  the 
same  sise  is  passed  from  the  poles  to  the  bend,  in 
tihe  direction  of  the  arrow  in  fig.  550 ;  the  poles 
being  arranged  as  indicated  by  the  figure. 

The  easiest  mode  of  obteining  a  maximum  magnetic  effect  in  a  bar,  by  touchy 
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is  that  of  Jaeobi,  vis. :  to  rest  its  ends 
against  the  poles  of  another  magnet^ 
and  then  to  draw  a  piece  of  soft  iron, 
called  a  feeder,  from  it  several  times 
along  the  bar.  This  mode  is  applied  to 
horse-shoe  magnets,  as  seen  in  fig.  551. 
The  dissimilar  poles  are  placed  together,  and  the  feeder  is  drawn  over  tht) 
horse-shoe,  in  the  direction  of  the  arrow ;  when  it  reaches  the  curve,  it  is  to  be 
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replaced,  and  the  proi  ess  repeated ;  tarn  the  whole  orer  without  8ei»«rAtin^  thm 
poles,  and  treat  the  other  side  in  like  manner. 

A  horse-shoe  of  one  pound  weight  may  be  thus  charged,  so  that  it  will  nutain 
29*5  pounds.  By  the  best  method  of  touch  before  known,  fig.  550,  21  lbs.  9  os. 
was  the  highest  attiunable  result    (Peschel.) 

805.  Magnets  by  eleotro-magnetlBm. — ^The  mode  of  producing 
electro-magnetic  currents  will  be  hereafter  described.  By  their  means, 
powerful  magnets  of  soft  iron  are  easily  produced,  and,  from  these,  bj 
the  methods  of  touch  just  described,  very  powerful  artificial  magnets 
may  be  made. 

Logemann,  of  Haarlem,  in  Holland,  has  in  this  way  prodnoed  the  most  pow* 
erful  magnets  ever  made.  One  in  possession  of  the  author,  sustained  2S|  lbs. ; 
its  own  weight  being  1  lb.  The  mode  of  producing  these  powerful  magnets 
will  be  understood  from  fig.  552. 
A  spiral  of  insulated  copper  wire, 
r,  is  wound  on  a  paste-board  tube, 
A  B,  in  the  manner  of  the  electro- 
magnetic helix.  The  bar  to  be 
magnetised  is  armed  with  two 
heayy  cores,  or  cylinders  of  soft 
iron,  S  N^  just  fitting  the  inside 
of  the  spiral ;  when  in  its  place, 
the  ends  of  the  spiral,  e  >,  are  connected  with  a  few  cells  of  Grore's  or  Bunsen's 
battery,  and  the  powerful  temporary  magnetism  induced  in  the  masses  of  soft 
iron,  reacts,  to  induce  an  uncommonly  strong  permanent  magnetism  in  the  bar 
of  steel.  A  horse-shoe  magnet  is  charged  in  a  similar  way,  by  encircling  it 
with  a  helix  of  proper  form,  with  similar  armatures  of  soa  iron.  The  doe* 
analogy  of  this  mode  to  that  of  Jacobi,  in  the  last  section,  will  be  noticed. 

806.  Compound  magnets  are  made  of  several  plates  of  steel,  sepa- 
rately magnetized,  as  in  fig.  523  and  549.  As  the  coercitive  power  of  steel 
appears  to  be  overcome,  chiefiy,  on  its  surfaces,  553 

there  is  an  advantage  in  multiplying  the  number 
of  plates,  but  as  each  plate  serves  to  neutralbe  a 
portion  of  the  polarity  of  its  neighbor  (similar 
poles,  of  necessity,  being  brought  into  contact),  ^ 
there  is  soon  found  a  limit  beyond  which  there  is 
no  advantage  in  extending  these  batteries. 

Large  magnets  are  not  as  powerful,  in  proportion  to 
their  weight,  as  small  ones.  Sir  Isaac  Newton  is  said 
*to  hare  worn  in  his  finger-ring  a  magnet  (lodestone) 
weighing  three  grains,  and  capable  of  sustidning  over 
250  times  its  own  weight  (790  grains).  A  lodestone 
ef  three  or  four  pounds  weight*  mounted  as  in  fig.  534, 
can  rarely  sustain  over  two  or  three  times  its  own 
weight 

The  most  powerful  artificial  magnet  on  record,  was 
that  made  by  Dr.  G.  Knight,  of  London,  and  now  in 
possession  of  the  Royal  Society.     It  consisted  of  two  pritmatio  bundles,  eadh 
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of  240  powerful  bar  mapiets  five  feet  in  length,  mounted  on  ii heels;  between 
the  end  plates  of  this  combination,  the  poles  of  the  n^osl  enerfcetie  single  magnet 
were  reveraed  or  powerfully  reinforoed. 

807.  MagnetlBm  of  steel  by  the  san^s  rays. — Although  the  fact 
18  doubted  by  some  experimenters,  the  weight  of  testimony  appears  to 
support  the  conclusion,  that  the  sun's  violet  rays  possess  the  power  of 
inducing  permanent  magnetism,  when  concentrated  by  a  lens,  on  steel 
needles. 

808.  To  deprive  a  magnet  of  its  power,  it  is  only  necessary  to 
reverse  the  order  adopted  to  impart  magnetism  to  it,  stroking  it  from 
the  ends  to  the  centre  with  poles  of  the  same  name  opposed.  In  this 
way  the  magnetic  virtue  may  be  wholly  or  very  nearly  destroyed. 

The  approach  of  a  feeble  magnet  to  a  strong  one  may  reverse  its  polarity. 
Leaving  a  magnet  without  its  keeper  greatly  impairs  its  power.  Suddenly  Jerking 
it  off  the  keeper,  or  striking  it  with  a  hammer,  in  a  way  to  make  it  vibrate,  does 
the  same.  Heat  accomplishes  the  total  destruction  of  magnetism,  and  in  short, 
anything  which  weakens  its  coercitive  power.  Conversely,  hanging  an  armed 
magnet  in  the  position  it  would  assume  if  fVee  to  obey  the  solicitation  of  the 
forces  of  terrestrial  magnetism,  is  the  best  position  to  favor  its  greatest  develop- 
ment. Every  magnet  which  has  been  charged  while  its  poles  are  connected  by 
a  keeper,  possesses  more  power  before  the  keeper  is  removed  than  after.  It  is 
indeed  overcharged,  and  the  excess  may  be  likened  to  that  residual  force  which 
retains  the  keeper  of  an  electro-magnet  in  its  place  after  the  circuit  which  excited 
it  is  broken,  or  to  the  residual  charge  of  a  Leyden  jar.  Every  time  the  keeper 
of  a  magnet  is  moved  suddenly,  a  loss  of  power  is  sustained,  and  henoe  the 
keeper  should  be  removed  by  sliding  it  gradually  off  endways,  and  only  when 
it  is  required  for  the  performance  of  an  experiment. 

2  2.  statical  or  Frictional  Blectiicity. 

I.    ELECTRICAL  PHENOMENA. 

809.  Definitions. — ^Electricity  is  the  ethereal  or  imponderable  power 
which  in  one  or  another  of  its  forms  affects  all  our  senses.  In  this 
respect  it  is  unlike  all  other  ethereal  influences.  It  appears,  as  far  as 
our  knowledge  goes,  to  extend  throughout  nature,  and  is  probably  con- 
nected inseparably  with  matter  in  every  form.  Bodies  in  their  natural 
state  give  no  evidence  of  its  presence,  but  by  different  means  it  may 
be  evoked  from  all.  Hence  siaiical  electricity  implies  that  condition  of 
this  subtle  ether  existing  in  aU  bodies  in  a  state  of  electrical  quiescence. 
Statical  electricity  is  the  opposite  of  that  state  of  excitement  following 
friction,  chemical  action.  Sec,,  which  is  called  dynamic  eUctrieity,  or 
electricity  in  motion. 

An  arbitrary  meaning  has,  however,  attached  itself  to  the  terms 
statical  and  dynamical  electricity,  materially  different  from  the  exact 
meaning  of  those  terms  as  used  in  mechanics.  Statical  or  frictional 
eleotrioity  means  only  that  form  of  electrical  excitement  produced  by 
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friction,  while  dynamical  electricity  ia  a  tenn  confined  to  the  electrical 
excitement  prodaced  bj  chemical  action,  or  voltaic  electricity.  Strictly 
speaking,  all  qaiescent  electricity  is  HaHCy  and  all  electricity  in  motimi, 
from  whatever  source,  is  dynamic,  Sach,  however,  is  not  the  eetabliahed 
use  of  these  terms. 
EUetricUy  is  a  term  derived  from  the  Greek  word  for  amber  (i^JUzr^oy). 

The  a&oieiits  knew  this  rerin  to  be  citable  of  what  we  now  call  eleebrinl 

excitement,  when  it  was  mbbed. 

810.  The  ohlef  aonroea  of  eleotrioal  ezoitoment  are: — 1st, 
Friction  of  dry  sabstances,  as  of  glass,  by  cafs  far  or  silk,  and  of 
sulphnr  or  resin  by  flannel :  this  is  ordinary  or  statical  electricity ;  that 
of  the  atmosphere  and  of  common  electrical  machines ;  2d,  Chemical 
actum,  or  the  contact  of  dissimilar  sabetances,  onder  circamstanees 
favorable  to  chemical  change;  3d,  Magnetism,  producing  magneto- 
electricity;  4th,  Heat,  or  thermo-electricity;  5th,  Animal-eleetricity. 

The  eleotrioitj  from  all  these  several  modes  of  ezeitement  dUEsrs  in  degree 
and  intensity,  aeoording  to  its  sonree,  bnt  not  in  kind,  and  eaeh  may,  in  tun, 
be  cause  or  effect.    Each  will  be  the  snbjeet  of  separate  consideration. 

811.  Zneotiloal  effeota. — ^A  dry  and  warm  glass  rod,  rubbed  with 
a  cat's  fur  or  silk  handkerchief,  is  excited  in  such  a  manner  as  to 
attract  to  itself  bits  of  paper,  shreds  of  silk  or  cotton,  metallic  \ea£, 
pith,  feathers,  and  a  variety  of  light  substances,  holding  them  for  an 
instant,  and  then  repelling  them  again,  to  the^  table  or  snpport»  pa  m 
fig.  554.  '  654 

In  the  dark,  a  feeble  bluish  light  is  seen  in  the  path 
of  the  rubber.  If  the  excited  glass  is  presented  to  the  ^ 
knuckle,  or  to  a  metallic  body,  a  bright  purple  spark 
will  dart  off  from  the  glass,  with  crackling  sound,  to 
the  object  presented.  Brought  near  to  the  face,  a  creeping  sensation 
is  felt,  as  if  a  delicate  cobweb  was  in  contact  with  the  skin.  These 
effects  are  produced  by  the  rubber,  as  well  as  by  the  body  mbbed,  and 
may  be  evolved  from  a  number  of  substances  as  well  as  from  glass.  A 
peculiar  odor  always  accompanies  electrical  excitement,  thus  completing 
the  list  of  the  effects  of  this  subtle  agent  on  our  senses,  if  we  add  the 
taste  from  voltaic  electricity. 

Bodies  thus  excited  are  said  to  be  ti^etriJUd;  a  condition  whieh  is  oaly 
transient.  ^ 

These  very  simple  experiments,  which  can  be  repeated  anywhere  and  with  Uie 
simplest  means,  contain  the  germ  of  eleotrioal  science. 

812.  Attraotion  and  repolaion. — In  the  electrical  pendulum,  fig. 
555,  the  pith-ball  is  first  attracted  to  the  excited  glass  or  reein,  and  at 
the  next  instant  is  repelled,  until,  by  touching  aome  body  in  ftonniM^o« 
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with  the  earth,  or  in  some  other  way,  it  has  parted  with  its  exoitemeut. 
The  two  balls  in  fig.  556,  when  thus  555 

excited,  mutnallj  repel  each  other, 
because  they  are  similarly  excited. 
The  light  bodies  in  fig.  554,  oscillate 
between  the  table  and  the  rod,  first 
by  attraction,  and  then  by  repul- 
sion ;  when,  losing  their  excitement 
by  contact  with  the  table,  they  are 
again  attracted,  and  so  '       555 
on.    So  with  the  balls  in 
fig.  556.    We  recognise 
in  these  simple  experi- 
ments the  similarity  be- 
tween these  actions  and 
the    law    of   magnetic 
attractions  and  repulsions.  Bodies  aimUarly  excited  repel,  and  those  which 
are  of  unlike  excitement  attract  each  other. 

The  phenomena  of  attraction  and  repnlsion  are  not  however  so  simple  as 
might  at  first  appear,  since  for  their  correct  explanation  a  knowledge  of  the 
phenomena  of  induction  is  required,  and  these  remain  to  be  explained  farther  on. 

813.  VitreouB  and  resliioiiB,  or  positiwe  and  negatiwe  electri- 
oitiea. — The  species  of  electrical  excitement  depends  upon  the  kind 
of  material  which  is  subjected  to  friction.  If  the  pith-balls,  fig.  556, 
are  repelled  by  the  excitement  from  glass  rubbed  by  silk,  they  will  be 
attracted  by  a  stick  of  wax,  gum  lac,  or  sulphur  rubbed  by  flannel ;  or 
vice  versa. 

This  difference  of  action  is  due  to  an  inherent  difference  in  the  two 
substances,  and  the  kind  of  electrical  excitement  which  the  two  respec- 
tively produce,  is  entirely  opposite  and  antagonistic  each  to  the  other. 
The  one  is  mireous  or  positive,  the  other  resinous  or  negative.  This 
fundamental  distinction  in  the  kind  of  excitement  produced  by  friction 
in  various  substances,  was  first  recognised  by  the  French  philosopher, 
Da  Fay,  in  1733,  and  was  re-discovered  by  Franklin  in  1747.  Glass 
and  resin  are  but  types  of  two  large  classes  of  substances,  which  pos- 
sess more  or  less  perfectly  this  characteristio  difference  in  respect  to  the 
sort  of  electricity  which  they  are  capable  of  developing. 

Bleotrosoopea  serve  to  distinguish  the  two  sorts  of  electrical  excite- 
ment from  each  other.  The  pith-balls,  fig.  556,  form  a  convenient 
eleotroscope-^two  silk  ribbons,  or  the  electrical  pendulum,  fig.  555, 
answer  the  same  purpose.  Much  more  delicate  instruments  of  this 
kind  vrill  be  described  shortly. 


534  PHT8I08  Of  IMPONDKBABLl  AQINTS. 

It  is  only  nqnteito  to  ozeite  tho  balls,  fig.  650,  with  known  Titreons  or  resinoos 
eleotrioity,  when  the  approach  of  any  excited  body  whose  electrical  state  is  un- 
known, will,  if  of  the  same  kind,  cause  a  farther  repulsion,  and  if  of  a  different 
BOTt,  will  oecasion  an  attraotion  of  the  balls. 

814.  Condnoton  of  eleotriolty. — ^Bodies  electrically  excited  part 
with  their  excitement  variously, — some  instantly,  others  Tery  slowly, — 
depending  both  on  the  nature  of  the  substance  excited,  and  of  those 
with  which  it  is  brought  in  contact.  The  pith-balls  of  the  electroscope 
lose  their  excitement  very  slowly,  the  electricity  being  remoyed  only 
by  the  surrounding  air..  Touched  by  the  finger,  or  a  metallic  body  in 
connection  with  the  earth,  they  are  instantly  discharged,  and  retnm  to 
their  natural  unexcited  condition.  The  electricity  is  remoTod  by  om- 
dueUon  over  the  touching  body.  And  as  bodies  vary  very  much  in 
their  power  to  conduct  electricity,  they  are  called  good  and  bad  eondmc- 
tors,  or  eondueiors  and  fum-eondueion, 

Oood  condnoton  propagate  the  excitement  to  all  parte  of  their 
surface,  and  when  in  connection  with  the  earth,  part  with  it  as  quickly 
as  they  receive  it. 

The  following  are  among  the  good  conducting  bodies,  placed  in  the 
order  of  their  conducting  power.  The  metals,  as  a  class  (ulver  and 
copper  standing  first,  and  lead  and  quicksilver  last),  well-bnmt  char- 
coal, plumbago,  coke,  hard  anthracite,  acids,  saline  solutions,  numerous 
fluids,  metallic  ores,  sea,  spring,  and  rain  water,  ice  above  13^  F., 
snow,  living  things,  flame,  smoke,  vacuum,  vapor  of  alcohol  and  ether, 
earths  and  moist  rocks,  powdered  glass,  and  flowers  of  sulphur. 

Bad  condnoton  receive  and  part  with  electricity  very  slowly.  If 
touched  by  an  electrified  body,  they  receive  excitement  only  at  the 
point  touched ;  or  if,  when  exdted  over  their  whole  sur&oe,  they  are 
touched  by  a  good  conductor,  the  excitement  is  removed  only  from  the 
part  touched.  They  retain  free  electricity  for  a  long  time,  and  obetraet 
its  motion. 

Inanlation. — Good  conductors  are  capable  of  manifesting  eleetrieal 
Bxcitement  only  when  their  communication  with  ihe  earth  is  cot  off  by 
some  bad  conductor.  8o  situated,  they  are  said  to  be  innUated,  and  the 
poor  conductors  used  for  this  pur- 
pose (glass,  resin,  or  dry  wood),  are 
called  instttolort.  Fig.  557  shows 
a  brass  tube  thus  insulated  by  a 
handle  of  glass.  Among  the  chief  insulating  bodies  are  the  following, 
placed  in  the  reverse  order  of  their  insulating  power,  vis. :  dry  metallic 
oxyds,  oils,  ashes  ice  below  13^  F.,  many  crystalline  bodies,  lime  and 
chalk,  lycopodium,  native  oaoutohouc,  camphor,  porcelain,  dry  vegeta- 
bles, bnliod  wood,  dry  air,  and  gases,  steam  above  212^,  leather,  parole 
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ment,  paper,  htSr,  dyed  silk,  white  silk,  diamond  and  precious  stones, 
mica,  glass,  jet,  wax,  sulphur,  the  resins,  amber,  gum  lac.  Gutta  per« 
cha,  and  whalebone  rubber,  are  among  the  best  insolators  known ; 
probably  better  than  gum  lac. 

8oiii«  bodies  which,  when  solid,  are  non-conductors,  become  oondneton  when 
liquefied  by  fusion,  vis.:  metallic  chloHds,  glass,  wax,  sulphur,  resin,  4c.  Heat 
diminishes  the  electric  conducting  power  of  metals.  Length  of  conductor 
retards  electrical  motion,  while  an  increase  in  other  dimensions  farors  the 
rapid  transmission  of  electricity.  Every  body  has  a  certain  eUetrieal  rHardinff 
powtr  (818),  which  is  inrerse  to  its  conducting  power.  Tables  of  eleetrieal 
oondncting  powers  will  be  found  in  larger  works ;  bat,  in  general,  this  power  is 
▼eiy  nearly  the  same  as  any  given  body  has  for  conducting  heaL 

815.  The  earth  is  the  great  oommon  reservoir  or  receptacle  into 
which  all  electrical  excitements  are  returned,  and,  regarded  as  a  whole, 
18  a  good  conductor.  The  air,  even  in  its  ordinary  condition,  is  a  very 
poor  conductor,  and,  in  yiew  of  its  immense  extent,  is  by  far  the  most 
important  of  non-conductors.  It  senres  to  insulate  the  earth  in  a  non- 
conducting envelope,  more  or  less  perfect,  in  proportion  to  its  density, 
and  the  absence  of  aqueous  vapor.  Except  for  this  property  of  the  air, 
all  electrical  phenomena  would  have  remained  invisible  and  unknown 
to  us.    The  earth  is  always  negatively  excited. 

In  a  vacuum,  all  electrified  bodies  speedily  lose  their  excitement, 
while  in  dry,  dense  air,  they  retain  it  longest.  Nevertheless,  slight 
electrical  excitement  can  be  produced  in  a  vacuum  by  friction. 

816.  Theories  of  electricity,  or  electrioal  hypotheses. — Philo- 
phera  generally  agree  in  attributing  the  phenomena  of  electricity  to 
Uie  existence  of  an  assumed  eledricdl  fluid.  This  supposed  fluid  is  so 
subtle  and  ethereal  as  to  escape  detection  by  all  the  means  used  to  re- 
cognise matter,  being  imponderable,  and  manifesting  itself  only  by  its 
effects.  It  is  assumed  to  pervade  all  nature,  and  to  exist  in  a  state  of 
combination  or  electrical  quiescence  in  all  bodies  in  their  natural  state. 
This  quiescence  is  disturbed  by  friction,  and  various  physical  and 
chemical  causes.  All  electrical  phenomena  are  supposed  to  be  due  to 
the  efforts  of  the  electrical  fluid  to  regain  its  previous  condition  of 
static  equilibrium.  Two  principal  hypotheses  have  been  devised  to 
explain  the  phenomena  of  electricity,  namely :  1st,  that  of  Franklin 
and  iBpinus  ;  2d,  that  of  Symmer,  sometimes  attributed  to  Du  Fay. 

Franklin's  single-fluid  hypothesis  is  recommended  by  its  sim- 
plicity, and  was,  for  a  long  time,  the  view  generally  adopted,  both  in 
England  and  America.  It  assumes  a  single  electrical  fluid,  whose  par- 
ticles are  self-repellent,  but  attracted  by  matter  of  all  kinds,  combining 
therewith,  and  when  so  combined,  losing  this  self-repellent  tendency. 
This  iinid  is  present  in  all  bodies,  but  in  varying  proportion,  each  sub- 
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iiuuice  possessing  a  certain  capacity  of  saturation  pecaliar  to  itself. 
In  its  natural  state,  every  substance  has  exactly  its  own  quantity  of  the 
electric  fluid,  and  is  consequently  in  a  state  of  electrical  indifference. 
If  any  cause  of  electrical  excitement  exists,  this  state  of  quiescence  is 
disturbed,  and  the  body  becomes  negatively  electrical,  if  its  natural 
charge  is  diminished,  and  ponOody,  if  it  is  in  excess.  By  this  hypoth- 
esis, bodies  become  electrical  either  by  addition  to,  subtraction  from, 
or  disturbance  in  the  equal  distribution  of,  the  normal  quantity  of  the 
eleotrio  fluid  proper  to  them.  In  those  bodies  which  manifest  positire 
electricity,  the  equilibrium  is  restored  by  parting  with  the  excess,  and 
in  those  whose  excitement  is  negative,  by  receiving  from  surrounding 
bodies  enough  to  satisfy  their  deficiency. 

ThU  hypothesis  will  be  recognised  as  Btrikingly  like  that  commonly  received 
in  explanation  of  the  eqailibrinm  of  heat 

iBpinns  foand,  that,  in  order  to  account  mathematicelly  for  the  mntaal  repul- 
sion of  two  negatively  electrified  bodies  on  the  single-fluid  hypothesis,  it  was 
necessary  to  assume  that  the  particles  of  matter  were  motuelly  repulsive  instead 
of  attractive,  according  to  the  Newtonian  law  of  universal  attraction.  This 
redmetio  ad  abturdem  has  led  to  the  almost  universal  ngection  of  the  Franklin- 
ian  hypothesis. 

The  hypothesis  of  Symmer,  or  Dn  Fay,  assumes  the  existence 
of  two  fluids,  extremely  tenuous,  imponderable,  in  the  highest  degree 
expansive,  mutually  repellent  (as  a  consequence  of  this  expansive 
nature),  and  yet  possessing  a  strong  mutual  attraction  when  not  opposed 
by  any  obstacle.  They  therefore  combine,  when  favorably  situated  so 
to  do ;  and  when  equally  combined,  their  expansive  and  repellent  forces 
are  neutralized,  and  electrical  quiescence  results.  Each  of  these  kinds 
of  electricity  may  exist  separately ;  they  are  then  in  a  state  of  antago- 
nism, and  exhibit  polarity,  and  other  electrical  effects.  Every  sub- 
stance becomes  thus  excited  whenever  any  part  of  its  natural  electricity  i 
is  decomposed  by  friction  or  otherwise.  If  a  plate,  it  may  possess  the  I 
two  electricities  on  its  opposite  sides,  one  being  vitreous,  and  the  other  I 
resinous ;  if  a  rod,  the  decomposition  of  a  part  of  its  natural  electricity 
will  make  the  rod  vitreous  at  one  end  and  resinous  at  the  other.  When 
the  cause  of  excitement  ceases,  the  two  fluids  reunite,  and  quiescence  is 
restored.  By  this  hypothesis,  all  electrical  phenomena  arise  from  the 
tendency  of  the  two  fluids  when  separated  to  reunite  and  neutralize 
each  other. 

Either  of  these  two  views  is  capable  of  explaining  most  electrical  phenomena^ 
but  the  weight  of  scientific  opinion  is  now  in  favor  of  the  lasL  Neither  view 
can  be  actually  true,  since  the  termyfniV  is  only  a  convenient  expression  for  an 
unknown  cause,  and  there  19  no  reason  why  we  should  assume  the  existence  of 
a  separate  fluid  or  ether,  as  a  medium  for  light,  heat,  or  magnetic  electricity, 
when  it  is  more  in  accordance  with  a  sound  philosophy  to  tssome  thai  tlieie 
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wiMffftto  muiifestationB  are  bat  Amotions  of  the  ethereal  mediam  which  flUa  the 
onirersey  and  from  whose  oorrelatioDS  to  the  particles  of  matter,  all  physical 
phenomena  proceed.     Compare  §|  766-772. 

817.  lUeotrical  tension. — This  term  is  employed  to  express  that 
coDditioD  of  bodies  in  which  the  electricity  is  free — a  condition  the 
reverse  of  electrical  quiescence.  This  condition  is  well  illustrated  in 
the  phenomena  of  the  Leyden  jar,  2  847,  where  there  is  perfect  equi- 
librium between  the  excitement  of  the  outer  and  inner  surfaces,  due  to 
their  antagonism.  The  energy  with  which  the  decomposed  electricities 
reunite,  when  communication  is  made  between  them,  shows  the  state 
of  tension  in  which  they  existed.  This  may  be  regarded  as  analogous 
to  the  tension  of  a  bent  spring,  in  which  equilibrium  is  regained  by  a 
reaction  equal  to  the  compressing  force.  Electrical  tension  is  a  condi- 
tion of  constrained  equilibrium,  and  when  the  free  electricities  to  which 
it  is  due,  reunite,  an  eUdrical  current  is  produced  from  the  reaction  of 
the  opposing  fluids,  analogous  to  mechanical  motion  from  the  recoil  of 
a  spring.  From  this  state  of  electrical  tension  are  derived  the  primary 
effects  of  electricity,  and  from  electrical  currents  arise  its  secondary 
effects.  All  electrified  bodies  manifest  electrical  tension ;  they  attract 
other  bodies,  decomposing  their  natural  electricity,  deriving  from  them 
a  portion  of  the  opposite  fluid.  If  this  is  insufficient  to  satisfy  the 
antagonism  of  the  excited  electric,  the  attracted  bodies  are  next  re- 
pelled (812).  Hence,  two  bodies  equally  excited,  but  of  opposite  names, 
attract  each  other,  and  reunion  of  the  two  fluids  with  electrical  indiffer- 
ence results.  If  one  contained  an  excess  of  either  fluid,  both  remain 
excited  after  contact,  with  that  description  of  electricity  which  was  in 
excess ;  the  excess  being  divided  in  the  ratio  of  their  surfaces. 

XSleotrical  onxrents  are  either  momentary  or  permanent. — The 
first  occur  when  contact  is  formed  between  substances  oppositely  ex- 
cited by  friction  or  otherwise,  and  their  effects  are  instantaneous  and 
transient. 

Permanent  electric  currents  arise  only  from  the  sustained  action  of 
some  continuous  cause ;  as,  from  the  continued  motion  of  the  electrical 
machine,  or,  more  simply,  from  the  chemical  action  of  unlike  substances, 
as  in  the  voltaic  battery,  in  which  the  electrical  current  is  kept  up  as 
long  as  any  chemical  action  exists. 

818.  Path  and  ▼elooity  of  eleotric  currents. — ^If  several  con- 
ducting paths  are  open  to  an  electric  current,  it  will  always  choose  the 
shortest,  and  that  in  which  it  meets  the  least  resistance.  If  the  cur- 
rent is  powerful,  and  the  conductor  inadequately  small,  its  passage  will 
be  marked  by  light,  and  perhaps  by  the  combustion  and  deflagration 
of  the  oondnctor.    The  veloci^  of  statio  electricity,  by  Wheatstone's 
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experiments,  over  a  copper  wire,  was  found  to  be  288,000  miles  in  a 
second — nearly  half  again  more  than  the  velocity  of  light  ({  404)« 

It  appears  from  Br.  Oonld's  diaonssion  (Am.  Joor.  Sci.  [2]  XI.,  161),  of  the 
▼ery  numerous  telegraphic  obserrations  in  Ihe  United  States,  made  under  the 
direction  of  Prof.  Bache,  for  the  Coast  Surrey,  and  by  other  astronomers,  that 
the  Telocity  of  a  voltaic  current,  when  the  earth  forms  part  of  the  circuit,  does 
not  exceed  16,000  miles  per  second,  and  it  has  been  measured  as  low  as  11,000 
miles  per  second ;  showing  a  great  retarding  force  in  a  conductor  of  1500  miles 
circuit  In  the  famous  Atlantio  cable,  the  electrical  retardation  was  much 
greater  than  this,  being  mixed  with  the  accompanying  phenomena  of  induoiion. 

II.    LAWS  or  ELECTRICAL  FORCES  AND  DISTRIBUTION  OF  XLECTRICITT  UPON 
THE  SURFACE  OF  BODIES. 

819.  Conlomb*s  laws. — Coulomb  (died  1806),  a  distingaished 
French  physicist,  by  the  use  of  the  torsion  balance,  first  demonstrated 
the  following  laws  of  electrical  attractions  and  repulsions : — 

1st.  Two  excited  bodies  attract  aiid  repd  each  other  with  a  force  propor- 
tional to  the  inverse  square  of  their  distances  from  each  other, 

2d.  The  distances  remaining  the  same,  the  attractions  and  repulsions 
are  directly  as  the  quantities  of  eUdrieity  possessed  by  the  two  bodies. 

Coulomb's  laws  of  torsion  have  already  been  demonstrated  (266). 
He  happily  applied  these  principles,  first  established  by  himself,  to  the 
measurement  of  electric  forces  in  his  tor-  555 

sion  electrometer. 

820.  Tonion  eleotrometer. — This 
instrument,  fig.  558,  consists  of  an  ex- 
terior glass  cage,  protecting  a  slender 
needle,  no,  of  gum  lac,  suspended  by 
a  fine  wire  of  silver  or  platinum,  cen- 
trally attached  to  the  under  side  of  the 
cap,  e,  upon  the  tube  d. 

This  cap  is  graduated,  and  turns  like  the 
cover  of  a  box.  The  graduation  is  read  at 
the  yeruier,  a.  A  small  weight,  o,  of  brass, 
keeps  the  wire  tense,  while  through  it  the 
gum  lac  needle  passes.  At  one  end  of  the 
needle,  n,  is  a  small  gilded  ball  of  pith,  or  a 
disk  of  tinsel  paper.  The  cover  of  the  glass 
ease  is  perforated  for  the  free  passage  of  a 
glass  insulating  rod,  t,  carrying  a  polished 
brass  ball  at  m.  The  glass  cage  is  graduated 
in  a  sone  at  C,  into  300  degrees,  to  measure 
the  angular  spaces  traversed  by  the  needle. 
The  zero  of  the  graduation,  and  of  the  arc  on  the  cap,  are  both  made  to  oorre- 
spond  (by  revolving  the  tube,  d,)  with  the  normal  position  of  the  needle  when 
at  rest,  and  nnexcited.  To  avoid  the  loss  of  electricity,  the  air  in  the  cage  Is 
kept  dry  by  a  little  quick-lime^  placed  in  a  dish  for  that  purpoM^  o&  the  bottom. 
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821.  Demonstration  of  the  flUnt  law.— The  apparatus  being  thus 
arranged,  the  insulated  rod,  i,  is  withdrawn,  and  the  ball,  m,  plaoM  in 
contact  with  some  excited  surface— as  the  electrical  machine.  Thus 
excited,  m  is  immediately  returned  to  its  place  by  the  insulating  handle, 
taking  care  that  it  touches  nothing.  Forthwith  the  disk,  n,  is  attracted 
to  m,  is  oppositely  electrified,  and  then  repelled  with  a  force  propor> 
ti^med  to  the  intensity  of  m.  After  a  few  oscillations,  n  comes  to  rest 
say  at  30  degrees  on  the  graduated  circle.  This  angle  then  represents 
the  repellent  force  of  the  electricity  on  m,  since  the  torsion  of  a  wire 
is  directly  as  the  twisting  force.  But  what  would  be  the  force  requi- 
site to  hold  the  disk,  n,  in  equilibrium  at  half  this  angular  distance,  or 
15°?  Revolving  the  movable  circle,  e,  in  the  direction  of  the  arrow, 
we  find  it  is  necessary  to  carry  it  from  0  to  105^  in  order  that  the 
needle  may  point  to  15^  The  wire  is  then  twisted  at  top  with  a  force 
of  105%  and  at  bottom  with  a  force  of  15%  giving  120°  as  the  angle 
representing  the  force  with  which  the  two  electrified  bodies  repel  each 
other,  at  the  distance  of  15° — or,  at  half  the  distance,  we  have  quad- 
ruple the  force ;  at  one-third  the  distance,  or  7}°,  the  force  would  be 
472°*5  -f-  7°'5  =  480°,  according  to  the  law  of  inverse  squares. 

In  like  manner,  reversing  the  electricities,  we  prove  that  the  force 
with  which  two  electrified  bodies  attract  each  other,  is  inversely  pro- 
portional to  the  square  of  the  distance  by  which  they  are  separated. 

822.  Demonatration  of  the  second  law. — Having  repelled  the 
needle,  n  o,  by  the  excited  ball,  m,  withdraw  the  latter,  and  touch  it  to 
a  second  metallic  ball  of  the  same  size,  insulated  on  a  glass  handle. 
The  ball,  m,  part«  with  half  its  electricity  to  the  second  ball  (827). 
Now  return  it  to  the  torsion  balance ;  it  will  be  found  that  the  needle, 
n  o,  is  repelled  to  a  distance  equal  to  its  former  distance  multiplied  by 
the  square  root  of  one-half,  ly  =  I)\/{.  Touch  m  again  to  the  second 
ball,  as  before,  and  it  will  then  repel  the  needle  to  a  distance  equal  to  the 

first  distance  multiplied  by  the  square  root  of  one-fourth,  IX^  ^  ^^i* 
and  so  on. 

Sir  Wm.  8.  Hcurris,  of  England,  by  the  am  of  a  bifilar  electrometer, 
which  sobstitutoa  the  force  of  gravity  for  that  of  torsion,  has  ahown  that  the 
two  lawa  of  Coulomb  are  not  strictly  accurate,  unless  the  two  excited  bodies 
have  the  same  site  and  form,  or  unless  the  sections  of  the  opposing  parts  are 
equal.  The  result  of  his  determinations  is,  that  the  attraction  is  directly  propor- 
tional to  the  number  of  points  immediately  opposed  to  each  other,  and  inversely 
to  the  square  of  their  respective  distances. 

823.  Proof-plane. — For  the  purpose  of  determining  the  relative 
quantities  of  electricity  that  are  found  on  the  different  parts  of  the  sur- 
face oi  an  electrified  conductor,  a  contrivance  called  a  proof-plant  is 
need.  It  is  nothing  but  a  s  nail  disk  of  tinsel,  v  metal,  insulated,  as  in 


540 


PHYSIOS  or  IMFONDIRABIiB  AGENTS. 


the  ball,  m,  of  the  tormon  balanoe,  fig.  558.  This  is  toadied  to  tfa« 
surface  whose  electricity  is  to  be  examined,  and  reoeiyes  therefrom  a 
quantity  of  electricity  equal  to  the  sum  of  both  of  its  own  snrfaces.  It 
may  then  be  inserted  in  the  balance  of  torsion,  or  used  on  any  other 
electroscope.  The  electricity  on  the  body  touched  is  diminished  to  the 
same  extent,  but  when  the  proof-plane  is  small,  compared  with  the  sres 
of  the  dxcited  conductor,  no  sensible  error  can  arise  from  this  loss. 
The  most  important  source  of  error  to  be  guarded  agdnst  in  the  use 
of  this  instrument,  arises  from  the  effeoto  of  induction,  presently  to  be^ 
explained. 

824.  Eleotriolty  resides  only  on  the  outer  snrfaoes  of  excited 
bodies,  and  not  in  their  substance,  or  on  their  interior  surfaces.  This 
fact  is  attributed  in  part  to  the  repulsiye  power  of  the  electric  fluid 
acting  upon  the  particles  of  matter  interiorly,  thus  driving  the  excite- 
ment to  the  outer  surface,  where  it  meeta  the  non-conducting  air,  and 
is  arrested.  It  is  also  due  to  the  inductive  influence  of  the  electricity 
of  surrounding  bodies,  and  of  the  walls  of  the  room.  The  following 
oxperimento  will  illustrate  this  law.  559 

A.  Electrify  the  metal  sphere,  a,  fig.  559,  on  an 
insnlating  stand,  b,  and  approaoh  to  it  the  two  hollow 
hemispheres  of  brass,  e  e,  insnlated,  and  made  accu- 
rately to  cover  the  sphere.  On  removing  them,  a  will 
be  found  without  the  least  trace  of  electrical  excite- 
ment, as  may  be  proved  by  a  delicate  electroscope, 
while  the  two  hemispheres  are  ftilly  excited.  To  remove  the  envelopiag  iMni 
spheres  is  to  remove  the  surface  of  the  sphere, 
and  with  them  its  electricity. 

B.  Fig.  560  shows  an  insulated  hollow  sphere, 
with  a  hole  in  the  top.  When  this  is  electri- 
fied, the  proof-plane  may  be  introduced  by  the 
opening,  and  placed  in  contact  with  its  inner 
surface,  without  acquiring  any  excitement 
(provided  care  be  taken  to  avoid  the  inducing 
dfect  of  the  edges  of  the  opening,  which  may 
otherwise  decompose  the  neutral  electricity  of 
the  gum-lac  handle),  while  from  contact  with 
any  point  of  the  outside,  the  proof-plane  ao- 
quires  abundant  excitement. 

0.  Faraday  has  described  a  muslin  bag  in 
the  form  of  a  net,  fig.  501,  sustidned  on  an 
insulated  ring  of  wire,  and  provided  at  the 
point  of  the  cone  with  two  insulated  silk 
strings,  e  e',  so  that  it  may  be  tomed  inside 
out  at  pleasure,  without  touching  it  When 
this  is  electrised  exfertor(y,  it  may  be  turned 
inside  out  by  means  of  the  strings,  without  a 
trace  of  electricity  being  found  on  the  inside 
(whieh  an  instant  before  was  the  outside),  and  this  may  be  rspeatid  sevwal  timet 
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Mbn  tlM  elMtridty  is  disiipfttod.  H«  is  in  the  habit  of  coyering  hia  most  delip 
eato  eleeiroaoop«8  with  mnalin  bags,  to  protect  them  from  the  influence  of  excited 
eleetrieal  machines,  with  entire  501  502 


Fig.  602  shows  a  ribbon  of 
metallic  paper  wound  around  a 
metallio  axis,  insulated  by  the 
silk  threads  rr;  two  pith-balls, 
te',  are  suspended  by  linen 
threads,  at  one  end  of  the  rib- 
bon. .  When  the  ribbon  is  wound 
op,  and  the  whole  is  electrised, 
the  balls  of  the  electroscopes  di- 
Terge  powerfully.  If  the  ribbon  | 
is  now  unwound  by  drawing  the 
insulating  string  below,  the  electroscope  balls  gradually  fall,  and  finally  come 
almost  in  contact;  but  when  the  ribbon  is  again  wound  up,  the  balls  direrge  as 
before.  This  may  be  repeated  seyeral  times.  This  beautifully  illustrates  the 
relation  of  surface  «aa  intensity.  As  the  surface  is  increased,  the  same  quan- 
tity of  electricity  is  spread  out  over  a  larger  surface,  and  its  energy  declines,  but 
is  increased  again  as  the  surface  is  diminished  by  re-winding  the  ribbon. 

D.  It  appears  from  these  experiments  that  a  ball  of  wood  or  pith,  coyered  with 
tin  foil  or  gold  leaf,  can  accumulate  on  its  surface  as  much  electricity  as  if  it  was 
of  solid  metaL 

It  ifl  thus  proved  that  all  the  electricity  with  which  a  ooDdacting 
body  is  charged,  is  disposed  on  its  surface. 

825.  DiBtxibation  of  eleotrloity. — ^The  form  of  conductors  influ- 
enoes  the  distribution  of  electricity  on  their  surface.  In  a  sphere,  the 
distribution  is  uniform,  as  would  be  anticipated  from  the  known  pro- 
perties of  the  solid.  The  proof-plane,  applied  to  any  part  of  an  excited 
sphere,  acquires,  as  tested  by  the  balance,  553 

the  same  power.  In  an  ellipsoid  of  revo- 
lution, like  fig.  563,  the  proof-plane  ap- 
plied at  a,  gives  a  much  larger  angle  of 
torsion  in  the  balance  than  at  any  other 
point*  while  the  minimum  is  in  the  vicinity 
of  e ;  showing  a  tendency  in  electrical  ex- 
citement to  accumulate  about  the  eztremi. 
ties  of  any  solid  having  unequal  axes. 

In  cylinders,  the  concentration  of  force  is  within  about  two  inches  from  each 
•nd,  and  is  feeble  at  the  middle.  So  in  plates,  the  maximum  of  accumulation  is 
about  an  inch  ftrom  the  edge.  The  same  is  true  of  the  edges  and  solid  angles 
of  prismatic  bodies. 

826.  The  power  of  points  (first  investigated  by  Franklin)  in  con. 
centrating  electricity  is  Buch  that  the  excitement  passes  off,  as  rapidly 
as  it  accumulates,  to  the  nearest  bodies,  or  is  diffusc<l  into  tbe  ambient 
air  in  an  electrical  brash  or  f^encil,  visible  in  the  dark  (842  (6)  ).  This 
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fact  follows  OS  a  consequence  of  the  tendency  of  electricity  to  aceomn- 
late  at  the  smaller  end  ot  an  ellipsoid.  The  ellipsoid  may  be  so  elon- 
gated that  the  electricity  escapes — it  then  becomes  a  blunt  point.  These 
facts  are  of  the  greatest  importance  in  the  construction  of  eleoiricai 
machines. 

827.  The  loea  of  electricity  in  excited  bodies,  even  when  insu- 
lated in  the  best  manner,  is  constant,  chiefly  from  two  causes,  yiz. :  1st, 
the  moisture  of  the  air ;  and  2d,  the  imperfection  of  the  insulation. 
The  loss  from  the  first  cause,  in  still  air  of  average  drynees,  is  propor- 
tioned to  the  state  of  electrical  tension.  Bodies  feebly  excited,  and  per- 
fectly well  insulated  in  dry  air,  retain  their  state  of  tension  for  weeks 
or  months,  while  those  highly  excited,  and  not  carefully  preserved,  are 
soon  deprived  of  all  electrical  excitement.  The  rate  of  loss  by  imper- 
fect conduction  is,  of  course,  dependent  on  the  non-conducting  material 
used,  the  perfection  of  workmanship,  and  care  of  the  apparatus. 

The  loss  of  electricity  by  an  excited  conductor,  when  placed  in  con- 
tact with  an  nnexcited  body,  insulated  from  the  earth,  is  in  proportion 
to  the  relative  surfaces  of  Uie  two  bodies.  One  gains,  the  other  loees. 
Two  equal  spheres  will  divide  the  whole  quantity  between  them.  If 
they  remain  in  contact,  the  distribution  is  unequal,  being  least  at  the 
point  of  contact,  and  increasing  to  a  maximum  at  20*^  to  30^  from  the 
point  of  contact.  The  proof-plane  determines  exactly  all  such  questions. 

In  a  Taounm,  a  high  state  of  electrical  tension  is  impoMible,  sinee  the  re- 
straining power  of  the  air  is  wanting.  Bnt  a  feeble  tension  oan  be  preferred  in 
an  exhausted  reoeiver  for  a  long  time.  The  movement  of  the  mercury  against 
the  walls  of  the  tube  of  a  barometer,  excites  electrical  tension,  and  even  inmi- 
nons  electricity,  as  was  shown  by  Cavendish. 

III.    INDUCTION  OF  KLSCTRICITT. 

828.  Electrical  inflaence  or  induction. — ^Every  electrified  body 
is  surrounded,  so  to  speak,  by  an  atmosphere  of  influence,  analogous  to 
that  surrounding  a  magnet  (783),  within  which  every  insulated  con- 
ductor becomes  also  excited.  Bodies  so  affected  are  said  to  be  dedrified 
by  induction^  having  their  neutral  electricity  decomposed  by  the  tension 
of  the  excited  conductor,  exercised  through  the  intervening  air. 

Let  the  oondnctor,  V,  fig.  664,  of  an  electrical  machine,  be  approached  within 
say  six  inches  of  an  insnlated  metallic  oon- 
dnctor, A  B.     The  f  mall  electroscopes,  a  a',  *^ 
snspenied  beneath  i's  ends,  instantly  diverge, 
and  at  the  same  time  are  respectively  attracted  j 
to  V,  at  A,  and  repelled  from  it  at  B.    If  V  ' 
is  -j-  A  is  — ,  and  the  remote  end,  B,  is  plus. 
The  intermediate  electroscopes,  b  b',  also  di- 
verge, but  in  a  less  degree,  while  those  near 
the  middle,  oe',  do  not  diverge  at  all.     If, 
while  thus  excited,  A  B  is  withdrawn  from  V  (can  being  taken  not  lo  toneli  the 
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eondaeting  rarfaoe),  th«  electrosoopes  will  prenntly  eeaie  to  indicate  any  ex* 
dtement  The  ozplnnation  of  these  facts  is,  that  the  neutral  fluid  of  A  B  has 
been  decompusod  by  the  influence  of  V,  the  -\-  fluid  being  repelled  to  B,  and  the 
-  attracted  to  A,  while,  near  the  centre  (never  exactly  in  the  centre),  a  neutral 
point  is  found,  where  no  decomposition  exists.  When  V,  the  disturbing  cause, 
is  withdrawn,  the  two  electricities  of  A  B  unite  again,  and  leave  the  conductor 
entirely  passive.  If,  however,  the  conductor,  A  B,  is  made  in  two  parts,  joined 
at  the  neutral  point,  and  each  on  a  separate  glass  leg,  when  it  is  inductively 
excited,  the  two  parts  may  be  separated,  and  each  part  will  then  be  found,  when 
removed  from  influence,  to  possess  the  same  excitement  developed  in  it,  under 
the  inductive  power  of  V. 

By  means  of  a  glass  tube,  or  stick  of  resin  gently  excited,  and  approached  to 
one  of  the  electroscopes,  it  is,  of  course,  easy  to  determine  the  deacriptioii  of 
excitement  in  V,  which  we  now  assume  to  be  -|-. 

829.  The  laws  of  indaotion  may  be  thus  stated : — Ist.  A  body 
electrized  by  induction,  possesses  no  more  electricity  than  before.  This 
is  shown  by  the  fact,  that  as  soon  as  the  inducing  influence  ceases,  the 
two  fluids  reunite  in  A  B,  and  no  trace  of  excitement  remains. 

2d.  If  a  conductor,  excited  by  induction,  is  touched,  or  made  to  com- 
municate with  the  earth  in  any  part  of  its  surface,  it  parts  with  a  por- 
tion of  electricity,  always  of  the  same  name  with  the  inducing  body, 
and  it  retains  the  fluid  of  opposite  name.  If  the  inducing  cause  is 
then  withdrawn,  the  insulated  conductor  remains  excited,  with  the  fluid 
of  opposite  name  to  that  of  the  inducing  body. 

Thus,  we  note  the  important  distinctions  between  a  body  electrised  by  indao- 
tion and  by  conduction.  Induction  occasions  no  transmission  of  free  electricity 
to  the  other  body ;  but  only  a  decomposition  of  the  ^  electricities  of  the  insn- 
lated  eondnotor.  Induction  produces  dissimilar  conduction,  similar  electricity 
to  that  of  the  exciting  body ;  and  the  distance  to  which  electricity  of  induction 
extends,  greatly  exceeds  that  to  which  it  can  be  propagated  by  conduction, 
where  absolute  contact  or  very  close  proximity  is  required.  A  strong  analogy 
exists  between  electric  and  magnetic  indaotion.  Both  magnetism  and  electrieity 
by  eomtaeif  are  of  the  same  name  with  the  body  toached.  By  influence,  the 
neutral  fluid  of  the  excited  body  is  decomposed,  and  the  polarities  are  in  accord- 
ance with  laws  already  stated. 

830.  Indaotion  is  an  aot  of  oontignona  particles. — Dr.  Faraday 
has  modified  the  usual  view  of  induction  just  stated,  by  showing  that 
induction  never  takes  place  at  a  distance,  without  polarizing  the  mole- 
cules of  the  intervening  non-conductor,  causing  them  to  assume  a  con- 
strained position,  which  they  retain  as  long  as  they  are  under  the 
influence  of  the  inductive  body. 

Because  air  and  other  non-conductors  permit  the  passage  of  electrical 
influence  in  this  manner,  Faraday  calls  them  dieUdrics,  in  distinction 
from  electrics,  or  conductors  which  can  become  polarized  only  when 
insulated  by  some  dielectric.  Dielectrics  differ  in  their  specific  induc- 
tive capacity,  air  being  the  lowest  in  the  scale,  as  follows,  vis. :  air,  1 
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resin,  177 ;  pitch,  1'80 ;  wax,  1*86 ;  glass,  1*90 ;  sulphur,  1-93 ;  shellaa^ 
1-95. 

The  sppsratns  used  by  Faraday  in  determining  the  relatire  indnctiTe  ea|Mieitj 
of  air  and  other  gases,  is  seen  in  fig.  505,  consisting,  essentially,  of  two  metallie 
spheres,  C  and  P  Q,  of 'unequal  diameter,  the  smaller  placed  595 

in  the  centre  of  the  larger,  and  insulated  from  it  by  a  stem 
of  shellac  or  gutta  percha,  A.  The  two  halves  of  the  outer 
sphere  join  in  an  air-tight  joint,  like  the  Magdeburg  hemi- 
spheres (257).  The  space,  m  n,  may  be  emptied  of  air  by  an 
air-pump,  controlled  by  a  cock  in  the  foot,  and  filled  with 
any  other  gas  or  fluid.  This  apparatus  resembles  the  Ley- 
den  jar  (847),  with  the  advantage  of  changing  the  intervening 
dielectric  at  fleasure.  The  balls,  C  and  B,  constitute  the 
charged  conductor,  upon  the  surface  of  which  all  the  electric 
force  is  resident  by  virtue  of  induction.  As  the  medium  in 
m  n  may  be  changed  at  pleasure,  while  all  other  things  re- 
main the  same,  then  any  changes  manifest  by  the  proof- 
plane  and  torsion  balance,  will  depend  on  changes  made  in 
the  interior.  The  same  end  would  be  reached  by  having  two 
exactly  similar  inductive  apparatus,  with  different  insulating 
media.  When  one  was  charged  and  measured,  the  charged 
being  divided  with  the  other,  the  ultimate  conditions  of  both  indicate  by  fbe 
torsion  balance  whether  or  not  the  media  had  any  specific  differences.  (For 
further  details,  see  Faraday's  Exp.  Res.  1197.) 

831.  The  attractions  and  repolaions  of  light  bodies  (811)  can 
be  explained  only  in  view  of  the  phenomena  of  induction.  The  excited 
tube  or  resin,  decomposes  the  neutral  electricity  in  the  pith-balls  or 
bits  of  paper,  repelling  the  electricity  of  opposite  name,  and  being  thus 
left  of  an  opposite  excitement  to  the  rod  or  resin,  they  become  attraoted 
to  the  exciting  body,  in  obedience  to  electrical  laws.  All  oaeee  of  elec- 
trical repulsion  are  equally  referable  to  attraction  under  inductive 
influence.  Thus  the  apparent  repulsion  of  the  two  pith-balls  in  an 
electroscope,  is  really  the  effect  of  the  attraction  of  surrounding  bodies, 
whose  electrical  equilibrium  is  disturbed  by  the  inductive  influence  of 
the  exciting  cause. 

The  following  experiment  illustrates,  in  an  interesting  manner,  the  d«T«lop- 
ment  of  electricity,  and  the  attractions  and  repulsions  of  light  bodies  by  indae- 
tlon.  Support  by  its  edges  a  pane  of  dry  and  warm  window-glass,  about  aa 
inch  from  the  table,  on  two  pieces  of  dry ^ wood,  and  place  beneath  it  several 
pieces  of  paper  or  pith-balls.  Excite  the  upper  surface  by  friction  with  a  silk 
handkerchief,  the  electricity  of  the  glass  becomes  decomposed,  its  negative  fluid 
adheres  to  the  silk,  and  its  positive  to  the  npper  surface  of  the  glass  plate ;  this, 
by  induction,  acts  on  the  lower  surface  of  the  glass,  repelling  its  positiva  elec- 
tricity, and  attracting  its  negative,  the  intervening  dielectric  being  polarised  as 
explained,  and  the  lower  surface  of  the  glass  electrified  by  induction  through 
its  substance,  attracts  and  repels  alternately,  the  light  bodies,  like  the  excited 
tube  (Bil).  (Bird.)  Numerous  experiments,  illustrative  of  indaction,  are  ^vss 
under  the  electrical  machine. 
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832.  meotrometen. — Cavallo's,  Tolta's,  and  Bennett's.— The 

electroscopes  mentioned  in  section  813,  serve  to  indicate  the  presence 
and  name  of  the  electricity.    Electrometers  iEure  designed  to  give  ap- 
proximate measures  of  the  quantity  of  eleo-  666 
tricity. 

Fig.  666  shows  Cavallo's  electrometer — a  bell- 
jsr  with  a  metallic  rod  and  button,  B,  sustaining 
two  pith-balls,  m,  at  the  ends  of  two  wires.  Volta 

substituted  for  the  two  pith-balls,  two  delicate  A  l\       \\^'  j\ 

blades  of  straw,  p.    Bennett  replaced  these  by  /|\  l\      \.0  fj\ 

two  strips  of  gold  leaf,  o,  placed  face  to  face.  /  I  v       **     I  f!   -  *^ 

When  the  knob,  B,  receives  electricity,  the  pith- 
balls,  straws,  or  gold  leaves,  diverge,  and  by  the 
degree  of  their  divergence,  measured  on  a  graduated  are, 
electricity  is  judged  of.  Two  strips  of  tin  foil,  e  c',  are 
pasted  to  the  inside  of  the  glass  bell,  to  discharge  the 
diverging  leaves,  when  they  are  repelled,  so  as  touch  the 
sides.  Otherwise  the  inside  of  the  glass  jar  would  be  elec- 
trified by  induction,  and  render  the  apparatus  useless ;  and 
to  avoid  dampness,  the  top  of  the  bell  is  varnished,  and  the 
air  within,  dried  by  quick  lime.  Approaching  an  excited 
body  towards  B,  the  gold  leaves  diverge,  because  the  posi- 
tive fluid,  if  the  excitant  is  positive,  is  driven  into  them, 
while  the  negative  is  attracted  to  B.  Touching  B  with  the 
linger,  the  positiTO  fluid  passes  off  to  the  earth,  but  on 
withdrawing  the  finger,  the  leaves  diverge  under  the  influ- 
ence of  the  negative  electricity  remaining  in  the  apparatus. 

Fig.  667  ia  a  sensitive  form  of  gold  leaf  electrometer,  with 
brass  condensing  plates,  ^  846,  and  a  cup  at  top  to  illustrate  the  effect  of  evapora- 
tion in  producing  electrical  excitement. 

Hare's  single  leaf  electrometer,  and  the  condensing  electrometer,  are  mentioned 
in  section  846,  and  Bohnenberger's  under  the  dry  pile,  }  873. 

lY.    KLECTRICAL  MACHINES. 

66Z.  The  eleotrophoruB. — Any  apparatus  by  which  electrical  phe- 
nomena may  be  obtained  at  pleasure,  is  an  electrical  machine.  The 
simplest  apparatus  of  this  sort  is  Yolta's  eler4rophorus,  or  carrier  of 
electricity,  invented  in  1775.  668  669 

A  cake  of  resin,  or  a  disk  of  whalebone- 
india-rubber,    or    gutta   percha,   eight    or 
ten  inches    in   diameter,  is  excited  by  a : 
fur  or  warm  flannel,  and  a  smaller  disk  of  j 
brass,  or  tin  plate  (with  rounded  edges),  is 
placed  on  it  by  an  insulating  handle.   Touch 
the  upper  surface  of  the  metallic  disk  with 
the  finger  (fig.  668),  in  order  to  allow  the  ' 
escape  to  the  common  reservoir  (815)  of  the 
negative  electricity,  resulting  from  the  decomposition  of  the  neutral  fluid  ii  Kkm 
metallio  plate  by  the  excited  resin.  Now  removing  the  finger,  raise  the  disk  by  tb 
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inaalating  handle,  and  approach  its  edge  to  any  oondnetor,  as  the  knnekle,  ilg. 
569;  immediately  a  strong  spark  is  seen,  dae  to  the  free  positive  electricity 
existing  in  A.  Place  A  on  B  again,  touch  it  as  before,  and  the  same  result 
may  be  obtained  as  often  as  desired.  If  A  is  left  in  repose  upon  B,  it  will  remain 
charged  a  long  time,  even  for  weeks,  and  a  Leyden  jar  may  be  charged  with  it  at 
any  time:  on  the  table  of  the  laboratory  it  570 

may  be  more  conveniently  used  than  an  ordi- 
nary electrical  machine  for  exploding  gases. 
The  section  of  the  electrophorus,  seen  in  fig. 
570,  showii  how  the  inductive  action  of  the 
excited  resin  acts,  in  affecting  the  electrical 
nomenclature  of  each  surface,  aa  indicated  by 
the  signs  -f  "^^  — • 

The  phenomena  involved  in  the  electrophorus  are  identical  with 
those  explained  in  {  829.  Of  course,  if  the  plate,  A,  were  raised 
without  touching,  it  would  manifest  no  electrical  excitement ;  the  two 
luids  re-combining  as  in  the  insulated  conductor,  fig.  563. 

834.  The  cylinder  electrical  machine. — When  larger  quantities 
:f  electricity  are  required  than  can  be  obtained  from  the  means  alreadj 
described,  resort  is  had  to  machines  of  larger  size,  and  more  power,  all 
Df  which,  however  various  in  form,  consist  principally  of  three  parts, 
viz. :  1st,  a  non-conductor,  usually  of  glass,  revolving  on  a  horizontal 
axis,  and  producing  friction ;  2d,  a  rubber,  against  which  the  non- 
conductor presses.  The  rubber  is  a  soft,  elastic  non-conducUng  bodj, 
as  a  cushion  of  leather,  usually  armed  with  amalgam,  to  be  described 
hereafter.  3d,  two  eondudorM,  usually  of  brass,  mounted  on  glass  sup- 
ports, one  to  receive  the  -f  and  the  other  the  —  electricity. 

In  the  cylinder  machine,  fig.  571,  a  smooth  cylinder,  M,  of  glass,  insulated 
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and  filled  with  perfectly  dry  air,  is  revolve!  by  the  winch  before  the  rubber  G 
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isfltainod  on  Che  insulatfed  prime  oondnctor,  A,  and  ooyering  about  one-eighth 
of  its  snrfaee :  an  apron  of  silk  is  asually  attached  to  the  upper  edge  of  the 
rubber,  and  extends  as  far  as  the  points,  P,  on  the  second  conductor,  B,  designed 
to  receive  the  -|-  electricity  excited  at  C.  If  the  connecting  rods,  E  D,  are 
approached  as  In  the  figure,  and  the  cylinder  is  revolved,  and  there  is  no  con- 
nection with  the  earth,  then  the  -|-  electricity  accumulated  on  the  positive  con- 
ductor, will  reunite  with  a  spark  with  the  —  electricity  of  the  negative  conductor, 
A,  again  to  be  decomposed  as  before  at  C.  If  the  negative  conductor,  A,  is 
connected  with  the  earth  by  a  chain  or  metallic  thread,  then,  when  the  machine 
is  worked,  a  eontinnous  flow  of  sparks  of  positive  electricity  will  pass  from  the 
positive  conductor,  B,  to  any  conductor  near  enough  to  receive  them.  But  if  A 
is  insulated,  and  B  is  connected  with  the  earth,  then  from  E,  a  continuous  flow 
of  negative  electricity  is  obtained.  In  this  case  a  flow  of  positive  electricity 
takes  place  from  the  cushion,  C,  through  the  conductor,  B,  to  the  earth,  thus 
leaving  the  conductor  A  charged  with  negative  electricity.  This  form  of  cylinder 
machine  was  designed  by  an  Englishman  named  Nairne. 

Amalgam. — No  considerable  quantity  of  electricity  can  be  eyolyed 
from  an  electrical  machine  of  glass,  unless  the  rubber  is  excited  with 
an  amalgam  composed  usually  of  four  parts  mercury,  eight  sine,  and 
two  tin,  mixed  with  some  unctuous  matter  and  spread  on  silk  or  leather. 
The  sine  is  first  melted ;  the  tin  is  added,  and  the  mixture  stirred,  ax^ 
poured,  not  too  hot,  into  a  wooden  box,  coated  inside  with  chalk,  and 
into  which  the  heated  mercury  has  been  first  poured.  The  lid  is  put 
on,  and  the  box  yiolently  shaken,  until  the  amalgam  becomes  cool.  It 
IB  then  finely  pulverized  in  a  mortar,  and  becomes  as  soft  as  butter. 

835.  Ramaden'8  plate  maohine,  as  its  name  indicates,  has  a  plate 
or  plates  of  glass  substituted  for  the  cylinder.  This  form  of  apparatus 
is  seen  in  fig.  572.  The  plate,  F  F,  is  revolved  by  the  winch,  M,  sus- 
tained in  a  frame,  0  0,  of  baked  wood.  Two  pairs  of  spring  cushions, 
ae^  armed  with  amalgam,  produce  friction.  The  conductors,  C  C,  collect 
the  electricity  from  the  glass  by  the  points  seen  on  the  inside  of  their 
curved  branches,  placed  near  the  surface  of  the  plate.  Each  of  the 
cushions  is  connected  with  the  earth  by  the  conductor,  D ;  strips  of 
tin  foil  pasted  upon  the  edges  of  the  frame,  0,  and  shown  in  673 
the  figure  unshaded,  communicate  between  the  four  sets  of 
cushions  and  the  chain  D. 

Ramsden's  apparatus  originally  gave  only  positive  electricity. 
It  was  so  modified  by  Von  Marum  as  to  obviate  this  defect.  This 
form  of  electrical  machine  was  contrived  by  Ramsden,  of  London, 
in  1776. 

The  earliest  electrical  machine  was  made  by  Otto  V.  Guerioke 
(who  invented  the  air-pump),  and  was  a  globe  of  sulphur  or  resin, 
driven  by  a  motor  wheel,  the  hand  being  used  for  friction.  A  cone  of  sulphur, 
fig.  673,  cast  in  a  wine-glass,  and  provided  with  a  glass  rod  as  a  handle,  serves 
to  illustrate  this  early  electrical  apparatus.  But  hard  india-rubber  is  a  more 
flOBvenieat  and  certain  source  of  negative  electrical  excitement. 

In  the  United  States,  our  mechanicians  have  brought  all  apparatui 


548 


PHT8I08  or  IMPONBIRABLS  AQENT8. 


for  eleotrioal  illustrations  to  a  degree  of  perfection  leaTing  litUe  to  be 
desired. 
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836.  The  Amerioan  plate  electrical  machine. — ^Tbe  form  of 
plate  machine  commonly  adopted  in  the  United  States  is  seen  in  fig. 
574  (from  Riiehie).  It  is  arranged  for  the  exhibition  of  both  electrici- 
ties at  pleasure,  and  has  a  prime  conductor  on  a  movable  stand. 

Dr.  Hark  has  very  ingeniously  met  the  difficulty  of  obtaining  both 
electricities  from  the  plate  machine  by  making  the  plate  revolve  hori- 
zontally, and  thus  allovring  the  positive  and  negative  conductors  to 
stand  like  arches  in  two  vertical  planes  at  right  angles  to  each  other 
above  the  plate.  Am.  Jour.  Sci.  [1]  YII.  108.)  Dr.  Hare  was  an 
ardent  supporter  of  the  Franklinian  hypothesis,  and  this  apparatus 
was  contrived  to  sustain  his  arguments  in  favor  of  that  view. 

837.  Large  electrical  machine. — Ritchie's  donble  plata  m»- 
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itaine. — The  largest  eleotrioal  machine  hitherto  constructed,  so  far  as  we  ai« 
adrised,  is  that  made  for  the  University  of  Mississippi,  at  Oxford,  under  th« 

674 


direction  of  President  Barnard,  by  Ritchie,  of  Boston.  The  general  construction 
of  this  gigantic  electrical  apparatus  may  be  understood  from  fig.  575  (frontis- 
piece), in  which,  however,  the  prime  conductors  are  not  shown.  These,  for 
greater  conrenience  of  manipulation,  are  made  movable  on  separate  supports. 

This  machine  has  two  plates  of  French  glass,  each  six  feet  in  diameter,  sus- 
tained by  an  insulated  steel  axle,  upon  eight  cut-glass  supports,  on  a  frame  of 
rosewood.  The  plates  are  excited  by  four  pairs  of  rubbers,  made  of  brass,  and 
lined  with  fine  wool  felt  three-eighths  of  an  inch  thick,  such  as  is  used  for  the 
dampers  of  the  gruod  piano.  These  are  covered  with  firm  India  silk,  upon 
which  the  amalgam  is  spread.  Rubbers  of  this  construction  are  found  to  be  far 
more  efficient  thitn  those  in  general  use.  The  prime  conductors  of  this  machine 
expose  fifty  squitre  feet  of  polished  brass  cylinders  in  three  sections,  about  one 
foot  in  diameter  by  seven  in  length,  sustained  also  on  cut-glass  insulating  pil- 
lars. One  turn  of  this  machine  fills  the  apartment  with  an  overpowering  odor 
of  ozone.  It  is  so  arranged  as  to  afford  negative  electricity  from  four  rubbers. 
One  battery  for  this  machine  contains  one  hundred  and  twenty  glass  bells, 
arranged  in  detnchments,  whose  coated  surfaces  expose  about  ninety  square  feet 
of  area.  No  d-dtailed  description  of  the  performance  of  this  superb  machine 
has  yet  been  mttde  public.  It  cost  over  three  thousand  dollars  without  its  bat- 
teries. 

The  Tyleilan  machine. — The  largest  and  most  famous  plate  machine 

mentioned  in  t)ie  books  before  that  of  Ritchie,  of  Boston,  both  on  account  of  its 

•iae  and  perf c  rmance,  was  made  by  Cuthbertson  for  Von  Marum  in  1755,  and 

waa  plaeed  ii   Jie  Tylerian  Museum,  at  Haarlem,  in  Holland.     It  was  a  double 
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plate  machine,  each  plate  Btxty-five  inches  in  diameter,  with  eight  enehloBf, 
nearly  sixteen  inches  in  length,  and  twentj-three  and  a  half  feet  surface  in  th« 
condnctor.  It  gave  three  hundred  sparks  twenty-foar  inches  long  in  a  minote 
forked  like  lightning,  and  with  rays  six  or  eight  inches  long,  branching  from  the 
angles  of  the  flash.  It  deflected  a  thread  six  feet  long,  six  inches  from  a  per- 
pendicular, at  a  distance  of  thirty-eight  feet,  and  the  balls  of  Garallo's  eleetro- 
scope  (832)  diverged  half  an  inch  asunder  when  forty  feet  distant  from  it.  The 
prime  conductor  was  supported  on  three  glass  pillars  sending  out  eoUeetiog 
branches  between  the  plates.  Two,  and  sometimes  four  men,  were  employed 
to  turn  it  When  in  full  force,  a  single  spark  from  the  conductor  snffioed  to 
bum  and  dissipate  a  strip  of  gold-leaf  twenty  inches  long,  and  one  and  a  half 
lines  wide.  A  pointed  wire  exhibited  the  appearance  of  a  Inminoos  star  when 
held  twenty -eight  feet  from  the  conductor. 

All  glass  is  not  equally  fit  for  electrical  plates ;  that  which  is  white,  hard,  and 
free  from  bubbles,  is  most  esteemed.  If  too  much  alkali  is  used  in  the  eompo- 
sition  of  the  glass,  its  surface  attracts  moisture,  and  soon  becomes  damp  and 
rough.  Such  a  plate  is  worthless.  The  preference  given  to  old  plates  is  due, 
probably,  to  the  fact,  that  their  composition  has  enabled  them  to  preserve  their 
properties  uninjured. 

838.  Care  and  management  of  electrical  machines. — Perfect 
insulation  and  freedom  from  dust  and  roughnesses,  are  essential  to  the 
good  condition  of  all  electrical  machines.  For  this  end,  the  glass 
columns  are  varnished,  to  avoid  the  deposition  of  moisture,  and  all  the 
polished  surfaces  of  metal,  as  well  as  the  glass,  must  be  kept  quite 
clean,  and  free  of  dust.  If  the  surface  of  the  cylinder  or  plate 
becomes  streaked  with  amalgam,  it  must  be  wholly  removed.  It  is 
better  not  to  put  any  amalgam  into  immediate  contact  with  the  glass, 
but  to  spread  it  upon  the  cushion  pretty  thickly,  and  then  to  cover  it 
with  a  piece  of  silk ;  a  sufficient  quantity  will  pass  through  the  silk, 
as  the  machine  is  worked. 

If  the  glass  becomes  greasy,  it  is  best  washed  with  rectified  oamphene,  bam* 
ing  fluid,  or  ether.  It  is  indispensable  that  the  surface  of  the  amalgam  should 
be  in  good  metallic  communication  with  the  earth,  which  is  accomplished  by  the 
use  of  tin  foil,  or  tinsel.  Cushions  stuffed  with  metal  filings  are  preferred  by 
some,  chiefly  for  this  reason.  A  cushion  or  rubber  made  of  two  or  three  folds 
of  cotton-flannel,  between  which  is  laid  a  continuous  strip  of  tin  foil,  of  the 
same  size  with  the  rubber,  works  exceedingly  well.  Ritchie  prefers  piano  felt 
Aurum  mtuaif^um  (the  bisnlphuret  of  tin),  a  yellow  bronzy  powder,  is  an  excel- 
lent substitute  for  amalgam.  It  is  supposed  to  suffer  chemical  decomp<wition 
when  in  use,  and  so  to  quicken  the  activity  of  the  machine.  Finally,  a  dry 
winter  sir  is  indispensable  for  the  best  working  of  an  electrical  machine ;  hence, 
radiant  heat,  falling  on  the  machine,  or  an  apartment  heated  by  a  dry  furnace 
air,  is  especially  favorable.  In  carpeted  rooms,  it  is  desirable  to  connect  the 
rubber  with  a  gas-fixture,  to  secure  a  good  communication  with  the  common 
reservoir. 

839.  Electricity  from  steam. — Armstrong's  hydro-electric  machine, 
fig.  576,  is  designed  to  illustrate  the  development  of  powerful  eleetrical 
effects  from  high  steam;  a  fact  well  known  to  all  ooncemed  in  the 
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mnagement  of  locomotive  steam-engines,  but  first  scientifically  noticed 
in  1840,  by  Mr.  Armstrong,  at  Newcastie^n-Tyne.  The  apparatus 
which  he  contrived  to  show  these  effects,  676 

is  a  common  high  pressure  steam  boiler, 
about  three  feet  long  and  twenty  inches  in 
diameter,  mounted  on  insulating  pillars, 
and  strong  enough  for  a  pressure  of  200 
ibs.  to  the  inch.  The  steam  is  suffered  to 
escape  by  jets.  A,  of  a  peculiar  form,  on 
the  side  of  the  box,  B,  into  which  it  is  ad- 
mitted by  the  cock,  C.  Faraday,  in  inves- 
tigating the  electricity  of  steam,  found 
that  dry  steam  gave  no  excitement,  and 
that  the  electricity  resulted  from  the  fric- 1 
tion  of  vesicles  of  water  against  the  sides  | 
of  the  orifice.  Hence,  B  contains  a  little 
water,  over  which  the  steam  escapes,  and  is  partially  condensed.  The 
jet  has  an  interrupted  passage,  seen  at  M,  to  produce  friction,  and  its 
nozzle  is  lined  with  dry  box  or  partridge  wood.  The  vapor  escapes 
against  a  plate,  P,  covered  vnth  metallic  points,  to  collect  the  electricity, 
and  ending  in  a  brass  ball,  D,  insulated  from  the  earth.  The  boiler  is 
negative,  and  positive  electricity  is  collected  at  D,  provided  the  water 
is  pure  and  free  from  grease.  Turpentine,  and  other  volatile  essences, 
reverse  the  polarity,  while  grease,  or  steam  from  acid,  or  saline  water, 
destroys  all  excitement.  If  the  nozzle  of  the  jet  ends  in  ivory  or  metal, 
there  is  also  no  excitement.  A  boiler,  such  as  is  described,  will  develop 
in  a  given  time,  as  much  electricity  as  four  plate  machines  forty  inches 
in  diameter,  making  sixty  turns  a  minute ;  a  truly  surprising  result. 

840.  Other  aonroea  of  electrical  excitement. — 1.  The  bands  of 
leather.  India-rubber,  or  gutta-percha,  used  to  drive  machinery,  some- 
times become  powerful  sources  of  resinous  electrical  excitement,  ^ving 
eparks  of  negative  electricity  over  twenty  inches  in  length. 

In  cotton -mills,  so  much  electricity  is  thus  set  free,  that  it  becomes  neoessarj 
to  let  steam  into  the  carding  and  roving  rooms,  to  avoid  inconvenience  from  the 
repulsions  and  attractions  of  the  cotton.  A  leathern  band,  mentioned  by  Mr. 
Bachelder  (Am.  Jour.  BcL  [2]  III.,  250),  gave  sparks  to  the  finger  at  three  feet, 
And  a  lominons  brush,  to  a  steel  point,  at  seven  feet.  The  discharge  from  leather, 
as  from  all  bad  conductors,  is  local,  or  danger  would  attend  it. 

Dr.  Franklin,  in  a  letter  to  Bowdoin,  suggested,  for  a  portable  electrical  ma- 
chine, a  crossed  band  of  stuffed  leather,  moved  by  a  winch  over  drums. 

2.  The  friction  of  shoe-leather  on  woollen  carpets,  in  houses  warmed 
by  hot-air  furnaces,  or  steam,  in  cold  weather,  is  a  fertile  and  curious 
•oorce  of  negative  electrical  excitement. 
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The  young  people  in  the  antfaor's  ho«se  find  an  aniaQing  sooroe  of  amaav- 
ment  in  oold  weather,  in  giving  electrical  shocks,  by  kisses  and  otherwise,  tc 
nawary  people,  or  in  lighting  the  gas  by  a  spark  from  the  finger,  or  a  key- 
handle,  after  running  briskly  over  the  carpet  Prof.  Looniis  has  noticed  these 
effecto  in  detoil  in  the  Am.  Jonr.  Sci.  [2]  X.,  821,  and  XXVI.,  5S6.  They 
appear  to  be  unknown  in  Europe,  owing  probably  to  the  fact  that  Buropean 
houses  are  seldom  warmed  and  dried  by  hot-air  furnaces. 

841.  Theory  of  the  eleotrfcal  machine. — The  pbeDomena  of  the 
electrical  machine  may  be  explained,  either  on  the  theory  of  one  or  two 
fluids.  The  e:!(pIanation8  of  induction  (828),  already  given,  apply 
equally  to  the  development  of  free  electricity,  upon  the  prime  condnc- 
tors  of  electrical  machines.  When  the  machine  is  turned,  the  neutral 
electricity  of  the  rubber  is  decomposed,  the  positive  fluid  follows  the 
glass,  until  coming  opposite  the  points  on  the  prime  conductor,  the 
negative  electrieity  of  the  conductor  flows  out,  to  unite  with  the  posi- 
tlve  of  the  glass,  while  the  positive  fluid  of  the  cooductor  is  repelled  to 
the  other  end,  thus  leaving  the  prime  conductor  powerfully  positive. 
Reaching  the  rubber,  the  neutral  fluid  of  the  glass  is  there  decomposed, 
its  negative  portion  seeks  the  common  reservoir,  and  the  positive  fol- 
lows the  revolving  glass  lo  the  points  as  before.  The  conductor  does 
not  acquire  positive  electricity  from  the  plate,  but  gives  its  negative 
thereto,  thus  becoming  itself  positive. 

It  is  still  an  open  question  whether  the  action  of  the  amalgam  is  chemical  or 
mechanical  (834).  It  is  certain  that  an  amalgam  of  silver,  or  gold,  does  not  act 
to  excite  electricity,  like  amalgams  of  oxydisable  metal*;  and  Dr.  Woilaaton 
demonstrated,  that  the  latter  did  not  act  in  an  atmosphere  of  carbonic  acid  or 
nitrogen,  free  of  oxygen. 

In  all  cases,  the  discharge  of  an  electrical  conductor,  by  a  spark  or  otherwise, 
18  accompanied  by  the  induction  of  an  opposite  excitement  in  the  body  receiring 
the  shock,  whose  opposite  electricity,  uniting  with  that  of  the  conductor  by  a 
forcible  disruption  of  the  intervening  dielectrio,  produces  the  sound  and  flash 
of  the  electric  discharge. 

842.  Experimental  lllnetrations  of  electrical  attractioiis  and 
repnlsiona. — A  multitude  of  instructive  and  amusing  experiments 
may  be  made  with  the  electrical  machine,  illustrating  the  law  of  attrac- 
tion.   A  few  must  suffice.  577 

1.  The  insulating  atool  is  a  bench  with 
glass  legs,  fig.  577  (a  board  on  four  black  bottles 
answers  perfectly),  on  which  a  person  may  stand  ^ 
or  sit,  while  in  communication  with  the  electri-  \ 
cal  machine.     Being   thus  insulated,  the  f^nee 
electricity  can   escape   only  through  the  sur- 
roanding  air, — approaching  the  knuckle  to  any 
part  of  the  person  or  dress  of  one  so  situated, 
a  strong  spark   is  received.     Except  for  the  hair  being  repelled,  the  person 
charged  is  cot  conscious  of  any  change  from  an  ordinary  state.     A  doU'a  1 
with  paper  hair,  set  upon  one  of  the  conductors,  is  a  common  electrical  toy. 
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2.  Henley's  electxoscope,  fig.  578,  serves  to  uark  the  degree  of  vonsion 
In  the  machine  by  the  repulsion  of  a  pith-ball  at  the  end  of  a  straw :   it  is 
mounted  on  one  of  the  conductors,  and  in   drj      578  679 
weather  remains  extended   a  long  time,  but  in 
damp  weather  falls  immediately,  when  the  ma- 
chine stops. 

3.  meotrical  bells,  fig.  579;  the  bells,  A 
and  B,  are  suspended  by  a  metallic  thread,  from 
the  ends  of  a  cross-bar  of  metal  hung  on  the 
machine ;  the  boll,  C,  and  the  two  clappers,  are 
hung  by  insulating  threads.  C  is  connected  with 
the  earth ;  and  when  the  machine  is  worked,  A  and 
B  become  positive,  and  by  induction  C  becomes 
negative,  and  the  little  clappers  being  alternately 
attracted  and  repelled,  a  constant  ringing  is  kept  np  as  long  as  the  excitement 
lasts.  If  the  machine  is  too  active,  luminous  sparks  pass,  and  the  bells  remain  still. 

The  bells  may  be  conveniently  arranged  on  an  independent  foot,  as  in  fig.  580. 

4.  Volta'e  hail-atorm  is  a  contrivance  designed  to  show  how  (in  Volta's 
view)  hail  might  be  produced.  It  is  a  larger  way  of  581 
showing  the  same  facts  already  explained  in  J  811.  A 
glass  bell  communicates  with 
the  machine,  fig.  581,  above, 
and  rests  on  a  metal  plate  in 
communication  with  the  earth. 
When  the  machine  is  worked, 
the  pith-balls  on  the  plate  are 
violently  agitated,  being  drawn 
np  and  repelled  again  actively, 
while  the  excitement  lasts.  A 
simple  bell-glass,  or  large  tum- 
bler, electrized  by  contact  of  its  , 
interior  surface  with  the  con- 
ductor of  an  electrical  machine, 
answers  quite  as  well,  and  may 
be  placed  over  a  heap  of  pith- 
balls  on  the  table;  they  are 
violently  thrown  about  as  long 
as  the  excitement  continues. 

Uition  of  little  figures  of  dancing  peasants,  made  of  cork  or 
pith,  and  placed  between  two  metallic  plates. 

5.  The  electrical  wheel  is  composed  of  several 
points  fixed  in  a  centre,  so  balanced  as  to  rest  on  an  upright, 
sustained  on  one  of  the  conductors,  fig.  583 ;  as  the  machine 
is  worked,  the  escape  of  the  electricity  from  the  points  reacts  ' 
on  the  air  with  sufficient  force  to  revolve  the  wheel  with  acti-  > 
vity.  The  existence  of  such  a  current  of  air,  caused  by  the 
escape  of  electricity  from  points,  is  further  shown  : — 

6.  By  a  candle  flame  ;  a  candle,  fig.  584,  held  before 
the  pointy  has  its  flame  blown  aside  by  the  rush  of  air  accom- 
panying the  electricity.   If  the  candle  is  placed  as  a  conductor, 
uid  a  point  is  held  out  to  it,  the  direction  of  the  flame  is  altered  by  the  reversv 
fluid  induced  on  the  point,  fig.  585. 

49* 


The  dance  of  puppets,  fig.  582,  is  only  a  substi- 

582 


I 
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This  cvperimeot  has  beon  called  the  electrical  hhte-jnpe.  The  rnsb  <»f  air  fitiiA 
the  points  may  be  so  energetic  from  an  active  machine,  as  to  extingnicb  tfa« 
flame.     In  the  dark,  all  points  on  an  electrical  583 

machine  emit  a  stream  of  lights  called  the  elec- 
trical bmsh.  Of  coarse  584 
no  sparks  can  be  drawn 


from  points,  but  a  Leyden  jar  may  be  silently  charged  from  them.  Masts  and 
yards  of  ships  are  often  seen  thas  tipped  with  fire  (called  St  Blmo*s  fire)  in  a 
thunder  storm.  If  the  point  is  covered  with  a  ball  an  inch  or  two  in  diameter, 
its  peculiar  action  ceases,  and  the  ball  emits  sparks. 

7.  Franklin's  spider,  EUicott's  electrical  water-pot,  the  inclined  plane,  and  the 
electrical  planisphere,  are  other  well-known  forms  of  apparatus,  designed  to 
show  the  same  principle.  The  catalogues  of  all  leading  instrument-makers, 
contain  numerous  additional  illustrations  to  the  same  end. 

V.     ACCUMULATED  ELECTRICITY  AND  ITS  EFFECTS. 

843.  Disguised  or  latent  electricity. — The  phenomena  of  indvo- 
tion,  already  explained,  hare  a  curious  and  most  important  extension 
in  the  subject  of  this  chapter.  When  two  equal  and  insulated  oondao- 
tors,  equally  excited  by  the  two  opposite  electricities,  are  separated 
from  each  other  by  only  a  thin  plate  of  glass,  or  other  dielectric  mate- 
rial, no  signs  whatever  of  any  electrical  excitement  are  communicated 
by  either  to  an  electroscope  connected  with  them.  The  dielectric  pre- 
vents the  union  of  the  opposing  electricities,  but  not  their  mntoal 
inductive  action,  whereby  their  presence  is  entirely  masked  to  sni^ 
rounding  bodies. 

Removed  to  some  distance  from  each  other,  each  manifests  free  elec- 
tricity, by  the  divergence  of  its  electroscope.  But  if  they  are  once 
more  brought  together,  this  evidence  of  excitement  again  disappears, 
and  so  on,  until  the  imperfect  inrilation  of  the  air  gradually  neutral- 
izes all  free  electricity. 

When  so  situated,  the  electricities  are  said  to  be  laieni  or  disguised,— 
paralyzed  by  their  mutual  attractions. 

844.  The  condenser  of  JSpinns. — The  phenomena  of  disguise^, 
electricity  are  illustrated  by  the  use  of  various  condensers,  consisting 
essentially  of  two  extended  metallic  surfaces,  and  an  insulating  :ne- 
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diuiii.  They  are  Bomctimes  adapted  to  a^cnmnlate  electricity  of  high 
pension,  and  sometimes  their  aid  is  invoked  to  render  sensible,  quanti- 
lies  of  electricity  otherwise  insensible. 

The  Gondenser  of  ^plnua,  figs.  586,  587,  is  designed  for  the  former  pnrposa. 
fwo  polished  metallic  surfaces,  A  C,  with         ^g^  .  gi^ 

•leotroscopes,  ab,  and  an  intermediate 
thin  glass  plate,  B,  fig.  587,  are  all 
mounted  oil  insulating  glass  pillars,  and 
slide  in  a  grooTO  cut  in  the  base.  In  fig. 
586,  the  two  disks  are  placed  in  close  ^ 
contact  with  the  interrening  dielectric, 
B,  while,  by  the  chain,  n,  positive  elec- 
tricity flows  into  A,  from  the  excited 
concluctor  of  an  electrical  machine. 

Did  A  stand  alone,  it  could  only  reoeiye  so  much  electricity  as  would  raise  its 
surface  to  the  same  tension  with  the  prime  conductor  of  the  machine.  But  this 
condition  is  wholly  changed  by  the  presence  of  the  second  plate,  C,  cut  off  from 
actual  contact  with  A,  by  the  dielectric,  B,  but  entirely  within  its  inductive  in- 
fluence, A  part  of  the  natural  fluid  of  C  is  at  once  decomposed  by  this  influ- 
ence of  A,  attracting  its  negative  fluid  to  the  inner  surface  of  C,  and  holding  it 
there,  while  the  corresponding  positive  fluid  from  C,  is  expelled  by  the  conduc- 
tor, m,  to  the  earth.  No  free  electricity  would  remain  if  it  were  possible  for  B 
to  exist  and  act  as  a  dielectric  without  thickness :  but,  as  this  is  evidently  im- 
possible, it  happens  that  a  little  less  negative  fluid  is  drawn  to  the  surface  of  C, 
than  exists  of  positive  on  A,  by  reason  of  the  thickness  of  B.  Consequently, 
the  electroscope  on  A  remains  slightly  elevated  (residual  charge),  even  after 
some  time,  while  that  on  C  continues  wholly  passive. 

But  the  neutralization  of  A's  positive  fluid  by  the  decomposition  of  an  equiva- 
lent of  natural  electricity  in  C,  results  in  diminishing  the  tension  of  A,  to  the 
low  degree  corresponding  to  its  residual  free  electricity.  Hence,  A  can  receive 
a  finesh  charge  from  the  machine,  raising  its  tension  to  its  first  condition,  and 
inducing  the  decomposition  of  a  fresh  portion  of  neutral  electricity  in  C  as 
before,  and  thus  the  action  proceeds,  until  the  whole  of  the  natural  fluid  of  both 
plates  is  decomposed  and  disguised,  or  rendered  latent,  excepting  that  small 
portion  which  at  each  instant  constitutes  the/rM  electricity,  equivalent  to  the 
difference  due  to  the  thickness  of  B,  and  which,  as  we  have  seen,  would  be  null, 
if  B  could  be  conceived  of  as  having  no  thickness.  It  is  this  small  residue 
which  constitutes  the  residual  charge  in  the  Leyden  jar. 

In  performing  this  experiment,  the  knuckle  may  serve  as  a  conductor  to  the 
earth,  in  place  of  m,  when  a  rapid  series  of  sparks  will  be  received  (positive 
electricity),  constantly  diminishing,  and  ceasing  with  the  maximum  charge  of 
A  and  C.  This  point  of  maximum  charge  is  dependent  on,  Ist,  the  extent  of 
surface  in  A  B ;  2d,  on  the  tension  of  the  prime  conductor ;  and  3d,  on  the 
thickness  of  B. 

When  the  point  of  saturation  in  A  and  B  is  reached,  and  all  the  electricities 
possible  are  disguised  in  the  condenser,  the  pendulum  on  A  still  shows  only  a 
fbeble  excitement,  although  both  A  and  B  are  in  a  state  of  extreme  tension. 
Withdraw,  now,  A  and  C  from  B,  as  shown  in  fig.  587  ;  now,  the  electroscopes, 
A  and  B,  both  show  high  excitement :  restore  the  plate  again  as  at  first,  and  b 
becomes  again  entirely  passive,  while  a  shows  the  same  feeble  excitement  as 
iefore.     The  opposing  fluids  on  A  and  C  are  wholly  occupied  with  their  mutual 
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ftttracticDS,  and  only  the  small  excess  of  -f-  fluid  "  ^re^f  m  already  explained 
to  affect  th^  electroscope,  B.  The  plates,  A  and  G,  are  now  fully  charged  will 
disguised  electricity,  rendered  latent  hy  matnal  inductions,  and  the  polarisatioi 
of  the  dielectric  B.  Although  apparently  passive,  they  are  actually  in  a  itatt 
of  high  tension,  as  may  be  proved  by  their  discharge. 

845.  The  discharge  of  the  ooudenser  may  happen  in  ihr«€ 
ways : — Ist,  insensibly ;  by  the  imperfect  insulation  of  the  Bopporta, 
especially  if  the  air  is  damp ;  but  always  gradually. 

2d,  by  the  disruptive  disdiarge.  If  the  plate,  B,  is  too  thin  m  refe^ 
ence  to  the  extent  of  surface  in  A  and  C,  the  tension  of  the  opposing 
fluids  will  overcome  the  cohesion  of  the  glass,  B,  and  it  will  be  shivered 
in  pieces,  with  a  loud  explosion,  and  brilliant  spark.  The  same  sparii 
and  explosion  may  take  place  without  destroying  the  dielectric,  if  we 
use  a  discharging  rod^  to  effect  communication  between  A  and  C.  This 
apparatus  is  either  single,  as  in  fig.  555  6S9 

588,  or  double,  as  in  fig.  589.  If 
this  rod  is  provided  with  glass  in- 
sulating handles  (as  in  the  figures), 
the  experimenter  feels  no  sensation ; 
but  otherwise,  or  if  A  and  C  are 
brought  into  connection  by  the 
naked  hands,  then  a  powerful  shock 
is  experienced,  eonvulsing  the  whole 
frame.  The  same  sensation,  in  a 
feeble  degree,  is  felt  when  the 
knuckle  receives  the  sparks  of  an  excited  machine. 

3d,  and  lastly,  the  charged  plates  may  be  slowly  discharged  by  aUer' 
note  connection  with  the  earth.  While  the  condenser  is  in  the  condition 
indicated  by  fig.  586,  touch  0  with  the  finger ;  no  effect  follows ;  touch 
A,  and  a  feeble  spark  is  received ;  the  electroscope,  a,  falls,  while,  at 
the  same  instant,  that  on  C  is  raised  to  the  same  degree,  showing  that 
what  A  has  lost  in  free  positive  electricity,  C  has  gained  in  free  nega- 
tive  fluid.  Touch  C  ;  a  slight  shock,  a  feeble  spark,  and  the  fall  of  the 
electroscope,  B,  ensue,  while  the  electroscope  on  A  again  manifests  its 
original  excitement.  Thus,  by  the  alternate  discharge  of  A  and  C,  the 
whole  of  their  disguised  fluids  are  gradually  set  free  and  discharged. 

846.  Volta*B  oondenaing  eleotroaoope. — This  instrument  de 
pends  on  the  principles  just  explained,  and  is  used  to  render  sensiblf 
by  condensation,  electricity  of  too  feeble  a  tension  to  affect  the  ordinarj 
gold-leaf  elettrometer. 

The  plate  A.  fig.  590,  is  covered  with  waxed  silk,  slightly  larger  than  the 
disks;  this  taked  the  place  of  the  dielectric,  B,  fig.  586.  When  the  instmmeBt 
k  used,  the  upper  plate  is  placed  in  the  position  shown  in  fig.  591,  and  its  rar- 
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ftoe  is  touched  wifli  the  body  whose  excitement  w©  would  measure  j  «.  y.  ft 
crystal  of  tourmaline.     At  the  same  time,  the  under  690 

surface    of    the    lower    plate  591 

(in  connection  with  the  gold 
leaves),  is  touched  by  the^ 
moistened  finger  of  the  other 
hand.  The  influence  of  the  ex- 
cited eleetric  acts  in  this  case 
exactly  as  has  been  already 
explained  in  the  condenser  of 
ZBpinus.  No  diyergence  is 
seen  in  the  gold  leayes,  until 
the  upper  plate  of  the  conden- 
ser is  raised,  as  in  fig.  590, 
when  the  gold  leaves  promptly 
diverge:  this  action  being 
heightened  by  the  inductive 
influence  of  two  little  balls  of 
polished  brass,  rising  within 
the  glass  as  high  as  the  lower 
edge  of  the  gold  leaves. 

Dr.  Hare*B  single  gold- 
leaf  electrometer. — In 
this  instraxnent,  a  single  gold  leaf,  about  three  inches  long,  by  one-third 
of  an  inch  broad,  is  hung  by  a  brass  rod  from  the  top  of  a  bell  or  globe, 
as  in  the  last  instrument.  Immediately  opposite  to  the  lower  end  of 
the  leaf,  a  similar  rod  of  metal  passes  through  an  opening  in  the  side 
of  the  vessel  carrying  a  gilded  disk  of  wood  or  paper  half  an  inch  in 
diameter.  This  lateral  rod  is  graduated  to  measure  small  distances. 
To  use  this  instrument,  the  lateral  rod  is  put  in  communication  with 
the  earth,  and  an  electric  is  brought  in  contact  with  the  upper  disk, 
when,  if  the  distance  between  the  leaf  and  the  lower  disk  is  small,  the 
most  minute  attractive  force  is  detected.  In  the  original  692 
instrument,  Dr.  Hare  employed  a  plate  of  zinc,  on  an 
insulating  handle,  and  one  of  copper  on  the  instrument 
arranged  as  in  Yolta's  electrometer,  when  the  simple 
separation  of  these  two  disks  would  evince  a  tenfold  deli- 
cacy of  action  compared  to  Yolta's  condenser.* 

847.  The  Leyden  jar. — Accident  led  to  the  discovery  ?^^  -1 
of  this  remarkable  piece  of  apparatus,  long  before  its  :  r    {^  I 
principles  were  made  clear  by  the  condenser  of  ^pinus,  /'  |   ,| 
and  the  explanations  of  Franklin.    It  consists  of  a  thin  j 
glass  jar,  fig.  592,  coated  inside  and  outside  with  tin  foil,      ^ 
as  far  as  the  bend  of  the  neck.    The  inner  surface  is  extended  by  the 


*  Hare's  Mechanical  Electricity,  Philadelphia,  1835,  p.  29. 
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wire,  carrying  a  brass  knob  at  top,  touching  the  ianer  coating  by  a 
piece  of  chain  or  wire,  and  sustained  in  its  place  by  passing  through 
.  a  non-conducting  cover  of  dry  wood. 

The  relations  of  the  Jar  and  the  two  metallic  eoatings,  will  be  teen  bj  fig.  593, 
showing  in  section  a  Leyden  jar,  the  parts  of  which  are  separable,  and  its  wire  bent 
conrenientlj  into  a  hook,  to  suspend  it  on  the  machine.  It  will  be  seen  at  a  glance 
that  this  arrangement  is  identical  in  principle  with  the  condenser  of  spinas,  and 
the  electrical  plates  of  Franklin.  If  the  knob,  b,  of  the  Leyden  jar,  insulated 
upon  a  stand,  fig.  694,  is  presented  to  the  condnctor,  a,  of  the  electrical  machine 
in  action,  only  a  single  spark  or  so,  will  enter  it,  unless  594 

a  way  is  provided,  as  by  the  conductor,  c,  for  the  escape  of 
the  similar  electricity  from  the  exterior  coating,  693 
while  its  opposite  is  then  fixed  as  in  C,  fig.  687. 
The  charging  of  the  jar  then  proceeds,  and  for  ^ 
every  spark  which  darts  from  a  to  6,  a  correspond- 
ing one  of  similar  electricity,  is  seen  to  escape  I 
from  the  outer  coating  to  c.  When  it  is  held  in  j 
the  hand,  the  same  efiect  follows  through  the  arm,  [ 
accompanied  by  a  slight  twinge  in  the  nerves. 
Presently  the  point  of  saturation  is  reached,  and  the  two  decomposed  electricities 
are  latent.  Either  coating  may  be  fearlessly  touched  alone,  but  as  soon  as  by  th« 
discharger  or  otherwiae,  communication  is  made  between  them,  a  loud  snap  and 
brilliant  spark  follow  with  a  violent  shock. 

The  invention  of  the  Leyden  jar,  or  vial,  is  commonly  attributed  to  Cuneus 
or  Muschenbroek  of  Leyden,  in  1746.  Von  Kleist,  dean  of  the  chapter  at  Oomin, 
in  Pomerania,  also  independently  discovered  this  important  instrument  by  a 
similar  accident. 

With  a  view  to  fix  electricity  in  some  insulated  substance,  Cuniens,  in  1746, 
led  electricity  into  a  small  vial  containing  water,  by  a  bent  nail  thrust  through 
the  cork,  and  hung  upon  the  prime  conductor.  Endeavoring,  in  one  of  these 
trials,  to  detach  the  vial  and  nail  from  the  electrical  machine,  Cunaens,  to  his 
great  amasement,  received  a  violent  shock.  Von  Kleist,  in  the  coarse  of  a 
valuable  series  of  experiments  (1745)  on  electricity,  led  the  fluid  by  a  brass 
wire  or  pin  into  a  bottle  containing  mercury.  "As  soon,"  he  says,  "aa  thia 
little  gliiss,  with  the  pin,  is  removed  from  the  electrical  machine,  a  flaming 
pencil  issues  from  it  so  long,  that  I  have  been  able  to  walk  sixty  paces  in  the 
room  with  this  little  burning  machine ;  and  if  the  finger  or  a  piece  of  money  be 
hold  against  the  electrified  pin,  the  stroke  coming  out  is  so  strong  that  both 
arms  and  shoulders  are  shaken  thereby." 

This  discovery  of  so  wonderful  a  power  in  nature,  before  unsuspected,  created 
immense  excitement  over  the  civilized  world,  and  it  was  precisely  at  thia  Ume 
that  Franklin  immortalized  himself  by  his  contributions  to  the  new  science.  He 
explains  the  action  of  the  Leyden  vial  by  his  single  fluid  hypothesis,  in  hia 
**  Observations  and  Experiments  on  Electricity,"  in  a  manner  which  must  ever 
win  for  him  the  reputation  of  a  profound  philo-  695 

Bopher. 

848.  Electricity  in  the  Leyden  jar 
resides  on  the  glass. — In  fig.  595,  the 
jar,  A,  is  composed  of  the  three  separable  i 
pieces ;  B,  the  glass,  C,  its  outer,  and  D, 
its  inner  metallic  coatings.    When  this  jar  is  charged,  and  set  on  an 
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insulating  sarfaoe,  it  may  be  Beparated  into  its  three  parts  without 
being  discharged ;  but  C  and  D  will  then  be  found  by  the  electroscope 
entirely  free  from  excitement,  while  B  remains  strongly  excited.  Put- 
ting the  parts  together  again  as  in  A,  the  jar  will  be  found  charged  as 
at  first,  if  the  air  is  dry,  and  too  much  time  has  not  passed. 

849.  The  eleotrio  battery. — As  the  charge  of  the  Leyden  jar  is, 
other  things  being  equal,  directly  as  its  surface,  large  jars  are  plainly 
of  more  power  than  small  ones.  But  a  limit  of  size  is  soon  reached, 
which  the  thickness  of  glass  required  for  strength,  and  other  circum- 
stances, render  it  unprofitable  to  pass.  Hence  several  coated  jars,  of 
moderate  sise,  are  united  by  joining  all  their  inner  coatings  by  metallic 
rods,  and  all  their  outer  coatings  by  a  common  conducting  base,  as 
shown  in  fig.  596.   Such  an  arrangement  ^96 

is  called    an    eUdrical  battery.    When  ^^^sAigg*-^^ 

charged  from  a  common  source,  and  dis-  I    IvJ^TyB  idb 

charged  in  the  usual  way,  they  all  act  as  J^BrBRCtt^HB-^ 

one  great  jar,  the  result  being  not  quite  ^^^fc^S^^W^^J 
in  the  ratio  of  the  number  of  jars,  but  imL  J,!'^'- /^  ^^^^^^^| 
nearly  so.  Hence,  the  smaller  the  num-  i  f  ^  (  f  ^^^^^B 
ber,  the  thinner  the  glass,  and  greater  the  ^,.J-^\.^,lA*^A.A.^^BBPt 
size  of  the  jars,  the  better,  and  several  «^  t^^^^^fe^ 
batteries  of  seven  and  nine  jars,  united  to  the  charging  rods  of  the 
central  jars,  are  preferable  to  more  extended  single  series.  They  are 
charged  by  connecting  the  interior  with  the  prime  conductor  by  <, 
and  the  exterior  with  the  earth.  If  the  battery  is  extensive,  and  the 
machine  powerful,  great  caution  is  requisite  to  avoid  receiving  its 
shock ;  ail  accident  which  might  be  serious  in  its  consequences. 

The  battery  used  by  Von  Manim,  with  the  machine  already  noticed  (837),  em- 
braced one  hundred  jars,  each  thirteen  inches  in  diameter  and  two  feet  high.  The 
coated  surface  was  five  hundred  and  fifty  square  feet  (five  and  a  half  feet  to  each 
jar).  When  fully  charged,  its  force  was  irresistible.  A  bar  of  steel  nine  inches 
long,  half  an  inch  wide,  and  one-twelfth  of  an  inch  thick,  was  rendered  power- 
fully magnetic  by  the  discharge.  A  small  iron  wire,  twenty-five  feet  long,  was 
deflagrated,  and  various  metals  were  dissipated  and  raised  in  vapor,  when 
placed  in  the  circuit  of  discharge.  A  book  of  200  pages  was  pierced  by  it,  and 
blocks  of  hard  wood,  four  inches  square,  split  into  fragments. 

850.  Discharge  in  oasoade. — A  series  of  two  or  three  Leyden  jars 
may  be  placed  horizontally  upon  insulating  standi^,  so  that  the  interior 
of  each  succeeding  one  may  receive  the  spark  from  the  outer  coatings 
of  the  one  preceding. 

This  mode  cf  charging  cannot  be  carried  beyond  two  or  three  jars,  owing  to 
the  accumulated  resistance  soon  vitiating  the  result.  But  Mr.  Baggs,  of  London, 
has  very  ingeniously  contrived  an  electric  battery,  the  jars  of  which  are  charged 
together,  but  are  discharged  consecutively.  Each  jar  is  supported  in  a  horizontal 
position  on  a  vertical  spindle,  their  kno'»8,  while  being  charged,  pointing  oaw 
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ward,  like  the  radii  of  a  circle,  and  when  the  battery  is  to  be  discharged,  the 
knobs,  by  a  quarter  revolution,  are  brought  opposite,  each  to  the  bottom  of  the 
next  jar.  In  this  way  the  disruptiye  power  or  intensity  of  the  spark  is  multi- 
plied as  the  jars,  the  quantity  remaining  the  same.  Mr.  Boggs  is  said  to  have 
discharged  his  battery  of  twelve  jars  through  a  space  of  three  feet.  (Am« 
Jour.  ScL  [2]  VII.  418.) 

851.  The  aniTorsal  discharger. — Various  contrivances  are  in  use 
for  regulating  or  measuring  the  discharge  of  the  electric  battery,  and 
the  single  jar.   Of  these,  Henley's  597 

universal  discharger,  fig.  597,  is, 
perhaps,  the  most  useful.  By 
means  of  this  simple  apparatus, 
the  electrical  fluid  may  bA  made  to 
pass  through  any  substance  placed 
upon  the  table,  i.  Two  rods,  slid- 
ing in  the  joints  a  of,  end  in  balls, 
c  </y  covering  points  which  can  be 
exposed  by  their  removal.  The  rod,  a^  connects  with  the  positive  side 
of  the  battery,  for  example,  while  by  the  discharging  rod,  fig.  589, 
communication  can  be  made  at  pleasure  between  a  and  the  negative 
side  of  the  battery,  by  a  chain  or  metallic  thread. 

The  charge  of  the  battery  may  be  prevented  from  passing  a  given  limit,  by 
using  the  discharging  electrometers  of  Lane  or  Cuthbertson,  in  which  a  ball  is 
sustained  at  such  a  distance  from  the  discharging  knob  of  the  battery,  that  when 
its  charge  reaches  the  proper  tension,  it  discharges  itself. 

A  beautiful  illustration  of  the  slow  discharge  of  a  charged  jar  is 
seen  in  fig.  598,  where  a  charged  Ley  den  jar,  with  a  small  bell  in 
place  of  the  knob,  is  set  upon  a  board,  598 

near  to  a  little  brass  ball,  hung  from  a 
silken  thread,  upon  a  wire,  carrying  a 
second  bell  in  connection  with  the  earth 
by  A  B.  The  effect  is,  that  the  -f  elec- 
tricity of  the  jar  attracts  the  little  ball, 
lut  after  striking  the  bell,  the  ball  is  re- 
pelled, until,  coming  in  contact  with  the 
other  bell,  it  is  discharged,  and  so  on  for 
many  hours,  this  little  chime  is  rung  by 
the  electrical  pendulum. 

852.  The  electric  spark.— The  elec- 
tric light  and  spark  result  from  the  re-  i 
union  of  the  two  electricities  in  the  air.  -^ 
In  a  vacuum  there  is  no  spark  (fig.  601). 

The  zigzag  path  of  the  spark  and  of  lightning  is  due  to  the  resistance 
of  the  air     Every  electrical  discharge  produces  expansion  of  the  air. 
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and  the  form  and  color  of  the  spark  are  materially  influenced  by  the 
density  and  chemical  composition  of  the  gaseous  medium  through 
which  it  passes.  The  character  of  the  sparks  depends  also  on  the  form, 
area,  and  electrical  intensity  of  the  discharging  surfaces,  likewise  on 
the  kind  of  electricity  on  the  conductor  in  which  the  spark  originates ; 
from  the  negatiye  conductor  the  sparks  are  far  less  dense  and  powerful 
than  those  from  positive  electricity.  699 

SUnnersley's  thermometer,  fig.  599,  shows  the 
agitation  and  expansion  of  the  air  following  an  electrical 
explosion.  A  portion  of  water  in  the  larger  yessel,  which 
is  air-tight,  oommanicaCes  freely  with  the  small  open  tube, 
attached  to  the  foot,  and  ending  in  a  narrow  glass  tnbe. 
When  an  electrical  discbarge  takes  place  through  the  ap- 
paratus, the  consequent  expansion  of  the  air  violently  raises 
the  column  in  the  smaller  tube,  but,  after  the  commotion  is 
over,  the  fluid  gradually  regains  its  original  level,  as  the 
air  in  the  larger  vessel  cools.  The  electrical  mortar  dis- 
charges its  ball  by  the  force  of  air  expanded  at  the  moment 
of  the  electrical  discbarge. 

The  color  of  the  eleotrical  spark. — Faraday 
observed  that  in  air,  oxygen,  and  dry  chlorohydrio 
acid  gas,  the  spark  was  white,  with  a  light  bluish 
shade,  especially  in  air.  In  the  heavy  thunder- 
storms common  in  an  American  summer,  the  light 
of  a  powerful  flash  of  lightning  is  distinctly  purple, 
and  sometimes  violet.  In  nitrogen  it  is  blue  or 
purple,  and  gives  a  remarkable  sound ;  in  hydrogen 
it  is  crimson>  and  disappears  when  the  gas  is  rare- 
fied ;  in  carbonic  acid  the  color  is  green,  and  the  form  of  spark  very 
irregular ;  in  ozyd  of  carbon  it  is  sometimes  green  and  sometimes  red ; 
in  chlorine  it  is  green. 

The  little  apparatus,  fig.  600,  is 
well  calculated  to  show  these  efiects 
by  contrast  at  one  view.  The  three 
tubes,  a  a'  a",  are  respectively  filled 
with  various  gases  and  sealed.  Each 
tube  has  two  short  platinum  wires,  nn, 
soldered  into  its  sides,  through  which 
the  electric  spark  from  b  must  pass 
on  its  way  to  the  ground  by  c. 

The  electrical  discharge  in 
a  ▼acaam,  becomes  an  ovoidal 
tuft  of  light,  uniting  the  con- 
ductors. The  apparatus,  fig.  601,  is  designed  to  show  these  effects. 
A  large  egg-shaped  glass  vessel  is  mounted  at  the  lower  extremity 
with  a  stop-cock,  for  attaching  it  to  the  ur-pump,  in  order  to  re- 
50 
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move  the  whole  or  a  part  of  the  air,  or  to  replace  it  by  vapor  cf 
alcohol,  ether,  or  any  other  gas  not  acting  on  601 

brass.  By  the  rod.  A,  connection  is  established 
with  the  electrical  machine,  vrhile  the  distance 
between  the  electrical  poles,  BO,  may  be 
adjusted  by  sliding  the  upper  rod  in  it9  air- 
tight socket.  This  apparatus  is  called  the 
electrical  or  philosophical  egg.  The  rarer  the 
air,  the  more  globular  becomes  the  spheroid, 
and,  at  the  same  time,  less  brilliant.  The 
auroral  tube  is  only  a  modification  of  the  same 
apparatus. 

Thia  apparatus  is  also  used  with  splendid  elfoet 
with  the  Induction  ooil. 

Difference  between  the  positive  and 
negative    spark. — The  tufl  of  light  from 
positive  electricity  is  far  more  beautiful  than 
that  from  negative,  as  seen  from        602 
the  ends  of   two  points.    Thus,  ^m^ 
while  positive  electricity  gives  an 
opening  sheaf  of  light,  negative 
electricity  gives  only  a  small  star, 
fig.  602.    In  rarefied   air,  these 
differences  are  much  less   appar 
rent.    Faraday  suggests  that  they  are  due,  chiefly,  to  the  greater  facility 
with  which  negative  electricity  escapes  in  ur,  than  603 

positive,  as  conductors  negatively  charged,  lose  their 
excitement  sooner  than  those  positively  charged. 

The  diamond  Jar. — To  show  that  the  coatings  of 
the  jar  convey  the  electricity  collected  on  the  glass 
to  the  point  where  it  meets  the  cause  of  discharge,  a 
jar  may  be  coated  with  metallic  filings,  fig.  603,  or 
patches  of  tin-foil,  fig.  604,  cut  in  lozenges 
(a  diamond  jar).    The  wire  of  the  jar  is 
bent  over,  as  in  fig.  603,  so  as  to  bring  the 
ball  near  the  outer  coating,  which  connects 
by  a  chain  with  the  earth.    When  the  ma- 
chine (on  whose  arm  this  jar  is  bung)  is 
worked,  a  brilliant  spark  is  seen  at  inter- 
vals to  dart  from  the  knob  to  the  outer 
coating,  and  thence  to  spread  in  zigzag 
courses  over  the  whole  surface. 

Scintillating  tabe  and  magic  squares. 
— ^Every  collection  of  electrical  apparatus  contains  these  familiar  pieces 
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of  apparatus,  illustrative  of  the  phenomena  of  the  electric  spark.    The 
scintillating  tube,  fig.  605,  like  the  jar,  fig.  604,  has  rows  of  lozenge- 

605 


shaped  pieces  of  tin-foil  pasted  on  its  interior,  usually  in  a  spiral,  and, 
when  held  by  the  hand,  as  shown  in  the  figure,  the  electricity  flashes 
from  point  to  point  at  the  same  apparent  instant,  producing  a  most 
agreeable  effect.  •<>• 

jTke  m€ig\e  tquaret  are  pane*  of 
glass  on  which  are  intermpted  strips 
of  tin  foil,  cat  to  represent  some 
design,  to  be  made  visible  only  when 
a  spark  passes.  These  sqnares  are 
mounted  on  a  foot,  in  connection 
with  the  earth,  and  are  set  near  the 
ball  of  the  prime  conductor.  By 
scattering  metallic  filings  over  a 
varnished  surface  of  glass,  the  same 
effect  is  produced  as  upon  the  jar, 
fig.  603. 

853.  Effects  of  the  eleotrlo 
discharge. — The  effects  of  the 
electric  discharge   are  chiefly, 
1st,   physiological;    2d,    physi- 
cal; 3d,  mechanical;  4th,  che- 
mical.   The  passage  of  the  electricities  through  bodies,  is  sometimes 
impeded  by  their  bad  conducting  power,  or  by  want  of  proper  dimen- 
sions ;  and,  in  either  case,  a  powerful  electric  discharge  manifests  itself 
in  one  of  those  modes. 

854.  Physiological  effects. — These  are  seen  in  the  shock  experi- 
enced by  all  living  beings,  in  the  passage  of  electricity  through  any 
of  their  members.  Any  number  of  persons,  joined  hand  to  hand,  will 
receive,  at  the  same  instant,  the  shock  of  an  electric  battery.  Abb6 
NoUet  imparted  it  to  over  six  hundred  persons  in  his  convent  at  one 
time — those  in  the  middle  of  the  chain  being  little  less  affected  than 
thoee  near  the  conductors. 

A  person  charged  on  the  insulating  stool,  feels  a  prickly  heat  and  glow  of  the 
•kin,  resulting  in  perspiration.    Many  useful  applications  have  been  devised  of 
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this  agent  in  medicine.*  It  needs  hardly  to  be  said*  that  the  fall  iho«k  of  a 
powerful  battery  will  destroy  life  in  man.  Sparks,  fifteen  or  eighteen  inches 
long,  begin  to  be  unsafe,  if  from  large  surfaces.  Small  animals,  as  birds,  are 
easily  killed  by  a  moderate  discharge,  on  the  table  of  the  universal  discharger. 
Pig.  697. 

855.  Inflammation  of  combastibloi. — Although  no  sense  of  heat 
is  felt  when  the  knnckle  receives  strong  sparks  from  an  active  machine, 
jet  the  smallest  spark  serves  to  inflame  ether,  whether  from  a  Lejden 
jar,  from  the  finger,  or,  more  strikingly,  from  an  icicle  held  in  the 
fingers  of  one  mounted  on  an  insulating  e07 

stool. 

The  ether  is  placed  in  a  metallic  cap,  and  the 
spark  should  be  drawn  on  its  edge  moistened  with 
ether,  fig.  607.  Gunpowder  placed  on  the  table 
of  the  universal  discharger,  over  the  point*  of 
the  rods,  a  a',  fig.  b9Z,  is  simply  thrown  abont, 
without  being  fired;  but  if  a  wet  string,  in 
place  of  one  of  the  conducting  wires,  forms  part 
of  the  connection,  its  retarding  power  is  such  as  | 
to  fire  the  powder.  The  lighting  of  gas  from 
the  finger  of  one  charged  by  running  on  a  car- 
pet, has  already  been  mentioned  (S40,  (2).)  Lycopodinm,  alcohol,  a  newly 
extinguished  candle,  and  many  other  combustibles,  are  also  easily  inflamed  by 
the  spark.  Gold  leaf  confined  between  two  glass  plates  with  the  edges  hang- 
ing out,  will  burn  with  the  explosion  of  the  glass,  and,  if  held  between  cards, 
will  stain  them  with  purple  oxyd  of  gold.  Silhouette  lilcenesses  of  Franklin 
are  thus  printed :  a  powerful  current  f^om  a  battery  is  needed  for  this. 

856.  Chemical  anion  effected  by  electricity. — A  mixture  of 
hydrogen  two  volumes,  and  of  oxygen  one  volume,  or  of  hydrogen  with 
seven  or  eight  times  its  volume  of  common  air,  is  exploded  by  a  spark 
passing  through  the  containing  vessel,  e.  g,  ^^g 

the  tin  air-pistol,  called  "Volta's  pistol," 
fig.  608,  is  provided  with  an  insulated  con- 
ductor, ending  near  the  inner 
surface  of  the  pistol  at  B. 
Its  mouth  is  closed  tightly 
by  a  cork,  and  the  spark 
caused  to  pass  by  holding 
it  near  the  prime  conductor, 
fig.  609,  or  to  the  electro- 
phorus.  The  cork  is  then 
violently  expelled,  by  the  expansion  of  steam,  with  a  loud  explosion. 


*  Consult  Garratt's  Electro-physiology,  Boston,  1860,  8vo.,  pp.  708 ;  or  Chaa- 
ning's  Medical  Electricity. 
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Volta*s  electrioal  lamp. — A  Belf-regulating  hydrogen  appar^tos  is 
seen  in  fig.  610,  similar  in  its  action  to  the  common  hydrogen  lamp, 
with  platinum  sponge.  In  its  base  drawer 
18  an  electrophorus,  r  P,  the  plate,  P,  of 
which  is  always  charged.  A  silk  cord 
connects  the  npper  plate  P,  with  the  gas 
cock,  R,  in  such  a  way  that  when  the  gas 
in  T  is  drawn,  the  communication  is  ef- 
fected at  o,  with  the  insulated  wire,  f", 
and  the  electricity  thus  finds  its  way  in 
a  spark  between  the  buttons  at  0,  and 
escapes  to  the  earth  by  i.  As  the  hydro- 
gen is  flowing  at  that  moment  from  the 
jet,  it  is  inflamed,  and  kindles  a  little 
candle  standing  in  its  path.  Every  time  , 
the  cock,  R,  is  moved,  the  plate,  P,  rises, 
and  communicates  a  spark.  With  care, 
this  instrument  remains  in  action  for  weeks,  from  a  single  excitement. 

857.  The  mechanioal  effects  of  the  eleotrical  disoharge. — Any 
thin  non-conducting  substance  placed  between  the  balls  of  the  univer- 
sal discharger,  is  either  pierced  or  broken  where  the  fluid  passes.  The 
phenomena  attending  these  experiments  are  curious  and  instructive  in 
point  of  theory. 

When  a  thin  pieoe  of  glau,  v,  is  placed  in  the  position  seen  in  fig.  611, 
between  the  points  of  the  oonduotors,  a  (,  a  small  hole  will  be  made  through 
the  glass,  as  if  with  a  drill,  provided  the  effect  of  the  fioid  is  concentrated  hy 
placing  a  drop  of  oil  at  the  point  to  be  pierced.  The  hole  is  circular,  starred, 
and  its  edges  smooth,  and  sometimes  it  remains  filled  with  the  powdered 
glass  in  fine  dust,  easily  removed.  It  requires  a  powerful  battery  to  pierce 
glass  one-twelfth  of  an  inch  thick.  «I2 

If  a  card  is  placed  in  the  path  of  the  fluid,  it  is  pierced  with 
a  raised  edge  (burr)  on  both  sides  of  gj] 

the  hole.  When  the  eard  is  placed 
obliquely,  as  seen  in  fig.  612,  between 
the  points,  a  o,  of  the  insulating  holder, 
the  hole  is  made  in  the  place  and  di- 
rection seen  at  o  in  the  section ;  that 
is,  nearer  the  negative  pole,  its  edges 
being  raised,  or  thickened,  a  circum- 
stance due,  probably,  to  the  deoompo- 
sition  of  the  neutral  fluid  in  the  card, 
occasioning  a  rush  of  electricity  in  both 
directions.  This  has  been  esteemed  a 
fact  inexplicable  on  the  single  fluid  hypothesis,  while  the  position  of  the  hole, 
always  near  to  the  negative  pole,  indicates  that  the  negative  fluid  passes  less 
readily  through  the  air  than  the  positive.  Many  otho*  examples  of  the  frao- 
60» 
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tarei  pr  dispersion  of  non-oonduotiDg  bodies,  mftj  be  gathered  from  tihe  largei 
treatises. 

858.  The  chemical  effects  of  statical  electricity  are  generally  fee^ 
ble.  Besides  those  before  alluded  to  (856),  WollastoD,  with  Tery  fine 
points  of  gold  wire  immersed  in  water,  decomposed  water  in  very 
small  quantity.  A  paper  moistened  with  iodid  or  bromid  of  potaesittiiiy 
is  stained  brown  by  the  electrical  discharge  when  it  is  laid  upon  the 
scintillating  square  (fig.  606).  Olefiant  gas,  sulphuric  acid,  chlorohy- 
dric  acid,  ammonia,  and  nitrous  oxyd,  are  decomposed  by  the  electric 
discharge,  with  the  separation  of  their  constituent  elements,  and  car- 
bonic acid  is  decomposed  into  oxygen,  and  oxyd  of  carbon.  The  ele- 
ments of  the  air  unite  under  a  prolonged  series  of  sparks  (Priestley), 
to  form  nitric  acid  (Cavendish),  and  lightning  in  the  atmosphere  forms 
the  same  compound,  as  the  analysis  of  rain-water  has  shown  (Laebig). 
Numerous  other  evidences  of  the  chemical  effects  of  electricity  have 
been  recorded ;  perhaps  the  most  important  of  these,  is  that  atmo- 
spheric effect,  called  ozone, 

859.  Oxone. — ^This  term  is  derived  from  the  Greek,  in  allusion  to 
the  peculiar  odor  which  is  always  perceived  after  an  electrical  discharge 
or  excitation  of  a  machine,  and  sometimes  improperly  compared  to  the 
odor  of  sulphur,  which  it  does  not  at  all  resemble.  It  is  due  to  a  re- 
markable state  or  condition  induced  in  oxygen  gas  by  electricity  (and 
by  several  other  causes  also).  Mr.  Schonbein,  of  Basle,  has  devoted 
himself  to  the  study  of  the  curious  properties  of  this  singular  product, 
the  record  of  which  belongs  rather  to  Chemistry  than  to  Physios. 

YI.    ATMOSPHERIC  SLSCTRICITT. 

860.  Franklin's  kite. — We  owe  to  Dr.  Franklin  the  demonstration 
that  the  phenomena  of  a  thunder-storm  are  due  to  electricity,  identical 
with  that  excited  in  electrical  experiments.  Ho  proposed  two  modes, 
in  1749,  by  which  he  supposed  electricity  might  be  drawn  from  the 
clouds.  Dalibard,  at  his  suggestion,  erected  in  the  open  air  near  Paris, 
in  1752,  a  pointed  and  insulated  iron  rod,  40  feet  long.  On  the  10th 
of  May,  1752,  electrical  sparks  were  obtained  from  this  rod,  with  the 
usual  snapping  sound.  In  Juno  of  the  same  year,  Franklin,  tired  of 
waiting  fbr  the  erection  of  a  tall  spire  in  Philadelphia  on  which  to 
place  his  pointed  conductor,  conceived  the  idea  of  reaching  the  higher 
regions  of  the  air  by  a  kite.  This  he  formed  of  a  silk  handkerchief 
stretched  over  two  light  cedar  sticks.  It  had  a  pointed  wire  at  top, 
and  a  silken  cord  insulated  the  hempen  string,  at  the  lower  end  of  which 
he  tied  an  iron  key. 

Watching  the  approach  of  a  thunder-storm,  he  raised  the  kite,  and 
soon  had  the  satisfaction  of  seeing  the  fibres  of  the  hempen  string 
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bristle  and  repel  ench  other,  and  finally  when  the  rain  had  rendered 
the  string  sufficiently  a  conductor,  be  enjoyed  the  unspeakable  satisfac* 
tion  of  seeing  long  electrical  sparks  dart  from  the  iron  key.  Thus  was 
realized  by  actual  experiment  one  of  the  boldest  conceptions  and  most 
interesting  discoveries  in  the  history  of  science. 

Efforts  hare  been  made  to  rob  Franklin  of  the  honor  of  this  discovery,  bat  il 
is  one  thing  to  suggest  that  two  phenomena  may  be  identical,  and  quite  anothei 
thing  to  prove  it.  Dalibard's  experiments  were  undertaken  at  Franklin's  sug 
gestions  and  hardly  preceded  his  own  in  date. 

These  experiments  wore  everywhere  repeated,  and  it  soon  became  evident  thai 
tbey  were  far  from  being  free  from  danger.  Romas,  in  June,  1753,  during  a 
thunder-storm  in  France,  drew  flashes  of  electrical  fire  ten  feet  long,  from  a  kite 
raised  by  a  string  550  feet  long.  The  experiment  was  accompanied  by  every 
evidence  of  intense  electrical  tension  in  the  attraction  of  straws,  the  sensation 
of  spiders'  webs  over  the  faces  of  the  spectators,  and  in  the  loud  reports  and 
roaring  sounds,  similar  to  the  noise  of  a  large  bellows.  In  August,  1753,  Prof. 
Richmann,  of  St  Petersburgb,  lost  his  life  while  engaged  in  similar  experiments. 
Cavallo,  in  London,  in  1777,  obtained  enormous  quantities  of  atmospheric  elec- 
tricity by  an  electrical  kite,  and  noticed  that  it  frequently  changed  its  charactei 
as  the  kite  passed  through  different  layers  of  the  air.  In  telegraph  ofiices  during 
a  thunder-storm,  vivid  sparks,  often  very  inconvenient  and  not  without  danger, 
are  constantly  flowing  from  the  receiving  instruments,  being  induced  on  the 
ielepraph  wires  from  the  atmosphere,  during  thunder-storms.  (Henry,  Am. 
Jour.  Sci.  [2]  III.  25.) 

861.  Free  electricity  in  the  atmosphere. — That  the  atmosphere, 
besides  the  combined  electricity  proper  to  it,  contains  also  at  all  times 
free  electricity,  is  proved  by  raising  an  insulated  conductor  a  few  feet 
into  the  air,  as  by  a  long  fishing-rod,  nnd  connecting  it  with  the  con- 
denser of  the  electrometer,  the  leaves  of  which  will  diverge  sensibly 
when  there  is  no  sign  of  any  thunder-storm.  Near  the  earth  (say  within 
three  or  four  feet),  no  evidence  of  free  electricity  can  be  detected,  but 
as  we  rise  in  the  air,  its  force  constantly  increases.  Becquerel  and 
Breschet,  sent  up  arrows,  attached  to  a  tinsel  cord  ninety  yards  long, 
from  the  top  of  the  Great  St.  Bernard,  while  the  other  end  was  con- 
nected with  the  condenser  of  an  electrometer ;  they  found  that  the  gold 
leaves  diverged  in  proportion  as  the  arrow  rose  higher. 

It  appears  from  experiments  like  these  and  others  made  chiefly  by  Ronalds, 
of  Kew,  that  the  atmospheric  eieotricity  inereases  and  decreases  daily,  twice  in 
twenty-four  hours,  and  the  following  general  results  are  established. 

1st.  The  electricity  of  the  air  is  always  positive — is  fullest  at  night — increases 
after  sunrise-diminishes  towards  noon — increases  again  towards  sunset,  and 
then  decreases  towards  night,  after  which  it  again  increases. 

2d.  The  electrical  state  of  the  apparatus  is  disturbed  by  fogs,  rain,  bail,  sleety 
or  snow.  It  is  negative  when  these  approach,  and  then  changes  frequently  to 
positive,  with  subsequent  continued  changes  every  three  or  four  minutes. 

3d.  Clouds  also,  as  tbey  approach,  disturb  the  apparatus  in  a  similar  way, 
and  produce  sparks  from  the  insulated  conductor  in  rapid  succession,  so  that 
an  explosive  stream  of  electricity  rushes  to  the  receiving  pole,  whieh  should  be 
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pMMd  off  to  the  earth.    Similarly  powerful  elleots  freqnentlj  attend  a  driring 
fog  and  heavy  raio. 

Crosse,  of  England,  had  oyer  a  mile  of  insulated  wire  sustained  on  poles  one 
hundred  feet  high  above  the  tall  trees  of  his  park,  conneeiing  by  pointed  eonduc- 
tors  with  his  laboratory,  where  he  has  frequently  oolleeted,  during  a  heavy  fog, 
electricity  enough  to  charge  and  discharge  a  battery  of  fifty  jars,  and  aerenty- 
three  square  feet  of  coated  surface,  twenty  times  in  a  minute,  with  a  report  aa 
loud  as  that  of  a  cannon. 

Numerous  hypotheses  ha^e  been  put  forward  to  account  for  what  has 
been  considered  the  free  electricity  of  the  atmosphere.  Prof.  Henrj, 
after  an  attentive  study  of  the  whole  subject,  feels  compelled  to  reject 
them  all  as  insufficient  except  that  of  Peltier,  which  refers  these  pheno- 
mena not  to  the  excitement  of  the  air,  but  to  the  inductiye  action  of  the 
earth  on  its  non-conducting  atrial  envelope.  This  view  involves  the 
assumption  that  the  earth  was  in  some  way  primarily  electrified.  It  is 
a  fact  that  the  earth  is  always  in  a  state  of  negative  excitement^  as  was 
shown  by  Volta,  who  for  this  purpose  received  the  spray  from  a  cascade 
on  the  balls  of  a  sensitive  electrometer,  when  the  leaves  diverged  with 
negative  electricity.  (See  an  able  article  on  Atmospheric  Electrioity 
by  Prof.  Henry,  Patent  Office  Report,  Agriculture,  1859,  p.  485.) 

The  subject  of  atmospheric  electricity,  especially  the  descriptioii  of 
electric  meteors,  is  more  properly  referred  to  Meteorology. 

2  3.  Dynamical  Electricity. 

I.    GALTANISM  AND  YOLTAISX. 

862.  DlaooTery  of  galTanism. — In  1786,  Luigi  Galvani,  professor 
of  anatomy  in  the  University  of  Bologna,  while  engaged  upon  a  long 
series  of  observations  on  the  effects  of  atmospheric  electricity  upon 
animal  organisms,  noticed  that  the  legs  of  some  frogs,  prepved  for 
experiments,  became  convulsed,  although  dead  and  mutilated — ^when 
the  vertebrsB,  with  portions  of  the  lumbar  nerves,  were  pressed  againsi 
the  iron  railing  of  the  window  balcony  where  they  013 

were  placed,  awaiting  the  use  for  which  they  had 
been  designed.    Repeating  this  novel  and  curious 
observation  in  various  ways,  he  soon  found  that 
the  convulsions  were  strongest  when  he  made  con-  ; 
nection  by  means  of  two  metals  between  the  lumbar  * 
nerves,  and  the  exterior  muscles  denuded  of  the 
skin,  as  shown  in  fig.  613,  where  rods  of  copper  and 
line,  being  thus  held,  convulse  the  leg  into  the 
position  shown  by  the  dotted  line.    But  contact  of 
metals  with  the  animal  tissues  he  found  not  to  be 
essential  to  produce  these  convulsions,  since  they  occur  also  by  oontact 
of  the  exterior  mucous  with  the  interior  nervous  surface. 
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To  repeat  Galrani's  ezperimenty  strip  the  skin  from  the  legs  of  a  yigorous 
frog  aad  cut  the  animal  in  two,  an  inch  above  the  thighs.  Expose  the  lumbar 
nerres  within  and  on  either  side  of  the  backbone,  by  pashing  aside  the  maaclea 
with  the  finger,  so  that  the  point  of  an  arc  of  the  two  metals  may  touch  the 
nerYes ;  then  bring  the  other  metal  rod  into  contact  with  any  portion  of  the 
ovter  sarface,  and  strong  twitchings  will  be  dereloped  as  if  the  animal  was 
alive,  both  on  touching  and  removing  the  rod,  even  some  hours  after  death. 

The  galvanic  fltiid. — Galyani  regarded  the  conTulsions  of  the  frog 
as  excited  by  a  nervous  or  vital  fluid,  which  passed  from  the  nerves  to 
the  muscles  by  way  of  the  exterior  communication  established  between 
them:  this  fluid,  in  his  view,  existed  in  the  nerves,  it  traversed  the 
metallic  arc,  and  falling  on  the  muscles,  it  contracted  them,  like  the 
electric  discharge. 

Galvani  was  an  anatomist  and  physiologisty  and  not  a  chemist  or  physicist. 
He  did  not  work  out  all  the  teachings  of  his  own  discovery,  being  more  inte- 
rested in  demonstrating,  as  he  did,  the  existence  of  a  true  animal  electricity, 
developed  between  the  outer  surface  and  the  nerves.  The  physical  branch  of 
the  subject  he  left  to  others,  and  chiefly  to  Volta,  devoting  the  few  remaining 
years  of  his  life  to  the  study  of  animal  electricity.  Volta's  doctrines  Qaivani 
never  accepted,  and  died  in  1798,  before  the  Voltaic  Pile  was  given  to  the  world. 
In  the  department  of  vital  electricity,  Galvani's  labors  have  been  justly  appre- 
eiated  only  in  our  time,  having  been  naturally  eclipsed  in  his  own  by  the  splendid 
discovery  of  the  Voltaic  Pile,  and  the  crowd  of  wonders  following  in  its  train. 

The  story  usually  found  in  text  books,  of  the  accidental  discovery,  in  1790, 
of  the  new  science  by  the  twitching  of  frogs'  legs,  prepared  for  the  repast  of 
Madam  Galvani,  is  a  fabrication  of  Alibert,  an  Italian  writer  of  no  repute. 
Galvani  b»d  then  been  for  eleven  years  engaged  upon  a  laborious  series  of 
electro-physiological  experiments,  using  frogs'  legs  a«  eUetro9erope9.  No  great 
truth  was  ever  discovered  by  accident,  and  years  of  laborious  research  had  pre- 
pared the  way  for  this  discovery.  It  is  undoubtedly  true  that  what  we  find  is 
often  more  important  than  what  we  seek,  but  it  is  retearch  and  not  accident 
which  makes  the  discovery.  Every  hypothesis  is  good  which  bears  fruit  in  dis- 
covery ;  but  to  accept  the  discovery  and  reject  the  hypothesis  when  no  longer 
fruitful,  requires  all  the  self-denial  of  the  highest  philosophy,  and  is  a  noble 
attribute  of  the  greatest  minds. 

863.  Origin  of  Volta's  disooTery. — Contact  theory. — Adopting 
afc  the  outset  with  the  greatest  enthusiasm  the  vitalist  hypothesis  of 
Ghilvani,  Yolta  came,  after  no  long  time,  to  the  conviction  that  the 
electrical  effects  attributed  by  Galvani  to  the  animal  electricity  of  the 
frog,  were  really  due  to  the  contact  of  dissimilar  substances,  and  that 
the  frogs'  limbs  were  only  the  sensitive  electroscope,  adapted  to  indicate 
the  electrical  current  developed  by  the  two  unlike  metals.  Each  disco- 
verer saw  but  half  the  truth.  Thus  originated  his  celebrated  "  contact 
theory;"  a  view  of  the  source  of  dynamic  electricity,  that  long  held 
almost  universal  sway  over  scientific  opinion  until  gradually  supplanted 
by  the  electro-chemical  tfteory,  which  refers  these  phenomena  to  chemical 
action. 
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By  tbe  use  of  his  condensing  electrometer  (846),  Volta  soaght  to  eetablitli  Clit 
contact  theory  by  a  great  number  of  well-deyised  experiments.  Being  assured 
of  the  passive  state  of  the  electrometer,  he  established  communication  between 
tbe  earth  and  the  upper  plate  by  the  moistened  fingers,  while  at  the  same  time 
a  bit  of  zinc  plate  held  also  in  the  moistened  fingers  of  the  other  hand  is  placed 
in  contact  with  the  lower  plate ;  after  a  single  instant^  contact  is  broken,  and 
on  raising  the  upper  plate,  the  gold  leaves  diverge.  Whence  the  eleetrieity? 
Volta  replied,  **  from  the  contact  of  the  two  unlike  subetances,"  overlooking  the 
fact  that  there  was  a  chemical  action,  due  to  the  eflfeot  of  the  moist  fingers  on 
the  sine.  As  the  plate  touched  by  the  tine  became  positive,  and  the  copper 
negative,  he  assumed  that  there  was  an  **  electromotive  forced'  capable  of  deTolop- 
ing  these  electrical  states  in  the  two  metals  as  a  result  of  eimple  comtaeL  This 
experiment  was  repeated  with  conductors  of  every  sor^  and  always,  when  one 
of  them  was  an  alterable  substance,  with  the  same  results.  He  divided  conduct- 
ing bodies  into  two  classes ;  the  first  class,  including  the  metals,  metallic  ores, 
and  carbon,  he  calls  electromotore ;  the  second  class  contains  liquids,  saline  solu- 
tions, animal  tissues,  Ac.  He  found  that  a  double  combination  of  thi«e  elements^ 
so  arranged  that  their  order  was  reversed,  neutralised  each  other,  and  produced 
no  spasm  in  the  frog's  legs,  which  he  uniformly  used  as  an  electroscope.  This 
was  in  1796,  four  years  in  advance  of  the  date  usually  assigned  as  that  of  the 
invention  of  tbe  Voltaic  pile. 

Passing  over  the  long  controversy  between  Volta  and  his  cotemporaries,  we 
come  to  the  essential  fundamental  fact  of  Volta's  discovery,  vis. :  that  certain 
metaltf  and  particularly  the  oxyditahle  tnetaUf  dieengage  electricity  and  charge 
the  condenaerf  tchen  placed  in  the  conditione  Jutt  deecribed. 

This  diecorery  immediately  led  to  the  second,  and  by  far  the  most 
celebrated  of  Volta's  discoveries,  viz.,  tbe  Voltaic  pile,  or  battery, 

864.  Volta*s  pile,  or  the  Voltaic  battery. — Every  form  of  appa- 
ratus designed  to  produce  a  current  of  dynamic  electricity  is  called  a 
battery  or  pile,  Volta's  original  apparatus  was,  as  its  name  implies,  a 
pile  of  alternate  silver  and  zinc  disks,  laid  up  as  in  fig.  614,  with  disks 
of  paper  or  cloth  between  them,  moistened  with  brine,  or  acid  water. 
This  arrangement  was  more  commonly  made  with  alternate  disks  of 
copper  (C)  and  zinc  (Z),  care  being  taken  always  to  observe  the  order, 
copper— cloth — zinc.  The  terminal  disks  were  provided  with  ears  for 
the  convenient  attachment  of  wires.  Thus  arranged,  the  following 
characteristic  results  are  observed.  Ist  The  pile  being  insulated  by 
glass  or  resin,  touch  Z  with  the  plate  of  the  condenser  (covered  witfi 
silk),  while  the  finger  rests  on  G,  and  then  apply  the  plate  to  the  con- 
denser ;  the  gold  leaves  will  indicate  strong  vitreous  electricity.  2d. 
Reverse  this  order,  touching  G  with  the  plate  while  the  finger  is  on  Z, 
and  a  strong  charge  of  resinous  electricity  is  received. 

The  pile  may  be  regarded  as  a  Leyden  jar,  or  electrical  battery,  per> 
petually  charged,  and  capable  of  re-charging  itself  as  long  as  the  given 
conditions  are  maintained. 

Th3fe  results  may  be  repeated  an  indefinite  number  of  times,  as  long 
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•8  the  cloths  remain  moist,  and  the  intensity  of  the  action  is  directly  as 
the  number  of  plates  in  the  pile. 

Each  touching  couplet  of  copper  and  zinc  may  be  soldered  together, 
and  is  then  called  a  caupU,  pair,  or  voltaic  elemeni.  Any  two  metals 
of  unlike  properties  may  be  substituted  for  the  614 

sine  and  copper,  with  the  same  results. 

The  end  of  the  pile  which  yields  vitreous 
electricity  is  called  its  positive  pole,  and  that 
which  yields  resinous  electricity  is  called  the 
negative  pole  ;  a  name  also  applied  to  the  wires 
or  conductors  connecting  the  two  poles. 

Arranged  as  in  fig.  614,  the  pile,  when  its 
poles  are  joined,  gives  a  decided  shock,  similar 
to,  but  less  intense  than,  that  from,  statical 
electricity.  On  breaking  contact  between  the 
poles,  a  brilliant  spark  of  voltaic  electricity  is 
seen ;  and  if  the  wires  end  in  points  of  gold  or 
platinum,  inserted  in  water,  without  mutual 
contact,  a  flow  of  gas  bubbles  from  them,  an- 
nounces the  decomposition  of  the  water.  We 
thus  classify  the  effects  of  the  pile  into  physio- 
logical,  physical,  and  chemical  phenomena. 

The  discovery  of  the  pile,  Volta  announced  in 
March,  1800,  to  Sir  Joseph  Banks,  both  in  the 
form  just  described  and  also  the  crown  of  cups 
( Couromu  des  Uuses),  a  series  of  twenty  glass 
goblets  arranged  in  a  circle,  with  wires  con- 
necting the  -f-  ^^^  —  elements  of  each  cup  to 
the  opposite  of  the  next. 

This  last  is  the  type  of  all  modem  batteries 
with  separate  cells.  He  classified  its  effects,  but  made  no  mention 
of  its  power  of  chemical  decomposition,  a  property  he  had  not  then 
observed.  This  last  power  was  immediately  discovered  by  Nicholson 
«ind  Carlisle,  in  London,  on  the  2d  of  May,  1800.  Aside  from  Yolta's 
theoretical  notions,  history  will  ever  assign  him  a  high  place  as  a 
philosopher,  and  as  having  by  his  genius  blessed  the  world  by  one  of 
the  greatest  and  most  fruitful  discoveries  in  science. 

Distlnotion  between  Voltaiam  and  Qalvanism. — It  will  be  seen 
that  VoUaism  and  the  VoUaicpUe  are  terms  properly  applied  only  to  the 
discoveries  of  Volta,  and  that  the  term  galvanic  battery  is  a  misnomer,  Gal- 
vani  never  having  seen  such  an  instrument.  The  term  Galvanic  fluid  js 
justly  applied  to  animal  dectricUy,  which  Qalvani  was  the  first  to  discover. 
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865.  Quantity  and  intensity. — There  is  a  yery  marked  differenoo 
between  the  tension  of  the  electricity  from  the  Toltaic  pile,  and  that  of 
friction.  No  sensation  follows  the  touch  of  either  pole  of  a  Yoitaie 
battery  singly :  both  poles  must  be  touched  simultaneonsly  in  order  to 
perceive  the  shock.  The  projectile  force  in  Yoltiuo  electricity  is  eo 
nearly  null,  that  in  the  most  energetic  and  extensive  series  of  cells,  the 
terminal  points  must  be  brought  indefinitely  near,  or  into  actual  con- 
tact, before  any  current  is  established,  unless  in  vacuo.  The  intensity 
of  the  battery  is  however,  under  some  circumstances,  increased  by  re- 
duplicating the  number  of  couples  of  a  given  size  (see  {  881).  The 
quantity  of  electricity  set  in  motion  in  the  Voltaic  battery  depends  not 
on  the  number  of  the  series,  but  on  the  extent  of  mrface  brought  into 
action  in  each  pair,  the  conducting  power  of  the  interposed  liquid,  and 
also  upon  the  external  resistance. 

The  views  formerly  expressed  by  most  authors  on  the  subject  of  qnantitj  and 
intensity  have  been  modified  in  important  respects  by  the  application  of  the 
**  law  of  Ohm  ;**  for  a  discussion  of  which  compare  {  881. 

866.  Simple  Voltaic  oonple. — ^Whenever  two  unlike  substances, 
moistened  by,  or  immersed  in,  an  acid  or  saline  fluid  are  brought  into 
contact,  a  Voltaic  circuit  is  established.  The  earliest  recorded  obser- 
vation on  this  subject  (Sulser's),  was  the  familiar  experiment  of  a  silver 
and  copper  coin,  or  bit  of  zinc,  placed  on  the  opposite  sides  of  the  tongue, 
and  the  edges  brought  together,  when  a  sharp,  prickly  sensation  and 
twinge  is  felt,  and  if  the  eyes  are  closed,  a  mild  flash  of  light  is  also 
seen.  In  this  case,  the  saliva  is  the  saline  fluid,  exciting  a  Voltaic 
current  due  to  its  chemical  effect  on  the  zinc  or  copper ;  and  the  nerves 
of  sense  are  the  electroscope.  The  action  depends  on  contact,  and 
ceases,  or  is  renewed,  as  often  as  this  is  broken  or  made. 

In  fig.  015,  we  have  the  simplest  form  of  Voltaic  battery,  a  slip  of  amalga- 
mated zinc,  Z,  and  another  of  copper,  C,  immersed  in  a  glass  of  #ater,  acidnls^bd 
by  sulphuric  acid.     When  these  strips  touch  (either  within  or  qj^ 

without  the  fluid),  an  electrical  current  is  sot  up,  passing  from  _     _ 

the  sine  to  the  copper  in  the  fluid,  and  fk'om  the  copper  to  the 
sine  in  the  air,  as  shown  by  the  arrows.  The  polarity  of  the 
ends  in  the  air  is  the  reverse  of  that  in  the  acid,  as  shown  by 
the  signs  plus  and  minus.  This  is  analogous  to  the  decompo- 
sition of  neutral  electricity  in  a  rod  of  glass  or  of  wax.  While 
oontact  is  maintained,  either  directly  or  by  conducting  wires, 
evidence  of  chemical  action  is  seen  in  the  constant  flow  of  gas 
bubbles  (hydrogen)  from  the  tine  to  the  copper,  from  the  sur- 
face of  which  they  are  given  off.  This  action  ceases  at  any 
moment  when  contact  ceases,  and  if  the  separation  of  the  metals  takes  place  in 
the  dark,  a  minute  spark  is  seen  at  the  moment  of  breaking  contact  in  the  air. 

The  direction  of  the  Voltaic  current  depends  entirely  on  the  nature 
of  the  chemical  action  producing  it.    Thus  if  in  the  arrangement  josl 
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deeoribed,  strong  ammonia  water  was  used  in  place  of  the  dilate  acid, 
all  the  electrical  relations  of  the  metals  and  the  fluid  would  be  reversed : 
since  the  action  would  then  be  on  the  side  of  the  copper,  and  the  sine 
would  be  relatively  the  electro-negatiye  metal. 

867.  Bleotro-poaltiTe  and  eleotro-negatlTe  are  relative  terms, 
designed  to  express  the  mutual  relations  of  two  or  more  elements  in 
reference  to  each  other.  Thus  zinc,  being  a  metal  very  easily  acted  on 
by  all  acid  and  many  saline  solutions,  becomes  electro-positive  to  what- 
ever other  element  it  may  be  associated  with,  unless,  as  in  the  last 
section,  the  other  element  is  acted  on,  and  the  sine  is  not,  when  it 
becomes  electro-negative.  Oxygen  is  an  element  which  acts  upon  every 
other,  and  is  therefore  the  type  of  electro-negative  substances ;  gold, 
platinum,  and  silver,  being  among  the  least  easily  oxydised  metals, 
become  electro-negative  substances  to  all  others  more  easily  acted  on 
than  themselves,  and  therefore  these  are  fit  substances  for  the  negative 
element  of  Yoltiuc  couples.  In  chemical  works,  tables  will  be  found 
in  which  all  the  elements  are  grouped  in  this  relative  order  of  electro- 
positive and  electro-negative  power. 

868.  Amalgamation. — Commercial  sine  is  seldom  or  never  pure^ 
and  the  foreign  substances  which  it  contains  are  such  as  to  stand  in  an 
electro-negative  relation  to  the  sine.  A  slip  of  common  rolled  sine, 
immersed  in  dilute  sulphuric  acid,  is  actively  corroded  with  the  escape 
of  abundance  of  hydrogen,  while  if  a  strip  of  chemically  pure  sine  was 
used,  no  action  would  happen.  (De  la  Rive.)  This  action  of  oommon 
zinc  is  called  a  local  cKtioHf  implying  the  existence  of  as  many  small 
local  Voltaic  circuits  as  there  are  particles  of  foreign  electro-negative 
substances  on  its  surface ;  each  of  which  constitutes,  vrith  the  contigu- 
ous particles  of  sine,  a  minute  battery,  and  thus  the  whole  surface  is 
presently  corroded  and  roughened,  and  the  power  of  the  whole  couple 
reduced  just  in  proportion  to  the  extent  of  this  local  action. 

Rub  the  freshly  corroded  surface  of  such  a  piece  of  commercial  sine 
with  a  little  mercury,  when  instantly  it  combines  with  and  brightens 
the  whole  surface,  covering  it  with  a  uniform  coating  of  zinc  amalgam. 
This  perfectly  protects  the  zinc  from  looal  action  by  covering  up  the 
electro-negative  points,  and  makes  the  whole  surface  of  one  electrical 
name.  Zinc,  thus  amalgamated,  may  be  left  indefinitely  long  in  acid 
water,  without  injury,  and  when  brought  into  contact  with  the  electro- 
negative element  of  a  Voltaic  couple,  it  becomes  a  much  more  energetic 
source  of  electricity  than  before. 

The  discovery  of  this  property  (due  to  Mr.  Kempt)  is  hardly  less 
important  than  the  discovery  of  the  battery,  for  without  it,  sustained 
and  manageable  batteries  are  impossible. 
61 
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II. 


BATTKRIX8  WITH  ONB  FLUID. 


869.  Voltaic  batteries  are  oonstracted  for  use  either  with  one  at 
with  two  flaids. 

The  lint  embrAoes  the  ori^al  crown  of  eape  (804),  mod  all  batteries  with  on« 
flaid  and  a  single  oelL  The  batteries  with  two  ftnids  and  two  eells,  of  whaterer 
name,  involve  a  doaUe  ehemieal  decomposition,  and  are,  hence,  more  compli- 
cated, but  also,  generally,  more  efficient;  we  will  consider  these  separately, 
remarking,  that  the  interest  attached  to  the  first  class,  with  a  single  ezceptioii, 
is  now  chiefly  historieaL 

870.  Troagh  batteries. — The  inconvenieDce  of  Volte's  original 
form  of  the  pile,  fig.  614,  led  to  placing  the  elements  in  a  trough,  as 
seen  in  fig.  616,  called,  from  the  ei6 

inventor,  Cruickshank's  trough. 

Each  compound  couple  of  sine 

and  copper  was  cemented  water 

tight  into  a  groove,  all  the  sines 

facing  in  one  direction.    The  filling  of  these  cells  with  dilute  acid 

a  tedious  operation,  with  extended  series,  and  as  the  sines  were  not 

amalgamated,  the  best  force  of  the  apparatus  was  spent  before  it  could 

be  filled.    Davy  and  Nicholson  greatly  improved  the  trough  by  attach- 
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ing  the  couples  to  a  bar  of  wood 
by  straps,  confii,  as  in  fig.  617, 
and  Dr.  Wollaston  surrounded  each 
sine,  z,  with  the  copper,  on  both  < 
sides,  thus  doubling  the  effective 
surface.  Thus  arranged,  the  whole 
series  could  be  plunged  at  one 
movement  into  glass  cells,  a  a,  or 
into  a  porcelain  trough  divided 
into  cells.  The  famous  battery  of  the  London  Royal  Institution,  (first 
used  in  May  or  June,  1810,)  was  a  series  of  2000  couples  of  this  con- 
struction, arranged  in  200  glass  or  porcelain  troughs,  ten  couples  in 
each  trough,  each  plate  having  an  effective  surface  of  twenty-two  square 
inches.  This  battery  was  placed  in  the  vaults  under  the  Royal  Insti- 
tution, where  its  hydrogen  and  acid  vapors  did  not  annoy  the  experi- 
menter, and  its  power  was  led  up  by  conductors  to  the  laboratory  aboTe. 
The  battery  with  which  Davy  made  his  immortal  discovery  of  the 
metallic  bases  of  the  alkalies  (October,  1807),  contained  250  pairs  of 
plates,  made  in  1803.     [See  Am.  Jour.  Sci.  [2],  XXVIII.,  279.] 

Hare*8  oalorimotor  consisted  of  twenty  plates  each,  of  copper  and  liiie^ 
nineteen  inches  square,  and  so  combined  in  a  cubical  box  as  to  form  bat  two 
large  elements  of  fifty  square  feet  each,  or  two  hundred  square  feet  of  attive 
surface  in  both  members,  all  plunged  by  one  movement  in  a  vat  of  aeid. 


ELEOTRIOITY.  575 

The  deflagraton  of  Dr.  Hare,  u  originally  oonstraoted,  were  formed 
•f  spirals  of  copper  and  sino,  rolled  with  a  narrow  space  between  them,  and  the 
opposing  metals  held  from  contact  by  wooden  strips.  Each  zinc  was  9  X  ^  ^^'f 
and  each  copper  14  X  ^  i^*  >  ^o  ^^^^  every  part  of  the  zinc  was  opposed  to  the 
copper  surface ;  eighty  of  these  coils  were  so  arranged  on  bars  of  wood  as  to 
plonge  by  an  easy  mechanism  into  glass  cylinders  containing  the  acid.  The 
facility  of  immersion  and  removal  of  these  coils  in  contact  of  the  acid  liquor, 
made  Hare's  doflagrators  as  much  superior  to  the  early  trough  batieries  as  the 
batteries  of  two  fluids  are  superior  to  Hare's.  In  a  very  efficieut  form  of  Hare's 
deflagrator,  the  members  were  connected  in  a  box,  suspended,  to  revolve  on  an 
axle  having  another  box  placed  at  right  angles  to  the  first,  so  that  a  quarter 
revolution  of  the  apparatus  turned  on  or  off  the  exciting  acid  at  pleasure,  with- 
out deranging  the  connections,  which  were  established  through  the  axis  of  revo- 
lution. 

A  battery  constructed  for  Prof.  Silliman,  in  Boston,  in  1836,  on  the  plan  of 
Wollaston  and  Hare  combined,  contained  nine  hundred  couples  of  copper  and  zinc 
(10  X  ^  "^*  ®<^b),  exposing  five  hundred  and  six  square  feet  of  available  surface, 
arranged  in  twelve  parallel  series,  capable  of  being  used  consecutively  as  nine 
hundred  couples,  or  in  three  series  of  three  hundred  each.  One  plunge  immersed 
the  whole  battery,  and  when  this  instrument  was  new,  the  arch  of  flame  between 
its  poles  measured  over  six  inches. 

Mr.  Crosse,  and  also  Mr.  Gassiot,  have  constructed  very  extended  series  of 
trough  batteries  for  physiological  experiments;  the  former  had  twenty-four 
hundred  pairs  of  plates,  the  cells  well  insulated ;  the  latter  put  up  three  thousand 
five  hundred  and  twenty  cylindrical  pairs,  placed  in  cells  of  varnished  glass, 
and  insulated  by  glass  pillars  varnished.  The  batteries  were  excited  by  water 
only.  Except  for  the  purposes  of  low  intensity  and  long-continued  action,  bat- 
teries of  this  description  are  now  no  longer  constructed. 

The  want  of  sustained  and  regular  action  in  all  batteries  of  the  original  form, 
has  led  to  the  contrivance  of  other  and  more  scientific  batteries ;  some  of  the 
most  valnabfe  of  which  we  will  now  describe. 

871.  Smee'8  battery  is  formed  of  silver  and  amagalmated  zinc,  and 
Deeds  bat  one  cell  and  one  fluid  to  excite  it.    The  618 

silver  plate,  S,  fig.  618,  is  prepared  by  washing  in 
nitric  acid  to  roughen  it,  and  then  coating  its  surface 
with  platinum,  thrown  down  on  it  by  a  voltiuc  cur- 
rent, in  that  state  of  fine  division,  known  as  plati- 
num-black. This  is  to  prevent  the  adhesion  of  the 
liberated  hydrogen  to  the  polished  silver.  Any  sur- 
face of  polished  metal  retains  a  film  of  gas  with 
singular  obstinacy,  thus  preventing,  in  a  measure, 
the  contact  between  the  fluid  and  the  plate.  The  j 
roughened  surface  produced  from  the  deposit  of  pla- 
dnum-black,  entirely  prevents  this.  The  zinc  plates, 
S2,  in  this  battery,  are  well  amalgamated,  and  face  both  aides  uf  the 
silver.  The  three  plates  are  held  in  position  bj  a  clamp,  b,  at  top, 
while  the  interposition  of  a  bar  of  dry  wood,  w,  prevents  the  passage 
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of  a  carreot  from  plate  to  plate.  Water  acidulated  with  one-seventh 
its  bulk  of  oil  of  vitriol,  or,  for  less  activity,  with  one-sixteenth,  is  the 
exoiting  fluid. 

The  surface  of  the  negative  plate  is  kept  clean  in  daily  use  by  occa- 
sional immersion  in  chlorid  of  iron,  which  removes  all  foreign  sabstanees 
deposited  on  it.  For  large  sized  batteries,  the  silver  plates  are  made  by 
electro-casting,  to  secure  entirely  plane  surfaces.     (Mathiot.) 

The  qnanUty  of  eleotrioity  excited  in  this  battery  is  very  greats  but  the  inten- 
sity is  not  so  great  as  in  the  compound  batteries  presently  to  be  described.  This 
battery  is  nearly  constant,  does  not  act  until  the  poles  are  joined,  and,  without 
any  attention,  will  maintain  a  uniform  flow  of  power  for  days  together.  A  thick 
plate  of  lead,  well  silvered,  and  then  coated  with  platinum-black,  will  answer 
equally  well,  and,  indeed,  better  than  a  thin  plate  of  pure  silrer.  This  battery 
is  recommended  over  every  other  for  the  student,  as  comprising  the  groat  requi- 
sites of  cheapness,  simpUoi^,  and  constancy.  This  is  the  battery  generally 
employed  in  electro-metallurgy.  Chester  has  patented  an  improved  form  of  this 
battery,  much  used  by  the  telegraph  companies.  It  is  the  only  single  fluid  bat  - 
tery  now  much  used  in  physical  experiments. 

Mathiot  has  described  the  form  of  Smee's  batteries  used  in  the  large  electro- 
typing  operations  of  the  United  States  Coast  Survey  Office.  See  Am.  Jour. 
Sci.  [2],  XV.,  803.  «19 

872.  The  salphate  of  copper  battery  is  designed  to 
use  a  solution  of  sulphate  of  copper  in  dilute  sulphuric 
acid,  the  copper  element  being  made  to  contaui  Uie  ex- 
citing fluid.  This  battery,  fig.  G19,  is  used  for  electro- 
magnetic experiments,  and  although,  it  soon  becomes 
encumbered  with  a  pulp  of  metallic  copper  thrown 
down  on  the  zinc,  its  cheapness  and  constancy  will  always  render  it  a 
valuable  instrument. 

III.    BRV  FILES. 

873.  Dry  piles  of  Zambonl  and  DeLuc. — These  piles  are  eon« 
structed  of  disks  of  metallic  paper,  as  of  copper  and  sine  (called  gold 
and  silver  papers),  placed  back  to  back,  and  alternating,  as  in  the  pile 
of  Yolta,  fig.  614,  all  the  coppers  facing  in  one  direction.  Some- 
times sine  paper  gilded  on  one  side;  or  zinc  paper  smeared  with 
black  oxyd  of  manganese  and  honey  on  the  other  side,  is  used, 
and  with  more  marked  efiects.  Some  hundreds,  and  even  thousands 
of  these  disks,  as  large  as  a  quarter  dollar,  are  crowded  into  a  glass 
tube,  just  large  enough  to  receive  them,  varnished  within  and  without. 
Screw  caps  of  metal  compress  and  retain  the  disks,  forming  at  the  same 
time  metallic  connections  with  the  outer  pairs  to  propagate  the  eleetri- 
pal  effect    A  feeble  current  is  thus  set  up,  which  may  last  for  years ; 
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lNit»  if  the  paper  has  been  artificially  dried,  00  as  to  fr<)e  it  from  all 
absorbed  moisture,  no  current  exists. 

Zamboni  (1812),  and  DeLao  (1810),  who  first  oonstraoted  piles 
of  this  sort,  arranged  them  in  pairs  to  ring  bells  hy  the  yibra- 
tion  of  a  small  electric  pendulum  (fig.  698),  alternately  attracted 
and  repelled  between  the  columns,  which  are  in  the  condition  of 
a  perpetually-charged  Leyden  jar  of  low  tension.  A  set  of  these 
bells  rang  in  Yale  College  laboratory  for  six  or  eight  years 
unceasingly. 

Bohnenberger^B  eleotroaoope  is  constructed  on  this 
principle.     B  and  C,  fig.  620,  are  the  poles  of  two  dry  piles,  be- 
tween which  hangs  a  single  gold  leaf,  ending  in  the  knob,  D. 
When  any  feebly  electric  body  is  approached  to  D,  the  gold  leaf  , 
at  once  declares  its  electrical  name,  by  being  attracted  to  its  - 
opposite.    This  is  undoubtedly  one  of  the  most  delicate  electroscopes  known. 

IV.    BATTERIES  WITH  TWO  FLUIDS. 

874.  DanieU*8  oonstant  battery  .—This  truly  philosophical  instru- 
ment was  invented  in  1836 ;  up  to  which  time  the  improvements  in  the 
original  Voltaic  pile  had  been  only  mechanical.  Prof.  J.  F.  Daniel], 
of  London,  first  discovered  and  applied  an  efifectual  means  of  preserving 
the  power  and  continuing  the  action  of  the  apparatus  for  a  length  of 
time.  All  other  batteries  with  two  fluids  are  only  modifications  of  his 
original  instrument. 

It  oonsists  of  an  exterior  circular  cell  of  copper,  C,  fig.  621, 
which  serves  both  as  a  containing  vessel  and  as  a  negative  ele- 
ment; a  porous  cylindrical  cup  of  earthenware,  P  (or  the  gullet 
of  an  ox  tied  into  a  bag),  is  placed  within  the  copper  cell,  and  a 
.  solid  cylinder  of  amalgamated  tine,  Z,  within  the  porous  cup. 
The  outer  cell,  C,  is  charged  by  a  mixture  of  eight  parts  of  water 
and  one  of  oil  of  vitriol,  saturated  with  blue  vitriol  (sulphate  of 
copper).     Some  of  the  solid  sulphate  is  also  suspended  on  a  per-  I 
forated  shelf,  or  in  a  gauze  bag,  to  keep  up  the  saturation.    The  j 
inner  cell  is  filled  with  the  same  acid  water,  but  without  the  cop-  j 
per  salt.   For  the  most  constant  results,  he  used  a  saturated  solu- 
tion of  blue  vitriol,  made  slightly  acid  for  the  outer  cell,  and  for  I 
the  tine,  twenty  parts  water  to  one  of  sulphuric  acid.     Eight  or  I 
ten  hours  is  about  the  limit  of  its  constancy.     Any  number  of  [ 
cells  so  arranged  are  easily  connected  together  by  binding  screws,  { 
the  C  of  oife  pair  to  the  Z  of  the  next,  and  so  on. 

The  hydrogen  from  the  decomposed  water  in  this  instrument  is  not 
given  off  in  bubbles  on  the  copper  side,  as  it  is  in  all  forms  of  the 
simple  circuit  of  zinc  and  copper ;  but  the  sulphate  of  copper  there 
present  is  decomposed  in  the  circuit,  atom  for  atom,  with  the  decom- 
posed water,  and  the  hydrogen  takes  the  atom  of  oxyd  of  copper, 
appropriating  its  oxygen  to  form  water  again,  while  metallic  copper  is 
deposited  on  the  outer  cell.  If  the  zinc  is  well  amalgamated,  no  actioo 
51  ♦ 
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of  any  Bort  results  in  this  battery  until  the  poles  are  joined,  and  it  gives 
off  no  fumes.  Ten  or  twelve  such  cells  form  a  very  active,  constant^ 
and  economical  battery,  and  twenty  or  thirty  are  ample  for  most  uses. 
Hot  solutions  increase  its  power,  while  the  extent  of  sine  surface,  and 
not  the  diameter  of  the  copper,  limits  the  amount  of  electrical  effect. 

875.  Qrove*8  nitric  aoid  battery. — Mr.  Grove,  of  London,  has 
successfully  applied  the  principle  of  Daniell's  battery,  to  produce  ^e 
most  powerful  and  intense  sustaining  battery 
known.  The  fluids  used  are  strong  nitric  acid 
and  dilute  sulphuric  acid,  kept  apart  by  a 
porous  jar.  The  metals  are  amal- 
gamated sine,  placed  in  the  sul- 
phuric acid  of  the  outer  vessel, 
and  platinum  in  the  porous  vessel : 
fig.  623  shows  this  arrangement 
complete,  while  the  platinum  ele- 
ment, P,  is  seen  isolated  in  fig.  622.  p  I 
The  cover,  e,  upon  the  vase,  Y,  fig. 
623,  tends  to  keep  down  the  strong 
vapors  of  nitrous  acid  evolved 
when  the  battery  is  in  action. 
The  binding  screws,  a  6,  serve  to 
unite  the  elements  of  separate  pairs.  The  zinc  here  surrounds  the 
platinum,  because  both  that  metal  and  the  nitric  acid  are  to  be  econo> 
mized  as  much  as  possible,  being  the  costly  parts  of  the  arrangement. 
From  six  to  ten  parts  of  water  are  used  in  A,  to  one  of  add. 

The  action  of  this  battery  is  intense  and  splendid.  The  hydrogen  is 
immediately  engaged  by  the  nitric  acid,  which  it  decomposes  very 
readily.  There  is  therefore  a  double  chemical  action,  and  an  increased 
flow  of  electricity,  sincd  no  part  of  the  power  is  lost  in  combination. 
ThQ  fumes  of  nitrous  acid  are  partly  absorbed  by  the  nitric  acid« 
turning  it  at  last  intensely  green ;  but  enough  are  evolved  to  render  it 
important  to  set  the  apparatus  in  a  clear  space,  or  good  draught.  Four 
cells,  with  platinum  three  inches  long  by  half  inch  wide,  decompose 
water  rapidly ;  and  twenty  such  cells  form  a  battery  giving  intense 
effects  of  light. 

Platinum,  in  the  nitric  acid  battery,  is  estimatod  as  sixteen  or  eighteen  times 
more  powerful  than  copper  in  Dsniell's  battery ;  that  is,  six  square  inches  of 
platinum  is  as  efficacious  as  one  hundred  square  inches  of  copper ;  and  Peschel 
found  that  three  hundred  and  forty  times  ns  much  surface  of  copper  was  needed 
in  a  spiral  battery  on  Hare's  construction,  as  of  platinum  in  Grove's,  to  insure 
equal  effects. 

A  Orore's  battery,  constructed  >y  Jaoobi,  sf  St.  Petersbnrgh,  eontains  sixty- 
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four  pUlinnm  plates^  each  thuty-siz  square  inohes  surface,  or  combined,  sixteen 
sqnure  feet  Tliis  would  be,  by  comparison,  equal  to  a  DanieU's  battery  of  two 
hundred  and  sizty-six  square  feet,  or  a  Hare's  battery  of  about  five  thousand 
fire  hundred  square  feet.  Grove's  battery  is  rather  costly,  and  very  trouble- 
some to  manage,  as  are  all  batteries  with  double  cells  and  porous  cups,  although 
the  trouble  involved  in  their  use  is  not  to  be  compared  with  the  vexation  involved 
in  the  earlier  single  fluid  batteries. 

S76.  Carbon  battery.— The  great  cost  of  large  members  and  exten- 
sive series  of  Grove's  platinum  battery,  led 
Prof.  BuDsen,  of  Marburg,  to  use  the  carbon 
of  gas  coke  as  a  substitute  for  the  platinum. 
Prof.  Silliman,  Jr.,  in  1842,  described  a 
battery  (see  Am.  Jour.  Sci.  [1],  XLIII., 
393,  and  XLIY.,  180),  in  which  natural 
plumbago  was  used  in  place  of  the  plati- 
num of  Grove's  arrangement  This  was 
before  Bunsen's  apparatus  was  known  of 
in  this  country. 

Fig.  624  shows  the  original  form  of  Bunsen's 
cells.  Where  the  carbon,  C>  is  contained  in  an 
exterior  vase,  V,  of  nitric  acid,  the  amalgamated 
nno  is  in  a  porous  cup,  P,  of  dilute  sulphuric 
acid.  The  objection  to  this  arrangement  is  the 
large  consumption  of  nitric  acid  and  smallness 
of  the  tine.  In  the  Author's  plan,  afterwards  adopted  essentially  by  M.  Deleuil, 
the  carbon  was  in  the  porous  cup,  surrounded  by  the  line.  In  fig.  625,  this 
625  626 


arrangement  is  shown  in  detaiL  P,  's  the  pile  complete.  F,  is  the  jar  of  hard 
pottery  to  contain  the  sine,  Z,  and  the  dilute  sulphuric  acid ;  V  is  the  porous 
vase,  to  contain  the  carbon,  C,  with  its  nitric  acid.  The  attachment  of  a  con- 
ductor to  the  carbon  is  accomplished  by  a  conical  hole  in  the  centre,  into  which 
a  plug  of  hammered  copper  is  crowded  with  a  wrenching  motion.  If  prisms  of 
the  hard  carbon  of  the  gas  retorts  are  used  (and  this  kind  of  carbon  is  unques- 
tionably the  best),  a  copper  band  is  attached  to  the  top  by  electro-galvanic  sol- 
dering. The  carbon  of  Bunsen's  cells  is  prepared  by  pulverizing,  and  baking 
in  moulds,  the  coke  of  bituminous  coal.  Fig.  626  shows  a  series  of  ten  cups  of 
the  carbon  battery  arranged  for  use,  the  alternate  members  being  joined  by 
binding  screws,  as  made  by  Deleuil,  of  Paris,  each  sine  being  twenty-two  centi- 
metres (eight  and  three-quarter  inches)  high.  As  the  electro-motive  energy  of 
the  battery  depends  on  sixe  as  well  as  number,  these  large  members  have  great 
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adrmnUgM.  The  Author  demonstnttod,  in  1842  (foe.  eiu),  th»t  carbon  waa 
nearly  if  not  qnite  aa  good  as  platinnm,  surface  for  sur&oe.  A  battery  of  fil^ 
oells,  like  fig.  620,  ooats  fifty-fire  dollars  in  Paris,  and,  with  such  a  series,  all  the 
moat  splendid  effects  of  the  electric  light,  deflagratioas,  and  chemical  decompo- 
sitions can  be  very  satisfactorily  shown. 

877.  Other  forms  of  Voltaio  battery  exist  in  great  variety,  but 
involying  no  principle  not  already  explained.  Some  have  special  adap- 
tation to  a  particular  use,  like  Chester's  form  of  Smee's  battery  for 
telegraphic  use ;  Farmer's  copper  battery ;  the  battel^  of  Bagration, 
of  sine  and  copper  in  moist  earth ;  or  Grove's  oxygen  and  hydrogen 
gas  battery,  so  instructive  theoretically.  But  further  descriptions  are 
excluded  by  want  of  space. 

y.  .  POLARITY,  RETARDING   POWKB,  AND   NOVBNCLATUEX   OP  THS   VOLTAIC 

PILE. 

878.  Polarity  of  the  compound  oironit. — In  batteries  of  two  or 
more  couples,  connection  is  formed,  not  as  in  the  single  couple,  between 
members  of  the  same  cell,  but  between  those  of  different  names  in  con- 
tiguous cells,  as  in  fig.  627,  where  the  copper  of  1  joins  the  sine  of  2, 
and  so  on.  The  current  flows  from  the  sine  to  the  copper  in  the  flaid» 
but  from  the  copper  to  the  sine  in  the  air  (fig.  628),  both  in  simple  and 

627 

compound  circuits.  This  is  important  to  be  remembered,  since  the 
sine  is  called  the  electro-positive  element  of  the  series,  although  out  uf 
the  fluid  it  is  negative.  Consequently,  in  voltaic  decompositions,  the 
element  which  goes  to  the  sine  pole  is  called  the  electro-positive,  and, 
for  the  same  reason,  that  which  goes  to  the  copper,  is  the  eltetro-ncgik- 
five  element.  The  terminal  plates,  Z  and  C,  in  1  and  5,  fig.  627,  are 
not    concerned    in    the    electrical  629 

effect,  being  in  fact  only  conduc- 
tors of  the  electricity,  and  hence 
they  may  be  removed  as  in  fig. 
628,  without  altering  the  power  or 
nature  of  the  battery.  They  serve, 
in  fact,  merely  as  a  convenient  mode 
of  join'ng  the  poles,  as  in  fig.  629.  The  apparent  polarity  of  the  simple 
circuit  is,  therefore,  the  reverse  of  that  of  the  compound  oiicnit;  bot| 
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aa  attentiTe  obserration  of  these  explanations,  and  of  the  figures,  will 
prevent  all  confusion  on  this  point. 

879.  Qronplnc;  the  jlementa  of  a  pile,  in  Various  numerical  rela- 
tions, is  an  important  means  of  modifying  its  power,  and  the  character 
of  its  effects,  already  explained. 

Take,  for  example,  six  caps,  as  in  fig.  630,  arranged  in  eonseontire  order,  and 
we  have,  owing  to  the  resistance  to  the  elec- 
tric flow,  the  maximnm  intense  effects  pos- 
sible with  such  number.  Changed  to  two 
groups  of  three  each,  the  qnantity  is  doubled, 
with  half  of  the  intensity,  fig.  631.  In  fig. 
632,  are  three  groups  of  two  cups  each,  so 
arranged  as  to  present  three  times  the  sur- 
fkoe  in  630,  with  a  proportionate  loss  of  in- 
tensity. Lastly,  in  fig.  633,  each  tine,  and 
each  copper,  joins  one  common  condnotor, 
each  on  its  own  side,  throwing  the  six 
couples  into  one  surface  of  six-fold  extent 
to  fig.  680.  The  arrangement  may  be  ex- 
pressed, assuming  the  resistance  of  a  single 
enp  as  unity,  thus :  1.  fa.  1*5.  }  «»  0*666. 
^  Bs  0-166,  and  so  for  any  number  of  couples. 

880.  XHeotiioal  retarding  power 
of  the  battery. — Ohm's  law. — A  cer- 
tain resistance  to  the  passage  of  a  voltaic  current  is  offered  by 
every  additional  element  placed  in  the  circuit  as  well  as  by  increased 
length  of  conductor.  The  new  properties  thus  acquired  by  the  oom- 
pound  circuit  have  been  already  alluded  to  (865). 

Ohm,  of  Berlin,  in  1827,  first  demonstrated  mathematically  the  law 
regulating  the  flow  of  electricity  in  the  compound  battery.  As  the  ap- 
paratus is  composed  solely  of  conductors  of  different  retarding  power, 
the  electric  current  must  proceed,  not  only  along  the  connecting  wire, 
from  pole  to  pole,  but  also  through  the  whole  apparatus ;  the  resistance 
offered  to  the  passage  of  the  current  consists  therefore  of  two  parts,  one 
exterior  to,  and  one  within,  the  apparatus. 

Let  the  ring,  a  6  o,  in  fig.  634,  represent  a  homogeneous  conductor,  and  let  a 
source  of  electricity  exist  at  A  From  this  source  the  electricity  will  diffuse 
itself  over  both  halves  of  the  ring,  the  positive  passing  in  the  634 

direction  a,  the  negatiTc  in  h,  and  both  fluids  meeting  at  e.  Now 
it  follows,  if  the  ring  is  homogeneous,  that  equal  quantities  of 
eleetridty  pass  through  all  sections  of  the  ring  in  the  same  time. 
Assuming  that  the  passage  of  the  fluid  from  one  cross  section  of 
the  ring  u>  another,  is  due  to  the  difference  of  electrical  tension  at 
these  points,  aol  that  the  quantity  which  passes  is  proportional 
to  this  difference  of  tension,  the  consequence  is,  that  the  two  fluids 
proceeding  from  A,  must  decrease  in  tension  the  farther  they  recede  from  the 
starting  point 

This  decmasing  tension  may  be  represented  by  a  diagram.    Suppose  the  ring 
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in  flg.  635,  to  be  stretched  oat  to  the  Une  A  A'.  Let  the  ordinate  A  B  re|  resent  the 
tension  of  positive  electricitj  at  A,  and  A'  B'  the  nega-  635 

tive  tension  at  A^  then  the  line  B  B'  will  express  the 
tension  for  all  parte  of  the  circuit  by  the  varying  lengthlT 
ot  cho  ordinates  A  B,  A'  B',  at  every  point  of  A  o  or  e  A'. 

E  A.L 

Hence  Ohm's  formula  /*  =  •-,  where  /'represents  the 

strength  of  the  current,  B  the  electro-motive  foree  of 
the  battery,  or  the  attraction  of  tine  for  oxygen,  and  R 
the  resistance.  Therefore,  the  greater  the  length  of  the  eironit,  the  less  will  be 
the  amount  of  electricity  which  passes  through  any  cross  section  in  a  given  time. 
In  exact  terms,  this  law  states  that  tlu  strength  of  tk«  current  t«  interaeiy  propor- 
tional to  the  reeietance  of  the  eireuit,  and  directly  cm  the  electro-motive /oree. 

In  the  simplest  Voltaic  current,  we  have  not  a  homogeneoas  condnelor, 
but  several  of  various  powers.     To  illustrate  this,  let  the  oondnctor,  A  A',  ftg. 

636,  consist  of  two  portions  having  different  cross  sec-      _   636 

tions.    For  example,  let  the  cross  section  A  d  be  a 
times  that  of  dA';    then,  if  equal   quantities 
through  all  sections  in  equal  Umes,  and  if  through  i 
given  length  of  the  thicker  wire  no  more  fluid  passes 
than  through  the  thinner  wire,  the  difference  of  tension 
at  both  ends  of  this  unit  of  length  of  the  thicker  wire 

1 
must  be  only  -th  of  what  It  is  in  the  latter.    Thus,  "the  electric  fall,"  as  Ohm 

calls  it,  will  be  less  in  the  case  of  the  thick  wire  than  of  the  thinner,  as  shown 
by  the  line  B  o  in  the  figure.  The  result  is  expressed  in  the  law  that  the  "  electric 
/all"  i*  directly  at  the  epecifio  reeietaneee  of  the  eonductore,  and  invereelg  a$  their 
croee  eecHone,  Hence,  the  greater  the  resistance  offered  by  the  conductor,  the 
greater  the  falL  The  very  simplest  circuit  must  therefore  present  a  series  of 
gradients  expressive  of  the  tension  of  its  various  points — as  one  for  the  con- 
necting wire,  one  for  the  sine,  one  for  the  fluid,  and  one  for  the  copper.  The 
electro-motive  force  of  a  voltaic  couple  (''  E"  of  Ohm's  formula)  may  be  experi- 
mentally determined,  and  is  proportional  to  the  electric  tension  at  the  ends  of 
the  newly  broken  circuit 

881.  Formnlce  of  electric  piles. — ^It  follows,  from  what  baa  beea 
stated,  that  the  intensity,  /,  of  a  current,  united  by  a  homogenooua 
wire  whose  length  is  L,  may  be  represented  by  the  formula 

^      L+r' 

in  which  r  designates  a  length  of  wire  representing  the  resistance  of 

the  pile  or  its  reduced  lengthy  and  E  the  eleotro-motive  force  measured 

by  the  tension  at  the  poles  when  the  circuit  is  broken. 

If  the  resistance  of  the  pile  is  nothing,  or  an. insensible  quantity,  as 

in  the  case  of  a  thermo-electric  couple  of  great  surface,  the  formula 

E 
becomes  /«=^  y.    That  is,  the  intensity  of  the  current  is  in  the  inrerse 

atio  of  the  length  of  the  homogeneous  wire  joining  the  poles  of  the 
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battery.  If,  howeverj  the  pile  itaelf  offers  sensible  resistance,  as  is  the 
case  with  hydro-electrio  piles  composed  of  many  couples,  the  formula 
shows  that  the  iniensUy  of  the  current  is  in  the  inverse  ratio  of  the  length 
of  the  connecting  wire  increased  by  a  constant  quantity,  r,  which  repre- 
sents the  resistance  of  the  pile  itself. 

In  the  case  of  many  different  sources  of  resistance,  interposed  in  the 
circuit  of  the  connecting  wire,  L  represents  the  sum  of  the  reduced 
lengths  equivalent  to  these  resistances. 

JCt 

Intensity  given  by  many  oonple8.-^In  the  formula,  !=»  .-- — , 

L-jrr 

let  iST  be  the  electro-motive  force,  and  r  the  resistance  of  a  single  couple, 

L  and  r  being  always  reckoned  as  lengths  of  the  same  kind  of  wire 

taken  as  a  standard  of  comparison;  we  may  then  consider  many 

couples  united  one  to  another  in  a  series  as  shown  in  fig.  630.    Ohm 

considers  that  each  couple  produces  an  electric  current  which  traverses 

the  pile  as  if  that  couple  was  alone,  so  that  the  electro-motive  force  of 

the  series,  or  the  tension  at  the  poles  which  measures  it, will  be  the  sum 

of  the  electro-motive  forces,  J?  +  -^  +  JS?'^  -f- . . .,  of  all  the  couples 

in  the  series.   In  the  same  manner  the  current,  produced  by  each  couple 

traversing  all  the  others,  meets  with  a  resistance  equal  to  the  sum, 

r  -{•  r^  +  r^^  +  , ,,  of  the  resistances  of  all  the  couples ;  hence, 

E+  E^  +  ir^  +  ... 
i  +  r  +  r^+r^^-h../ 

If  the  couples  are  all  equal  to  each  other,  and  r.  represents  their  num- 

nE 
ber,  the  formula  becomes  /=  y— r — .    This  shows  that  the  intensity 

of  the  current,  from  a  series  arranged  one  by  one,  is  proportional  to 
the  sum  of  the  electro-motive  forces  of  all  the  couples,  and  inversely  as 
the  total  resistance  of  the  circuit  including  the  pile  itself. 

If  we  designate  by  c,  h  s  the  conductibility,  the  length,  and  the  section 
of  a  wire ;  and  by  {/,  Vt  s^  the  same  quantities  for  a  second  wire,  it 
follows  from  the  principles  already  established,  and  from  the  fact  that 
the  resistance  of  a  wire  is  in  the  inverse  ratio  of  its  conducting  power, 
that  two  wires  will  produce  equal  diminution  of  the  intensity  of  the 
I  electric  current  when : — 


—  =  -T-z,  or,  Is^c^  =  V9\  or,  2  =  Z^  -ru 
sc      ^&  s^c^ 

The  third  equation  expresses  the  length  of  a  wire  whose  section  is  «, 
and  conductibility  c,  that  will  produce  the  same  effect  upon  the  current 
as  another  wire  whose  length  is  T,  section  <^,  and  copductibility  c^» 
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This  yalue  of  I  is  called  the  reduced  length  of  the  first  wire  as 
pared  with  the  second. 

If  we  have  a  series  of  wires  nnited  together  by  tiieir  ends  as  a 
compound  conductor,  the  eqoiyalent  length  of  the  first  wire  will  be 
expressed  by  the  formula: — 

»c  «J  •  se  I  V         V^  V'^    \ 

Sffect  of  inoreaslng  the  number  of  oonples  In  a  battery. — 

The  consideration  of  the  formulas  giren  above  shows  that, 

1.  The  intensity  of  the  current  increases  with  the  number  of  couples. 

E 
Dividing  both  terms  of  the  fraction  by  n,  it  becomes  /«=  T        ,  this 

n 
shows  that  the  value  of  I  increases  with  increase  of  it,  or  the  number 
of  couples. 

2.  The  increased  intensity  of  the  current,  by  increasing  the  number 
of  couples,  is  more  evident  when  L  is  great  in  comparison  with  r,  or 
when  the  external  resistance  to  be  overcome  is  much  greater  than  the 

L 

resistance  of  the  battery.    If  on  the  contrary  L  is  very  small,  —  is  also 

ver]^  small,  and  the  intensity  of  the  current  changes  but  very  little  with 
any  increase  of  the  number  of  couples. 

nE      E 

3.  If  there  is  no  exterior  resistance,  or,  i  =  0,  i  =  —  =  — .    In 

nr        T 

this  case  the  intensity  is  not  varied  by  varying  the  number  of  couples, 
or  one  couple  gives  as  great  intensity  as  any  number  of  couples. 

4.  The  intensity  is  not  increased  by  increasing  the  number  of  couples 
when  each  couple  added  is  accompanied  by  an  exterior  resistance  equal 
to  Z ;  or,  in  other  words,  when  the  exterior  resistance  increases  in  the 
same  ratio  as  the  number  of  couples,  since  on  that  supposition  the 

r          ^^  ^ 

formula  becomes  1=  -7—, =  t^. — , 

5.  If  the  exterior  resistance,  X,  is  very  great,  lis  very  small,  unless 
fi  is  made  very  great.  This  shows  that  it  is  necessary  to  employ  a 
great  number  of  couples  when  a  great  amount  of  resistance  is  to  be 
overcome,  as  in  the  voltaic  arch^  and  in  the  electrolysis  of  bodies  that 
are  imperfect  conductors,  or  in  sending  an  impulse  through  a  long 
telegraphic  circuit. 

Effect  of  enlarging  the  plates  of  a  battery. — If,  instead  of 
uniting  many  couples  in  a  series,  we  unite  a  number  of  couples,  m,  by 
poles  of  the  same  name  aa  in  fig.  633,  it  will  be  equivalent  to  enlarg^g 
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the  dimensions  of  the  plates  of  a  single  coaple,  the  resistance  of  the 

r                                                        E 
battery  will  be  — ,  and  the  formula  becomes  /= .    We  thus  see 

L  +  - 
m 

that  if  X,  the  exterior  resistance,  is  very  great  in  proportion  to  r,  the 
resistance  of  the  battery,  the  intensity  will  be  but  little  increased  by 
aniting  the  oouples  by  poles  of  the  same  name.  If  L  is  Yery  small  in  pro- 
portion to  r,  the  inteDsity  will  be  much  increased  by  this  method,  and  if  L 
is  so  small  that  it  may  be  neglected,  the  intensity  will  be  proportional  to 
the  extent  of  surface  acting  as  a  single  conple.  We  know  indeed  that, 
when  chemical  action  is  exerted  oYer  a  large  surface,  the  quantity  of 
electricity  which  trayerses  the  connecting  wire  is  also  yery  great. 

Eflbet  of  enlarging  the  couples  and  increasing  their  number. — 
If   the  number  and  dimensions  of  the  couples  are  both  increased  at 

nE               E 
the  same  time,  the  formula  becomes  /  =*    =   z .    This 

£+J!r    h  +  z 

m         ft       m 
shows  that  increasing  the  number  of  couples  produces  the  same  effect 
as  diminishing  in  the  same  proportion  the  resistance  of  the  exterior 
circuit,  and  increasing  the  surface  of  each  couple  has  the  same  effect  as 
diminishing  the  resistance  of  the  pile.    Hence : — 

If  L,  the  resistance  of  the  exterior  drcuity  is  grtat,  it  will  he  most 
advantageous  to  unite  many  couples  in  a  single  series :  But  if  the  resist- 
ance of  the  exterior  circuit  is  small,  greater  advantage  may  he  ohtained  by 
uniting  the  couples  hy  poles  of  the  same  name,  in  such  a  manner  as  to 
form  couples  of  large  extent  of  surface. 

A  most  interesting  application  of  these  principles  to  the  practical 
construction  and  use  of  batteries  will  be  found  in  a  paper  by  Mr.  G. 
Mathiot,  Electrotypist  of  the  United  States  Coast  Survey.  (Am.  Jour. 
Sci.  [2]  XV.  305.) 

882.  Faraday*B  nomenolature. — ^Faiteday  has  introduced  certain 
terms  into  the  language  of  electrical  science,  which  are  generally  adopted 
for  their  convenience,  and  their  absence  of  assumed  or  theoretical  notions. 

Electrode  is  used  in  place  of  pole,  to  which  latter  term,  meaning  the 
terminal  wires  of  a  battery,  Davy  and  others  seemed  to  attach  a  sense 
as  if  it  possessed  a  certain  attractive  force,  like  the  pole  of  a  magnet. — 
Electrode  (from  ijlsxTpov,  and  6do^,  a  way),  means  simply  the  way  or 
door  by  which  a  Voltaic  current  enters  or  leaves  a  substance. 

Anode  is  that  surface  of  a  body  receiving  the  current,  or  the  positive 
side  of  the  series,  from  ava,  upwards  (as  the  sun  rises),  and  6do^,  a  way. 

Cathode  is  that  surface  of  a  body  from  which  a  current  flows  out 
\>ward8  the  negative  side  of  the  series,  from  xard,  downwards,  as  the  sun 
62 
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Bets,  and  6do^,  a  way).  The  observer  is  supposed  to  face  the  noith,  with 
the  positive  of  the  battery  on  his  right  hand,  and  its  negative  on  hia  left. 

Electrolyte  is  any  substance  capable  of  separation  into  its  con- 
stituents by  the  infln<^nce  of  a  Voltaic  series  (from  ijXexrpovt  and  Xoo, 
to  eel  loose;.  JSlectrolysis,  the  act  of  decomposition.  Eleetrolyzedj  and 
electrolt/zable,  are  obvious  derivatives  from  the  same  words. 

lofu  (from  iov,  neuter  of  el  fit,  to  go),  are  the  elements  into  which  an 
electrolyte  is  resolved  by  the  current.  These  are  either  anions,  ele- 
ments found  at  the  anode,  or  eatona,  ions  found  at  the  cathode. 
Hereafter  we  shall  employ  these  terms  when  they  are  appropriate. 

YI.    THE  XFFECTS  OF  THX  VOLTAIC  PILE. 

1.  Physical  effects, 
883.  The  Voltaic  spark  and  arch.^In  1809,  Davy,  with  the 
extensive  series  of  two  thousand  couples  at  the  Royal  Institution,  first 
demonstrated  the  full  splendors  of  the  Voltaic  arch  between  electrodes 
of  well-burned  charcoal.  However  powerful  the  series  may  be,  no 
effect  is  seen,  in  the  air,  until  the  points  of  the  carbon  electrodes  are 
brought  into  actual  contact,  or  at  least  insensibly  near.  Herschel 
noticed  that  an  electrical  spark  from  a  Leyden  637 

jar,  sent  through  the  carbon  points,  when  near  , 
each  other,  established  the  flow  of  the  Voltaic 
current,  by  projection  no  doubt  of  material  particles.   When  the  spark 
passes,  then  the  electrodes  may  be  withdrawn,  as  in  fig.         ^^^ 
637,  and  the  arch  of  electric  flame  connects  them  with  a 
white  and  violet  light  of  intolerable  brightness ;  several 
inches  in  length  if  the  pile  is  very  powerful.    This  arch 
of  seeming  flame  is  not  produced  by  the  combustion  of 
the  carbon  electrodes,  since  it  exists,  with  even  greater 
brilliancy,  in  a  vacuum,  or  in  an  atmosphere  of  nitrogen 
or  carbonic  acid.    Despretz  states  that  in  vacuo  with  a 
powerful  pile,  the  Voltaic  arch  may  be  formed  at  some 
centimetres  distance,  without  contact.    Fig.  638,  shows  a 
convenient  apparatus  for  this  experiment,  in  vacuo,  or  in 
various  gases,  as  in  Davy's  original  experiments.    The 
Voltaic  arch  is  accompanied  by  a  loud  hissing  or  rushing 
sound,  due  to  the  mechanical  removal  and  transportation 
of  particles  of  carbon  from  the  positive  to  the  negative 
electrode,  by  which  the  former  is  diminished  in  length,  or 
made  cup-shaped,  while  the  latter  is  sensibly  elongated, 
as  first  noticed  and  described  by  Prof.  Silliman,  in  1822  < 
(Am.  Jour.  Sci.  [1]  V.  108),  in  the  use  of  a  powerful  deflagralor  < 
•tmoted  by  Dr.  Hare. 
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Through  colored  glasses,  these  particles  of  carbon  can  be  conveniently  obserred 
apparently  moving  slowly  from  pole  to  pole,  and  giving  unquestionably  that  oval 
form  to  the  arch,  seen  in  fig.  639,  when  the  electrodes  are  vertical,  and  the  nega- 
tive carbon  is  uppermost.  There  is  also  distinctly  to  be  seen,  a  certain  structure 
in  sones,  or  bands  o'  different  brilliancy.  When  the  image  of  the  carbon  electrodes 
is  projected  on  a  screen,  fig.  640,  as  was  first  done  by  Foucault  with  the  electric 
lantern,  the  growth  of  the  negative  640  641 

and  the  decrease  of  the  positive  elec- 
trode is  easily  observed,  without  in- 
jury to  the  eyes.  The  negative  carbon 
is  seen  to  glow  first,  as        939 
if   the   light   originated 
there,  but  as  the  experi- 
ment advances,  the  posi- 
tive carbon  becomes  the 
most  briliant,  and  main- 
tains this  superiority  du- 
ring the  experiment ;  be- 
coming at  the  same  time 
cup-shaped. 

The  Voltaic  arch  is  magnetic,  or  capable  of  influencing  the  magnet,  by  the 
approach  of  which  it  is  deflected,  as  seen  in  fig.  641,  or  it  is  made  to  revolve 
with  a  loud  hissing  noise ;  a  fact  first  642 

observed  by  Davy,  but  since  carefully 
studied  by  De  la  Rive,  Quet,  and  Des- 
prets.  This  fact  is  far  more  conspicuous 
in  the  arc  from  the  induction  coil,  §  933. 

884.  Resalaton  of  the  elec- 
tric light. — Since  the  introduo- 
tion  of  powerful  constant  batteries, 
it  has  been  possible  to  use  the  elec- 
tric light  for  scientific  and  econo- 
mical purposes.  For  this  purpose 
regulators  have  been  devised  to 
render  the  light  constant,  by  ap- 
proaching the  electrodes  in  pro- 
portion as  they  are  consumed. 

In  fig.  642,  is  shown  that  of  Delenil, 
of  Paris,  and  its  details,  in  fig.  643.  The 
two  carbon  points,  P  and  N,  are  held 
in  position  by  two  vertical  rods,  of 
which  the  lower  one,  P,  is  moved  up- 
wards by  the  mechanism  in  fig.  643 ; 
while  the  upper  one,  N,  passes  through 
the  ball,  D,  with  friction.  The  flow  of 
the  current  is  shown  by  the  arrows 
arriving  at  O,  and  departing  at  H. 
The  frame  of  the  apparatus  is  of  cast- 
iron.  The  slightly  concave  mirror,  R,  is  for  certain  purposes  replaced  by 
parabolic  mirror.    When  the  sine  electrode  is  connected  with  G,  and  the 
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with  H,  communication  is  established  by  depressing  N  with  the  hand.  Af  Hbm 
current  in  its  circuit  passes  through  a  coil  of  wire  surroanding  the  ele«tr»< 
magnet,  B,  fig.  643,  the  soft  iron  armature,  w,  on  ^  "  ' 
the  lerer  A,  is  drawn  up  to  B,  so  long  as  the  cur- 
rent flows,  but  if  it  is  interrupted,  then  m  falls, 
and  the  lever  A  is  drawn  upwards  by  the  spring, 
B,  acting  against  the  fulcrum,  L :  the  effect  of  that 
motion  is  to  raise  the  electrode,  P,  by  a  tooth, 
I,  catching  in 
notches  on  the 
upright,  K.  In 
this  way  con- 
ndetion  is  again 
established  with 
the  battery;  and 
when  this  sim- 
ple   mechanism 

is  once  a4justed,  it  will  act  for  hours  with  great  certainty, 
maintaining  the  light  constant. 

Dab(Mcq*8  photo-electric  lantern  is  seen  in  fig. 
644.  This  instrumeDt  is  used  to  replace  the  sun  in 
all  optical  experiments  requiring  a  strong  white  light. 

The  poles  S  and  I  are  preserred  at  the  same  distance  by 
the  action  of  an  electro-magnet  in  the  foot  B,  upon  a  soft 
iron  bar  F  F  in  connection  with  an  endless  screw  V,  moving  ^ 
the  pulleys  P  P',  which  are  connected  by  cords  with  the  poles 
S  and  I.  The  contact  of  S  and  I  induces  magnetism  in  the 
electro-magnet  B,  while  the  springs  R  L  regulate  the  motion 
of  the  machinery.  The  apparatus  is  simple  and  portable, 
and  its  eifect  is  to  make  the  electrical  light  so  steady  and 
constant  that  it  may  be  used  for  all  optical  experiments. 
The  positive  pole  consumes  much  more  rapidly  than  the 
negative,  both  from  a  more  intense  action  upon  it  and 
because  its  particles  are  carried  over  and  deposited  on  the 
negative  pole,  elongating  the  point  of  the  latter.  To  pro- 
vide for  this  difference,  the  pulley  P'  is  variable,  and  carries 
the  pole  I  up  proportionably  faster,  so  that  the  focal  posi- 
tion of  the  light  remains  unchanged. 

885.  Properties  of  the  electric  light. — ^Like  the  - 

solar  light,  it  is  unpolarized.  It  explodes  a  mixture  of  hjdrogen  and 
chlorine,  and  acts  on  chloride  of  silver,  and  other  photographic  prepih 
rations,  like  the  sun.  Bodies  made  phosphorescent  by  the  sun,  are 
similarly  affected  by  the  electric  light.  In  1842,  Silliman  took  daguer- 
reotypes with  it  (Am.  Jour.  Sci.  [1]  XLIII.  185),  and  it  is  now  used  in 
preference  to  solar  light,  for  the  purpose  of  taking  microscopic  photo- 
graphs.    (Duboscq.) 

Fizeau  and  Foucault,  have  compared,  by  photometric  measurement,  the  light 
ft'om  ninety-two  carbon  couples,  arranged  in  two  series  of  forty-six  (879),  with 
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the  folar  learn,  and  also  with  the  oxyhydrogen  or  Dnimmond  light.  In  a  clear 
Angnst  day,  with  the  sun  two  hours  high,  the  electric  light,  assuming  the  sun 
as  unity,  bore  to  it  the  ratio  of  2*59 : 1,  t.  e.,  the  sun  was  twice  and  a  half  more 
powerful :  while  the  Drummond  light  was  only  the  one  one  hundred  and  forty* 
sixth  that  of  the  sun.  Bunsen  found  the  light  from  forty-eight  elements  of  carbon, 
equal  to  five  hundred  and  seyenty-two  candles.  The  intensity  of  the  electric  light 
depends  far  more  on  the  sise  of  the  indiridual  members  of  the  pile  than  on  their 
number.  The  effect  from  forty  large  sized  couples  was  found  by  Ficeau  and  Fou- 
cault  to  be  about  the  same  as  that  from  double  the  number,  when  the  eighty 
were  arranged  consecutively,  as  in  fig.  630,  while,  with  the  same  elements  in 
two  parallel  series,  there  was  a  very  great  increase  of  effect  Fraunhofer  showed 
that  the  spectrum  of  the  electric  light  was  distinguished  from  that  of  the  sun 
by  a  very  bright  line  in  the  green,  and  a  somewhat  less  luminous  one  in  the 
orange  (461).  Dove  has  lately  shown  (Poggendorff 's  AnnaUn,  1857,  Ko.  6)  that 
this  light  has  two  distinct  sources :  1st,  the  ignition  or  incandescence  of  the 
translated  particles,  passing  in  the  course  of  the  discharge:  2d,  the  proper 
electric  light  itself.  On  the  contrary.  Draper  has  shown  that  the  .  pectrum  from 
a  glowing  platinum  wire  heated  by  the  battery,  contains  no  dark  lines,  so  that, 
unlike  the  electric  light,  it  is  strictly  white  (Am.  Jour.  Sci.  [2]  YIII.,  340).  It 
is  not  only  particles  of  carbon  which  pass  in  the  Voltaic  arch,  but  of  whatever 
eondnctor  may  form  the  positive  electrode,  as  platinum,  or  any  metal,  and  the  light 
varies  in  its  optical  properties  with  every  ehange  of  the  electrode.  ( Wheatstone.) 

886.  Heat  of  the  Voltaic  arch. — Deflagration. — ^When  the  posi- 
tive electrode  is  fashioned  into  a  small  crucible  of  carbon,        645 
tm  in  fig.  645,  gold,  silver,  platinum,  mercury,  and  other 
substances,  are  speedily  fused,  deflagrated,  or  volatilized, 
with  various-colored  lights. 

The  fusion  of  platinum  (like  wax  in  a  candle)  before  the  Voltaic  i 
arch  if  significant  of  its  intense  heat,  and  still  more,  the  volatiliza-  ' 
tion  and  fusion  of  carbon,  a  result  first  announced  by  Prof.  SUliman 
in  1822,  and  since  confirmed  by  Despretz,  who,  by  the  union  of  the 
heat  of  six  hundred  carbon  couples  arranged  in  numerous  parallel  series,  and 
conjoined  with  the  jet  of  an  oxyhydrogen  blow-pipe,  and  the  heat  of  the  mid- 
day snn,  focalized  by  a  powerful  burning-glass,  succeeded  in  volatilizing  the 
diamond,  fusing  magnesia  and  silica,  and  softening  anthracite.  The  diamond 
is  also  softened,  and  converted  into  a  black  spongy  mass  resembling  coke,  or, 
more  nearly,  the  black  diamond  found  in  the  Brazilian  mines. 

A  delicate  stream  of  mercury  being  allowed  to  flow  from  a  narrow  elongated 
funnel  (the  negative  electrode),  upon  a  surface  of  mercury  in  a  glass  vase  form- 
ing the  positive  electrode,  is  deflagrated  with  transcendent  splendor.  Many 
yards  of  number  twenty  platinum  wire,  held  between  the  electrodes,  may  be 
kept  in  the  full  glow  of  white  heat  for  a  long  time.  The  teacher  can  devise 
many  pleasing  additional  experiments,  as  drawing  the  arch  beneath  water,  oil, 
and  other  liquids,  from  points  of  carbon,  or  from  platinum  and  steel  wires. 

When  a  fine  platinum  wire  is  made  the  positive  electrode,  and  a  solution  of 
chlorid  of  calcium,  or  any  other  metallic  chlorid,  is  made  the  negative  elec- 
trode, on  touching  the  surface  of  the  liquid  with  the  point  of  the  fine  wire,  if 
the  series  is  powerful  the  wire  is  fused  on  the  surface  of  the  liquid,  evolving  a 
light  of  surpassing  beauty,  whose  color  is  that  appropriate  to  the  metal  in  solu- 
tion ;  t.  g,,  from  calcium  salts,  violet-red ;  from  sodium,  yellow ;  from  barium, 
62* 
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reddish-yellow;  from  potassium,  yiolet;  fh>m  strontium,  red,  Ae.  These  beao- 
tiful  facts  wore  first  noticed  by  Dr.  Hare. 

Dr.  Page  bfts  described  a  singular  motion  imparted  by  the  current  to  globules 
of  pure  mercury,  placed  in  a  shallow  dish,  and  corered  by  acidulaied  water:  the 
globules  elongate  to  oroids  and  more  actively  about,  one  end,  that  towards  the 
-j-  pole,  being  clouded  by  escaping  gas-bubbles.  If  the  mercury  contains  sine, 
the  position  of  the  clouded  end  is  reversed.     (Am.  Jour.  Sci.  [2],  XI.,  192.) 

887.  Measurement  of  the  heat  of  the  Voltaic  coxrent. — 6j 

means  of  a  long  wire  coiled  into  a  close  spiral,  and  enclosed  in  a  calo- 
rimeter of  glass,  containing  water,  Becquerel  and  others  have  established 
the  laws  regulating  the  flow  of  heat  in  the  electric  current,  bj  ita  effect 
in  elevating  the  temperature  of  the  water.  A  coil  of  platinum  wire 
contained  in  the  bulb  of  a  Sanctorio's  thermometer,  becomes  a  means 
of  estimating  the  heat  of  currents  too  feeble  to  be  otherwise  measured. 
The  results  are,  that  when  a  Voltaic  current  traverses  a  homogeneous 
wire,  the  quantity  of  heat  in  a  unit  of  time  is  proportional : — 

1,  lb  the  resistance  v>hich  the  wire  opposes  to  the  passage  of  the  dee" 
triciiy: 

2.  To  the  square  of  the  intensity  of  the  current.  The  intensity  of  a 
current  is  measured  by  the  quantity  of  water  which  it  will  decompose 
in  a  given  time. 

For  a  given  quantity  of  electricity,  the  elevation  of  temperature  at 
different  points  on  a  conducting  wire,  is  in  the  inverse  ratio  of  the 
fourth  power  of  its  diameter. 

Draper  has  applied  the  coefficient  of  expansion  to  determine  the 
degree  of  heat  corresponding  to  a  particular  color  (585). 

2.  Chemical  effects  of  the  pile. 

888.  Historical. — The  chemical  effects  of  the  pile  are  most  wonderfol, 
and  the  present  advanced  state  of  chemical  science  is  largely  attribu- 
table to  the  flood  of  light '^hed  by  the  researches  of  Davy  and  Faraday 
upon  the  electrical  relations  of  the  elements  and  the  decomposition  of 
compounds  by  the  Voltaic  circuit. 

In  1800,  immediately  alter  Yolta's  announcement  to  Sir  Joseph  Banks  of  hii 
discovery  of  the  pile,  Messrs.  Nicholson  and  Carlisle  constructed  the  first  pile 
in  England,  consisting  of  thirty-six  half  crowns,  with  as  many  discs  of  zinc  and 
pasteboard  soaked  in  salt  water  (864).  Observing  gas-bubbles  arise  when  the 
wires  of  this  pile  were  immersed  in  water,  Nicholson  covered  them  with  a  glass 
tube  filled  with  water,  and,  on  the  2d  of  May,  1800,  completed  the  splendid  dis- 
covery, that  the  Voltaic  current  had  the  power  to  decompose  water  and  other 
chemical  compounds.  Stimulated  by  so  fine  a  result,  chemists  and  physicists 
everywhere  repeated  the  experiment,  perfecting  the  methods  of  obtaining  the 
oxygen  and  hydrogen  gases  in  a  separate  condition.  The  chemical  theory  of 
the  pile,  originally  advanced  by  Fabbroni,  a  countryman  of  Volta's,  some  years 
before,  was  taken  up  and  ardently  advocated  by  Davy,  who,  in  1801,  had  soe* 
seeded  to  a  place  in  the  laboratory  of  the  Royal  InsUtution :  where,  on  the  ML 
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of  October,  1807,  be  made,  by  tbe  Voltaic  pile,  the  memorable  discorery  of 
potajteium,  tbe  melallic  base  of  potassa,  before  regarded  as  a  simple  substance; 
and  suun  after  establiHbed  the  startling  truth,  that  all  the  earths  and  alkalies, 
until  then  esteemed  simple  substances — the  whole  crust  of  the  globe,  in  fact — 
were  oxyds  of  metals,  whose  existence  had  hitherto  been  unsuspected. 

889.  ElectroIysiB  of  water. — Voltameter. — The  Voltaic  decom- 
position, or  electrolysis  of  water,  is  the  finest  possible  illustration  of 
the  chemical  power  of  the  pile.  Water  is  a  compound  of  oxygen  and 
hydrogen  gases,  in  the  proportions  of  one  measure  of  the  former  to  tw« 
of  the  latter.  When  two  gold  or  platinum  wires  are  connected  with 
the  opposite  ends  of  the  battery,  and  held  a  short  distance  asander  in 
a  cup  of  water,  a  train  of  gas-bubbles  will  be  seen  rising  from  eacK^ 
and  escaping  at  the  surface.    If  the  electrodes  are  not  647 

of  gold  or  platinum,  the  oxygen  combines  with  one  of 
them,  and  only  hydrogen  escapes,  as  in  Nicholson's  ori- 
ginal experiment.  With  two  glass  tubes  placed  over  the 
platinum  poles,  fig.  646,  we  can  collect 
these  bubbles  as  they  rise.  The  gas 
(hydrogen)  given  off  from  the  negative 
electrode  is  twice  the  volume  of  that 
obtained  from  the  positive.  When  the 
tubes  are  of  the  same  size,  this  differ- 
ence becomes  at  once  evident  to  the 
eye.  By  examining  these  gases,  we 
shall  find  them,  respectively,  pure  hy- 
drogen and  oxygen,  in  the  proportion  ..« 
of  two  volumes  of  the  former  to  one  of 
the  latter.  Agreeably  to  principles 
already  explained,  the  oxygen  (electro-negative)  appears  at  the  -f  elec- 
trode, and  the  hydrogen  (electro-positive)  appears  at  the  —  electrode. 
The  rapidity  of  the  decomposition  is  greater  when  the  water  is  made  a 
better  conductor,  by  adding  a  few  drops  of  sulphuric  acid ;  and  for 
rapid  electrolysis  the  number  of  couples  in  the  series  should  be  in* 
creased  to  overcome,  by  superior  tension,  the  low  con-  648 

ducting  power  and  chemical  affinity  of  the  electro- 
lyte. If  a  single  tube  only  covers  both  electrodes,  as 
in  fig.  647,  the  total  electrical  effect  is  easily  measured 
by  the  graduation  of  the  tube,  the  quantity  of  gases 
given  off  in  a  unit  of  time  being  directly  as  the  current. 
The  cimtents  of  this  tube  will  explode  if  a  lighted  i 
match  is  applied  to  them,  or  if  an  electric  spark  passes 
t<brough  them.     Such  an  instrument  is  a  Voltameter, 

A  convenient  form  of  this  instrument  is  seen  in  fig.  648,  made  of  a  common 
bottle,  filled  with  acid  water ;  the  platinum  electrodes  pass  through  the  cork  and 
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end  in  two  plates  of  platinom,  while  a  bent  gas  tabe  of  glass  convejs  off  tba 
accumulating  gases  as  fast  as  they  are  eToWed  by  the  electrolysis. 

890.  Laws  of  electrolysiB. — From  a  great  number  of  elaborate 
experiments,  the  accuracy  of  which  remains  unshaken^  Faraday  has 
deduced  the  following  general  laws  of  electrolysis. 

Ist.  The  quantity  of  any  given  electrolyte,  resolved  into  its  constito- 
ents  by  a  current  of  electricity,  depends  solely  on  the  amount  of  elec- 
tricity passing  through  it,  and  is  independent  of  the  form  of  apparatus 
used,  the  size  or  dimensions  of  the  electrodes,  the  strength  of  the  solu- 
tion, or  any  other  circumstance.  Hence,  the  amount  of  vrater  decom- 
posed in  a  given  time  in  the  Voltameter,  is  an  exact  measure  of  the 
quantity  of  electricity  set  in  motion. 

2d.  In  every  case  of  electrolysis,  the  elements  are  separated  in 
equivalent  or  atomic  proportions,  and  when  the  same  current  passes  in 
succession  through  several  electrolytes  in  the  same  circuit,  the  whole 
series  of  elements  set  free  are  also  in  atomic  proportions  to  each  other. 
It  follows,  therefore,  that  the  amount  of  electricity  required  to  resolve 
a  chemical  combination,  is  in  constant  proportion  to  the  force  of  chemi- 
cal afiBnity  by  which  its  elements  are  united. 

3d.  The  oxydation  of  an  atom  of  zinc  in  the  battery,  generates 
exactly  so  much  electricity  as  is  required  to  resolve  an  atom  of  water 
into  ite  elements.  Thus,  8*45  grains  of  zinc  dissolved  in  the  battery, 
occasions  the  electrolysis  of  2*35  grains  of  water.  But  these  numbers 
are  in  the  ratio  of  32*5  :  9  the  equivalento,  respectively,  of  zinc  and  of 
water.  Hence  follow  these  corollaries : — First,  The  source  of  Vbliaie 
tUetricUy  in  the  pile  is  chemical  action  solely.  Second,  The  forces  termed 
chemical  affinity  and  electricity ^  are  one  and  the  same. 

One  or  two  additional  illustrations  of  these  laws  will  suffice  in  this 
place,  referring  the  student  to  chemical  649 

treatises  for  a  fuller  discussion  of  this 
very  important  topic. 

891.  Electrolysis  of  salts. — In  the 
bent  tube,  B  A,  fig.  649,  put  a  solution 
of  any  neutral  salt;  i.  e.,  sulphate  of 
soda,  and  diffuse  the  blue  solution  from 
a  purple  cabbage  in  the  liquid.  Let  the 
current  of  a  Voltaic  pile  communicate 
with  this  saline  solution  by  two  platinum 
wires,  dipping  into  the  legs  of  the  tube — 
presently  the  blue  color  of  the  solution 
is  changed  on  the  positive  side  for  red,  and  on  the  negative  for  green, 
indicating  the  presence  of  an  acid  set  free  in  A,  and  of  an  alkali  in  B 
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If  the  action  is  kept  up,  the  whole  of  the  blue  liquid  is  changed  to  red 
and  green.  Transpose,  then,  the  -f  and  —  wires,  so  as  to  reverse  the 
direction  of  the  current ;  presently,  the  red  and  green  change  back  to 
blue,  and,  in  a  short  time,  that  which  was  red  becomes  green,  and  vice 
versa.  This  is  a  case  of  electrolysis  in  which  the  electrolyte  (sulphate 
of  soda)  is  changed,  not  into  its  ultimate  elements,  but  only  into  the 
acid  and  alkali,  which  may  be  called  its  proximate  constituents ;  any 
other  saline  fluid  may  be  substituted  with  similar  results.  If  an  alka- 
line chloride  is  used,  i.  e.,  common  salt,  the  free  chlorine  evolved  on 
the  -h  side,  discharges  all  color,  while  the  soda  produces  on  the  — 
side  its  appropriate  green  tint.  If  a  metallic  salt,  e,  g.^  sulphate  of 
copper,  or  acetate  of  lead,  is  used  in  A  B,  then,  on  the  —  side,  metallic 
copper  or  lead  is  evolved ;  while,  on  the  -f  side,  is  the  free  acid  before 
in  combination  in  the  salt. 

A  more  surprUing  example  of  the  apparent  transfer  of  elements  under  the 
power  of  the  Voltaic  cnrrenty  is  illusttrated  in  fig.  650,  where  in  B,  the  centre  glass^ 
of  the  three  wine-glasses,  ABC,  is  a 
Eolation  of  sulphate  of  soda,  while  A 
and  C  contain  only  pure  water,  blued 
with  cabbage  solution.  Filaments  of 
moist  cotton  wick  connect  the  three 
glasses,  and  the  electrodes  are  intro- 
duced into  A  and  C,  when  the  same  | 
series  of  changes,  already  described  in 
fig.  649,  takes  place,  with  the  same  re- 
versals when  the  electrodes  are  trans- 
ferred. B  remains  apparently  unchanged,  while  C  is  reddened,  and  A  becomes 
green,  or  rtc«  vtraa.  There  is,  in  fact,  nothing  more  wonderful  in  this  case  than 
in  the  last,  only  the  dissection  of  the  process  into  three  parts,  makes  the  result 
still  more  striking.  In  place  of  A  B  C,  any  number  of  glasses,  with  different 
salts  and  compounds,  may,  with  a  powerful  series  of  Bunsen,  be  substituted, 
with  results  conformable  to  the  law  in  §  890. 

892.  Electro-metallargy. — The  electrotype. — ^The  cold  casting 
of  metals  by  the  Voltaic  current,  is  a  fine  example  of 
the  rich  gifts  made  by  abstract  science  to  the  practical 
arts  of  life.  Every  DanieU's  battery  is,  in  fact,  an 
electro-metallic  bath,  in  which  metallic  copper  of  a 
firm  and  flexible  texture  is  constantly  thrown  down 
from  solution. 

The  very  simple  apparatus  required  to  show  these  results 
«xperimentally,  is  represented  in  the  fig.  651.  It  is  nothing, 
in  fact,  but  a  single  cell  of  Daniell's  batttery.  A  gla^s  tum- 
bler, S,  a  common  lamp-chimney,  P,  with  a  bladder-skin 
tied  over  the  lower  end  and  filled  with  dilute  sulphuric  acid, 
is  all  the  apparatus  required.  A  strong  solution  of  sLlphate 
of  copper  is  put  into  the  tumbler,  and  a  2inc  rod,  Z,  is  inserted  in  P ;  the  moulds, 
or  easts,  mm,  are  suspended  by  wires  attached  to  the  binding  screw  of  Z.    Thus 
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arranged,  the  copper  solotion  is  slowlj  deooicposed,  and  the  metal  is  erealj  and 
firmly  deposited  on  m  m.  A  perfect  reverse  copy  of  m  is  thus  obtained  in  solid 
malleable  copper.  The  back  of  m  is  protected  by  Tarnish,  to  prevent  the  adhe-v 
sion  of  the  metallic  copper  to  it  In  this  manner  the  most  elaborate  and  costly 
medals  are  easily  multiplied,  and  in  the  most  accurate  manner.  In  practice, 
rererse  casts  of  the  object  to  be  copied  are  first  made  in  fusible  metal  or  wax.  The 
art  is  now  extensively  applied  to  plating  in  gold  and  silver  from  their  solutions; 
the  metals  thus  deposited  adhering  perfectly  to  the  metallic  surface  on  which 
they  are  deposited,  provided  these  be  quite  clean  and  bright 

Even  alloys,  as  bronze,  brass,  and  German  silver,  may  be  deposited  according 
to  electrolytic  law. 

The  positive  electrodes  should  be  of  the  same  metal  as  that  in  solution,  and 
as  large  as  the  surfaces  to  be  coated,  and  these  should  not  be  larger  than  the 
plates  of  the  battery  furnishing  the  current  The  arrangement  of  apparatus 
commonly  used  in  this  art,  is  seen  in  fig.  652,  where  the  metallic  solution  Ss  held 
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in  a  separate  bath,  over  which  are  extended  two  stout  rods ;  B,  carrying  the 
objects,  m,  in  connection  with  the  negative  side  of  the  battery ;  and  wiUi  the  posi- 
tive side,  the  rod  D,  on  which  is  suspended  a  plate  of  the  metal  proposed  to  be 
deposited,  to  maintain  the  uniform  strength  of  the  solution,  which  is  preferably 
kept  at  a  somewhat  higher  temperature  than  that  of  the  air.  Wood-cuts  and 
printers'  types  are  thus  copied  in  copper,  the  moulds  taken  in  wax  from  them 
being  made  conductors  by  dusting  over  the  surface  with  extremely  fine  plum- 
bago. All  the  copper-plates  for  the  charts  of  the  United  States  Coast  Survey, 
are  reproduced  by  the  electrotype — the  originals  never  being  used  in  the  press, 
but  only  the  copies ;  and  any  required  number  of  these  may  be  produced  at 
small  expense.  For  an  instructive  account  of  these  extensive  electrotype  opera- 
tions, the  student  is  referred  to  a  paper  by  the  Electrotypist  of  the  Coast  Sur- 
vey, Mr.  G.  Mathiot  (Amer.  Jour.  Sci.  [2],  XV.,  305\ 

893.  Crystallisation  from  the  action  of  feeble  currents. — ^It 
was  known  to  the  alchemists,  very  early  in  chemical  history,  that  cer- 
tain metals,  as  gold,  silver,  copper,  lead,  tin,  &c.,  were  deposited  in  a 
pure,  or  **  reguline'*  condition,  from  their  solutions,  when  another  metal 
was  present,  or  even  sometimes  without  that  condition.  Thus  the  lead 
tree  (arbor  Saturna!)^  the  tin  tree  {arbor  Jovis),  the  silver  tree  (arhor 
Viance),  were  so  call./i  by  the  alchemists,  from  the  apparent  growth 
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of  theso  metals  out  of  tbeir  scilations,  and  in  tree-like  forms.  This 
growth  we  now  know  to  be  due  to  Voltaic  crystalline  deposition. 

Bzamples. — A  Holutlon  of  chlorid  of  gold  in  ether,  by  slow  change,  deposits 
ipontoneottsly,  crystals  of  fine  gold,  in  elegant  moss-like  growths ;  and  Liebig  has 
shown  us  how  to  prepare  a  silver  solution,  which,  by  the  aid  of  an  essential  oil  as  a 
redneing  agent,  will  coat  glass  with  a  film  of  silver  so  thin  as  to  be  transparent, 
and  still  so  brilliant  as  to  reflect  light  more  perfectly  than  the  best  mercurial 
mirrors. 

A  dilute  solution  of  acetate  of  lead  (half  an  ounce  to  a  quart  of  rain  water), 
surrenders  all  its  lead  to  a  strip  of  zinc  hung  in  the  containing  bottle,  in  elegant 
erystalline  plates  {the  arbor  Satumtx);  this,  and  the  next  case,  are  true  Voltaic 
alrcuits,  while  in  the  first  two  cases,  hydrogen  appears  to  supply  the  want  of  the 
second  element  of  Voltaic  couple.  In  like  manner,  a  dilute  solution  of  nitrate 
•f  silver,  placed  over  mercury,  soon  deposits  all  its  silver  in  an  arborescent  form 
(arbor  Diana)  on  the  mercury. 

But  the  most  instructive  case  of  this  kind  is  when  a  bar  of  pure  tin  is  placed 
upright  in  a  tall  vessel,  the  lower  half  of  which  is  filled  with  a  saturated  solution 
of  protochlorid  of  tin,  while  above  it  rests  a  dilute  solution  of  the  same  salt 
The  bar  is  therefore  in  two  solutions  chemically  identical,  but  physically  unlike. 
The  result  is  a  Voltaic  current^  by  which  metallic  tin,  in  beautiful  brilliant  plates, 
b  deposited  upon  the  upper  part  of  the  bar,  while  the  lower  part  is  correspond- 
ingly dissolved  by  the  free  electro-negative  element  of  this  electrolysis. 

The  earliest  recorded  experiments  with  this  species  of  Voltaic  circuit  are  those 
of  Buchola  (1807),  whence  this  slow-acting  pile  is  sometimes  called  the  "  BuehoU- 
pile,"  Becquerel  has  greatly  extended  our  knowledge  of  the  actions  thus  pro- 
duced, forming  thereby  many  non-metallic  crystalline  products.  Cross  thus 
formed  erystald  of  carbonate  of  lime  in  two  days  in  the  light,  or  in  six  days  in  the 
dark.  Mallett  thus  produced  crystals  of  copper,  and  of  red  oxyd  of  copper,  in 
a  single  night  from  the  nitric  solution.    (Am.  Jour.  Sci.  [2]  XXX.  253.) 

894.  Deposit  of  metalUo  oacyds  and  NoblU's  rings. — Becquerel 
has  shown  that  oxyd  of  lead  and  oxyd  of  iron  may  be  deposited  in 
a  thin  film  on  the  surface  of  oxydizable  metals  by  using  an  alkaline 
solution  of  the  metallic  oxyd,  and  making  the  plate  to  be  oxydized  the 
negative  electrode  of  a  constant  battery ;  a  deep  brown  coating  of  the 
oxyd  is  thus  deposited  in  a  few  minutes  so  firmly  as  to  withstand  the 
action  of  the  burnisher,  and  perfectly  protect  the  iron  or  steel  from 
atmospheric  action. 

If  the  film  of  oxyd  of  lead  is  very  thin,  it  presents,  over  a  surface 
of  polished  silver  or  steel,  a  most  pleasing  exhibition  of  colored  rings, 
analogous  to  the  colored  rings  of  Newton  from  thin  plates  (530).  For 
this  purpose  the  negative  electrode  is  made  of  a  thin  platinum  wire, 
protected  from  the  solution  by  a  glass  tube,  except  at  the  extremity, 
where  a  mere  point  is  presented.  A  rim  of  wax  on  the  edges  of  the 
plate  retains  the  solution  of  potassa,  saturated  with  oxyd  of  lead,  while 
it  is  connected  on  the  positive  pole,  and  the  negative  point  is  held  for  a 
few  seconds  within  a  line  of  the  polished  surface.  These  colored  rings 
were  first  noticed  by  Mr.  Nobili,  whence  their  name. 
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3.  Physiological  effects  of  the  pile. 

895.  The  phyBiologlcal  efifects  of  the  Voltaio  pile. — Qalvani's 
original  experiment)  and  the  earlier  observatioifs  of  Swammerdam  and 
Sulzer,  of  two  metals  on  the  tongue,  deserre  to  be  remembered  as  being 
our  earliest  knowledge  of  this  subject.  From  a  single  cell,  or  even  a  small 
number  of  pairs,  the  dry  hands,  grasping  the  electrodes,  receive  no  sen- 
sation ;  number,  and  not  size  of  elements,  is  requisite  for  the  physio- 
logical effect.  Thus,  from  a  column  of  fifty  elements,  or  still  more  from 
fifty  cups  of  Bunsen,  or  a  Cruickshank's  trough  (870),  a  smart  twinge  is 
felt,  reaching  to  the  elbows,  or  if  the  hands  are  moistened  with  saline 
or  acid  water,  the  shock  will  be  felt  in  the  shoulders.  This  shock  is 
unlike  the  sharp  and  sudden  commotion  from  statical  electricity,  being 
a  more  continued  sensation,  accompanied,  during  the  continuance  of  the 
current,  by  a  sense  of  prickly  heat  on  the  surface.  But  it  is  only  at 
the  making  and  breaking  of  contact  that  a  shock  is  felt.  If  the  battery 
contains  some  hundreds  of  couples  actively  excited,  the  shock  becomes 
painful,  or  even  fatal.  It  may  be  passed  through  any  number  of  per* 
sons  whose  moistened  hands  are  firmly  joined,  but  it  is  sensibly  less 
acute  at  the  middle  of  such  a  circuit  than  to  those  at  the  electrodes. 
Even  after  death,  this  power  produces  spasmodic  muscular  oontrao* 
tions,  efforts  to  rise,  and  contortions  of  the  features  frightful  to  behold.* 
Persons  in  whom  animation  was  suspended,  have  been  restored  by  the 
influence  of  the  hydro-electric  current  on  the  nervous  system. 

The  senseB  of  sight,  hearing,  and  taste,  are  all  afieoted  by  a  Voltaio  earrent; 
a  flash  of  light,  a  roaring  sound,  and  a  sab-metallio  savor  being  receired  when 
the  shock  of  a  small  battery  is  passed,  successively,  through  the  eyes,  the  ears, 
and  the  tongue. 

From  the  experiments  of  Beoquerel,  it  appears  that  seeds  subjected  to  a 
gentle  electric  current,  germinate  sooner  than  otherwise.  Von  Marum  observed 
that  plants  with  a  milky  juice,  like  the  Euphorbiaee<ie,  do  not  bleed  after  a 
powerful  electrical  shock,  owing,  he  suggests,  to  the  loss  of  contractile  power  in 
the  plant 

For  a  detailed  account  of  the  application  of  electricity  to  medical  uses,  con- 
sult the  works  of  Dr.  G.  Bird  (of  London),  W.  F.  Cbanning  (of  Boston),  and  Uie 
late  elaborate  volume  of  Dr.  Qarrett. 

The  magnetic  efifects  of  the  pile  belong  to  electro-dynamics, 
while  its  electrical  effects  have  already  been  considered  in  {{  863,  864. 

VII.    THEORT  OF  TUX  PILX. 

896.  Three  viewa.— 1.  It  has  already  been  stated  (863),  that  Yolta 
and  his  school  ascribed  the  effects  of  the  pile  to  the  simple  contact  of 
unlike  metals,  each  decomposing  the  neutral  electricity  of  the  other. 

*  See  a  notice  of  Dr.  Ure's  experiments  on  a  newly  executed  criminal,  at 
Glasgow,  in  1818.    Harris,  Galvanism,  123,  J.  Weale. 
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lie  argued  that  the  chemical  action  of  the  battery  was  requisite  only 
to  afford  conduotors  for  the  electricity,  while  the  metallic  substances 
remaining  in  every  way  unchanged,  they  are  supposed  to  discharge 
into  each  other.  According  to  this  hypothesis,  the  two  metals  are  in 
opposite  electrical  states,  one  being  positive,  the  other  negative ;  these 
states  becoming  at  once  destroyed  by  the  intervening  fluid.  This  theory 
aasamfid  that  the  whole  effect  of  the  apparatus  is  but  a  disturbance 
aad  reproduction  of  electrical  equilibrium.  This  view,  however,  can- 
not be  maintained,  since  it  involves  an  impossibility : — the  production 
of  a  continual  current,  flowing  on  against  a  constant  resistance,  with- 
out any  consumption  of  the  generating  force. 

2«  On  the  other  hand,  Fabbroni,  Davy,  Wollaston,  and,  above  all,  in 
our  day,  Faraday,  De  la  Rive,  and  Becquerel  have  sought  to  establish 
that  the  Voltaic  excitement  was  only  the  reciprocal  of  the  chemical 
action ;  and  as  this  was  more  intense,  and  properly  directed,  so  was 
the  pile  more  powerful.  In  addition  to  the  statements  and  arguments 
already  adduced,  it  is  proper  here  to  consider  the  ground  of  these  two 
views,  and  somewhat  more  in  detail. 

3.  A  third  view  or  theory  of  the  pile  has  been  advanced  by  Peschel, 
which  he  calls  the  molecular  theory,  and  which  rests  on  a  sort  of  middle 
ground  between  the  contact  and  the  chemical  theories. 

897.  Volta'8  contact  theory. — The  advocates  of  this  mode  of  ex- 
plaining the  action  of  the  pile  (embracing  nearly  the  whole  body  of  the 
Qerman  physicists),  contend  that  they  have  experimentally  established 
the  following  points  in  support  of  Volta's  theory,  viz. :  Ist,  That  Volta's 
original  experiments  demonstrate  the  fact  beyond  question,  that  the 
simple  contact  of  heterogeneous  metals  does  produce  an  electrical  cur- 
rent (846).  2d,  That  in  some  cases,  when  a  purely  chemical  action 
exists  between  a  fluid  and  one  of  the  two  metals  immersed  in  it,  the 
contact  of  the  metals  arrests  this  action,  and  an  opposite  action  com- 
mences. 3d,  That  there  are  even  cases  of  hydro-electric  combinations, 
in  which  electrical  action  exists,  without  any  chemical  action  whatever 
on  the  electromotors.  4th,  The  advocates  of  this  view  further  contend 
thai  chemical  action  is  never  the  primitive  cause  of  electrical  excite- 
ment ;  although  some  do  not  question  the  influence  of  chemical  action 
in  promoting  and  increasing  the  excitement  originally  due  to  contact. 

Since  scarcely  any  chemical  action,  or  none  at  all,  occurs  in  a  con- 
stant battery  without  contact,  it  is,  with  reason,  urged  that  contact  of 
the  heterogeneous  metals  is  the  one  indispensable  prior  cause  of  the 
Voltaic  current.  Hence  the  real  difficulty  seems  to  be,  to  decide  what 
■hare  chemical  influence  really  has  in  exciting  the  electrical  action. 
Want  of  space  prevents  our  giving  the  evidence  in  detail  upon  which 
68 
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the  advocates  of  the  contact  theory  rely  for  the  support  of  the  abort 
propositions. 

898.  The  chemical  theory  assumes  the  electrical  current  to  be  the 
reciprocal  of  the  chemical  action  in  the  cells  of  the  battery,  and  that 
chemical  action  is  essential  to  the  production  of  such  a  current . 

De  la  Rive  demonstrated  this  latter  point  in  the  following  manner: 
A  pair,  formed  of  two  plates,  one  of  gold,  the  other  of  platinum,  was 
plunged  into  pure  nitric  acid,  without  the  development  of  any  current; 
by  the  addition  to  the  nitric  acid  of  a  single  drop  of  chlorohydric  acid> 
a  very  decided  current  was  obtained  from  the  gold  to  the  platinam 
through  the  liquid.  In  the  first  case  there  was  no  chemical  action ;  in 
the  second  case,  the  gold  was  attacked,  and  the  platinum  was  not,  or 
more  feebly. 

The  laws  of  electrolysis,  first  demonstrated  by  Faraday,  as  already 
stated  (890),  lend  the  evidence  of  mathematical  certainty  to  the  chemi- 
cal theory  of  the  pile,  ^ce  we  thus  reach  the  unavoidable  conclasion 
that  an  equivalent  of  electricity  is  a  chemical  equivalent,  and  so  briog 
the  discussion  down  to  the  rigid  test  of  the  balance,  the  iiZ^nia  raUo 
of  chemists  and  physicists. 

In  addition  to  the  laws  of  Faraday,  already  rehearsed,  are  the  fol- 
lowing : — 

Laws  of  the  disengagement  of  eleotricity  by  chemical  action, 
first  stated  by  M.  Becquerel : — 

Ist.  In  the  combination  of  oxygen  with  other  bodies,  the  oxygen  Ukea  the 
electro-poBitive  substance,  and  tbe  combustible  the  electro-negative. 

2d.  In  tbe  combination  of  an  acid  with  a  base,  or  with  bodies  that  act  at  such, 
the  first  takes  the  positive  electricitj,  and  the  second  the  negatiTe  electricity. 

3d.  When  an  acid  acts  chemically  on  a  metal,  the  acid  is  electrified  positirely, 
and  the  metal  negatively  :  this  is  a  consequence  of  the  second  law. 

4th.  In  decompositions,  the  electrical  effects  are  the  reverse  of  the  preceding. 

5th.  In  double  decompositions,  the  equilibrium  of  the  electrical  forces  is  not 
disturbed. 

The  qaantity  of  electricity  required  to  prodace  chemical 
action  is  enormous,  compared  with  the  amount  of  statical  electricity 
disturbed  by  the  common  frictional  machine.  Faraday  has,  in  his 
masterly  way,  demonstrated  this  fact  by  simple  experiment. 

He  has  shown  that  the  quantity  of  Voltaic  electricity  requisite  for  decomposing 
one  grain  of  water,  would  be  sufficient  to  maintain  at  a  red  heat  a  wire  of  plati- 
num about  one  one-hundredth  of  an  inch  (y Jj)  in  diameter,  during  three  minutes 
forty-five  seconds,  the  time  requisite  to  effect  the  perfect  decomposition  of  the 
grain  of  water.  The  quantity  of  frictional  electricity  required  to  produce  the 
same  effect,  would  be  that  furnished  by  eight  hundred  thousand  discharges  of  » 
battery  of  Leyden  jars,  exposing  three  thousand  five  hundred  square  inches  of 
surface,  charged  with  thirty  turns  of  a  powerful  electrical  machine. 

Becquerel,  by  a  different  mode  of  experiment,  arrived  at  neariy  the  stsM 
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twalifi  Therefore,  to  deoon  pose  a  grain  of  water,  requires  an  amount  of  elec- 
tricity equal  to  that  fumisted  by  the  discharge  of  an  electric  pane  haying  a 
surface  of  thirty-two  acres.  *^  Equal  to  a  rery  powerful  flash  of  lightning." 
'*  This  view  of  the  subject  gives  an  almost  overwhelming  idea  of  the  extraordi- 
nary quantity  of  electric  power  which  naturally  belongs  to  the  particles  of 
matter."    (Faraday  Ezpt  Res.,  863-861.) 

899.  Polarization  and  transfer  of  the  elements  of  a  liquid. — 
The  electroKshemical  theory  has  been  much  expanded  by  the  researchets 
of  De  la  Riye;  he  explains  the  phenomena  of  polarisation  and  the 
transfer  of  the  elements  of  a  liquid  in  the  following  manner : — 

His  theory  assumes  that  every  atom  has  two  poles,  contrary,  hut  of  the  same 
force.  The  different  kinds  of  atoms  differ  from  each  other  in  that  some  have  a 
Bkore  powerful  polarity  than  others.  When*  two  insulated  atoms  are  brought 
near  each  other,  they  attract  each  other  by  their  opposite  poles;  the  positive 
pole  of  that  which  has  the  strongest  polarity  unites  with  the  negative  pole  of 
that  which  has  the  feeblest  polarity.  A  compoand  atom,  when  insulated,  has 
therefore  two  contrary  polarities  between  the  poles  of  a  pile ;  for  example,  the 
atom  is  so  arranged  that  its  -|-  pole  is  turned  to  the  platinum  (or  —  side)  of 
the  pile,  and  the  —  pole  is  turned  to  the  zinc  (or  -j-  side)  of  tiie  pile.  This 
same  action  occurs  with  other  atoms,  so  that  there  is  produced  a  chun  of  polar- 
ised particles  between  the  poles  of  the  pile. 

The  oxygen  of  the  particle  of  water  nearest  the  zinc  becomes  negative, 
oecause  of  its  affinity  for  the  zinc,  and  the  hydrogen  becomes  positive.  The 
other  particles  of  water  become  similarly  electrified  by  induction,  but  the 
platinum  has  become  negative  by  induction  from  the  zinc,  and  therefore  is  in  a 
condition  to  take  up  the  positive  electricity  from  the  zinc  of  the  contiguous 
hydrogen.  The  action  now  rises  high  enough  for  the  zinc  and  the  oxygen  to 
combine  chemically  with  eaoh  other.  The  oxyd  of  zino  thus  formed  dissolves 
in  the  liquid  (dilute  sulphuric  acid),  and  is  thus  removed.  But  the  partible  of 
I^ydrogen  nearest  the  zinc,  now  seizes  the  oppositely  electrified  oxygen  of  the 
adjacent  particle,  producing  a  fresh  atom  of  water.  The  particle  of  hydrogen 
which  terminates  the  flow  is  electrically  neutralized  by  the  platinum,  to  which  it 
imparts  its  excess  of  positive  electricity,  and  escapes  in  the  form  of  gas ;  and 
other  particles  of  water  are  continually  produced,  to  supply  the  place  of  those 
decomposed,  and  thus  continuous  action  is  maintained.  These  changes,  con- 
tinually taking  place,  furnish  an  uninterrupted  flow  of  electricity,  which  is 
conveniently  termed  a  Voltaic  current. 

Other  instances  of  electrolysis  are  explained  in  a  similar  way. 

900.  Chemical  affinity  and  molecular  attraction  distinguished. 
— According  to  De  la  Rive,  and  in  support  of  the  view  of  the  polarity 
of  atoms,  the  distinction  between  chemical  affinity  and  molecular 
attraction  is  as  follows :  chemical  aflnity  is  the  attraction  of  atoms, 
opernting  by  their  contrary  electric  poles,  which  come  into  contact, 
while  physical  attraction  results  from  the  mutual  attractive  action  that 
the  atoms  ^ercise  over  each  other  in  virtue  of  their  masses.  This  last 
attraction  is  never  able  to  produce  contact,  because  of  the  repulsive  force 
of  the  ether  which  envelops  the  atom,  and  which  increases  in  proportion 
aa  the  sphere  which  separates  the  attracted  atoms  diminishes  (146). 

901.  Peschell's  molecular  theory  of  the  pile. — ^Resting  upon  the 
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Opinion  long  held  bj  many  chemists,  that  those  forces  which  He  at  the 
basis  of  adhesion,  and  those  which  cause  chemical  affinity  are  not  esaen- 
tiallj  different,  Peschel  holds  that —  When  electricity  t>  generated  in  any 
Vdtaic  arrangement,  it  results  from  a  molecular  change,  brought  about 
in  the  touching  bodies  by  the  adhesive  force  which  subsists  between  them. 
This  theory  possesses  the  adyantage,  that  no  new  power  need  bo  assnned  to 
exist,  whereas  the  contact  theory  demands  the  existence  of  an  "  eUcfro-motin 
force,'*  of  which  we  know  nothing.  It  also  accounts  for  the  production  of  elee- 
tricity,  apart  from  any  chemical  action.  In  common  with  the  chemical  hypo- 
thesis, it  deduces  tho  phenomena  of  the  single  battery  from  the  molecular  forces; 
it  considers  thr  fluid  not  morely  as  a  conductor  of  electricity,  but  as  engaged  in 
its  production,  and  that  the  elements  of  the  battery,  by  the  physical  changes 
which  they  undergo,  are  the  actual  sources  of  electricity;  that  iheir  contact 
renders  this  change  possible,  and  it  is,  therefore,  the  occasion,  and  not  the  gene- 
rating cause,  by  which  the  electricity  is  produced.  By  this  view,  the  chemical 
hypothesis  is  only  a  special  case  of  the  molecular.  The  simultaneoas  com- 
mencement of  chemical  action  with  the  development  of  electricity,  and  the 
circumstance  that  the  chemical  intensity  of  a  simple  Voltaic  arraDgement 
increases  and  decreases  as  the  chemical  action  on  the  fluid  conductor,  and  on 
the  elements  of  the  battery  is  greater  or  less,  Ailly  accords  with  the  statements 
of  this  theory.  It  follows,  hence,  that  the  electrical  and  molecular  forces  are  one 
and  the  same,  and  that  the  latter  appears  as  electricity  whenever  it  passes  from 
one  mode  of  operation  into  the  other,  as,  e.  g.,  when  it  ceases  to  bold  theelemeati 
of  the  water,  and  so  ozydixes  the  sine. 

2  4.  Electro-Dynamics. 

I.    XLBCTRO-MAONETISM. 

902.  Qaneral  lawa. — ^Electro-dynamics  is  that  department  of  physics 
devoted  to  the  mutual  action  of  Yolta-electric  currents.  These  are 
distinct  from  the  phenomena  of  static  electricity.  The  phenomena  of 
electro-dynamics  may  all  be  arranged  under  the  following  general 
propositions. 

1.  Every  conductor,  conveying  a  current  of  eUetricUy,  affieets  a  fret 
needle  ^  a  magnei  would  do. 

2.  Electric  currents  affect  each  other  like  magneU. 

3.  A  magnei  acts  upon  an  electric  current  as  a  second  current  wotdd 
have  done. 

4.  Electric  currents  in  conductors  excite  similar  currents  in  other  eon- 
ductors  within  their  influence, 

5.  Magnets  excite  electric  currents,  and  all  the  electrical  effects  depend- 
ing upon  them. 

Hence,  when  magnetism  is  excited  by  electric  currents,  it  is  called 
electro-magnetism :  and  inversely,  when  electrical  currents  resalt  from 
magnetism,  they  are  called  mctgneto-electrical  currents. 

It  is  impossible,  in  our  narrow  limits  of  spaoft,  to  consider  each  of  these  pro- 
positions in  full  detail.  We  shall  endeavor,  however,  to  present  Ihoee  pheaa- 
mona  and  t-heir  applicati'tns  whioh  are  of  most  general  interest 
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903.  CBnted'B  diaoovexy.— In  1819-20,  Prof.  Hans  Gbristian  CEr- 
Bted,  of  Copenhagen,  in  a  coarse  of  researches  upon  the  relation  of  the 
Voltaic  apparatus  to  the  magnet,  made  the  discovery  of  the  fundamental 
hct  of  electro-magnetism,  stated  in  the  first  of  the  foregoing  proposi 
tkmB.  Many  physicists  had  before  sought  to  evolve  the  phenomena 
•f  magnetism  from  the  battery ;  but  in  vain,  because  they  proceeded 
irithout  connecting  the  poles  by  a  conductor,  in  vrhich  case,  of  course 
(as  we  now  clearly  see),  the  power  of  the  apparatus  is  dormant,  like 
stagnant  statical  electricity  in  an  unexcited  conductor.  (Erated  closed 
ike  battery  circuit  by  a  conductor;  and  therein  rests  his  discovery.  lie 
found  when  such  a  conjunctive  wire  was  approached  to  a  free  needle, 
that  the  needle  was  influenced  by  it,  as  if  he  had  used  a  second  mag- 
net :  in  other  words,  the  conducting  wire,  of  whatsoever  metal  it  might 
happen  to  be,  had  itself  become  a  magnet. 

If  positive  electricity  flows  from  south  to  north  over  a  horizontal 
conducting  wire,  placed  in  the  magnetic  meridian,  then  a  free  magnetic 
needle,  b  a,  fig.  G53,  would  have  its  north  end,  6,  deflected  to  the  vicsi, 
653  654 


if  it  is  placed  beiou)  the  conducting  vrire,  and  to  the  eaet  if  it  is  placed 
above  the  wire.  If  the  needle  is  placed  on  the  east  side  of  such  a  con- 
ductor, its  north  end  is  depressed,  if  on  the  west  side  of  the  wire,  the 
north  end  of  the  needle  is  raised.  Reversing  the  direction  of  the  cur- 
rent, reyerses  all  these  movements. 

The  rectangle,  fig.  654,  surrounding  the  magnetic  needle,  has  three 
connections,  by  the  use  of  which  the  current  may,  at  pleasure,  be  sent 
above  or  below  the  needle. 

(Ersted  also  found  that  only  needles  of  steel  or  iron  were  thus  affected,  and 
not  those  of  brass,  lao,  and  other  non-magnetio  substances.  He  called  the  con- 
doctor  a  "  con/uncfire  wiVf,"  and  he  describes  the  effect  of  the  electric  current 
(or  tbe  ^  electric  conflict,"  ae  he  calls  it),  aa  resembling  a  helix  ;  and  that  it  is 
oot  confined  to  tbe  wire,  but  radiAtes  an  influence  at  some  distance. 

The  effect  of  (Ersted's  discovery  was  remarkable.  The  scientific  world  yraa 
ripe  for  it,  and  tbe  truth  b^  thu8  struck  out  was  instantly  seized  upun  by  Arago, 
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Ampdre,  Dary,  and  a  crowd  of  philosophers  in  all  eonntries.  The  aedviiy  viti 
which  this  new  field  of  research  has  been  enhirated,  bat  Derer  relaxed^  even  to 
this  hour ;  while  it  has  borne  fruit  in  a  multitude  of  important  theoretical  ano 
practical  truths,  among  which  is  the  elbctro-kagketic  teleorapb,  one  of  thi 
great  features  of  this  age. 

904.  The  electro-magnetio  current  moves  at  right  angles 
to  the  course  of  the  conjunctive  wire. — Let  a  current  flow 
over  a  conductor  in  the  direction  of  the  arrow,  1 
a  small  bar  of  soft  iron,  or  a  stoel  sewing- 
needle,  held  vertically  before  this  wire,  be- 
comes instantly  a  magnet,  with  its  N.  pole 
toward  the  earth — place  the  rod  of  iron  on  the 
opposite  side  of  the  conjunctive  wire,  and  its 
polarity  is  instantly  reversed,  as  in  the  figure.  Revolve  it  in  either  posi- 
tion in  a  vertical  plane  at  right  angles  to  the  conjunctive  wire,  and  the 
induced  poles  will  retain  their  relation  to  the  current  in  every  position ; 
t.  e.,  the  end  marked  N.  in  the  figure,  will  remain  north  at  every  point 
of  the  revolution.  If  a  steel  needle  is  used,  it  retains  polarity  after 
the  current  ceases  to  act  on  it.  If  the  bar  or  needle  be  laid  parallel  to 
the  conjunctive  wire,  then  the  two  aides  of  the  needle  or  bar  have  oppo- 
site polarities. 

Hence,  it  follows,  that  a  free  magnetic  needle  tends  to  place  itself  at  right 
angles  to  the  path  of  an  electro-magnetic  current  traversing  a  conjunctive  wire, 
and  were  the  needle  free  from  the  directive  tendency  of  terrestrial  magnetism, 
it  would  BO  place  itself.  The  electro-magnetio  current  is,  therefore,  a  tan^entiol 
force,  and  acts  tangentially  upon  a  free  needle. 

Simple  as  is  the  relation  between  the  electric  current  on  a  wire,  and  the  order 
of  polarity  induced  by  it  in  a  needle,  its  eorre't  expression  is  always  diflBcult. 
To  aid  its  exact  statement  by  some  simple  formula.  Ampere  lays  down  the 
following  rule : — 

The  north  pole  of  a  magnet  i>  invariably  deflected  to  Uie  left  of  the 
current  which  passes  between  the  needle  and  the  obs&ver,  who  it  to  have 
his  face  towards  the  needle^  the  electric  current  being  supposed  to  enter 
from  his  feci  and  pass  out  of  his  head. 

A  verification  of  these  cardinal  principles  by  actual  experiment,  is 
the  only  way  in  which  the  student  can  obtain  a  vivid  and  lasting  im 
pression  of  them. 

•  905.  Galvanometers  or  multipliers. — If  the  conjunctive  wire  is 
bent  into  a  rectangle,  fig.  656,  so  as  to  carry  656 

the  current  once,  or  many  times,  around  the  i 
needle,  then  the  effect  of  the  same  force  on  the  ' 
needle  is  multiplied  in  proportion  to  the  num- 
ber of  convolutions.     Thus   Schweigger  con- 
trived his  multiplier^  fig.  656,  composed  of  a 
flat  spool  of  fine  insulated  copper  wire  within  which  the  needle  was 
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saetpended.  By  this  means  a  very  feeble  cnireni  became  quite  sensible. 
For  ordinary  purposes,  a  few  turns,  or,  it  may  be,  three  hundred  or 
four  hundred  convolutions  suffice;  but,  for  particular  purposes,  and 
where  the   cur-  657  658 

rent  is  very  fee- 
ble, many  thou- 
sand feet  of  very 
fine  wire  are 
used. 

In  Xobili*9  dou- 
ble galvanometer, 
ao  astatic  needle 
(787),  ia  need,  in 

which  the  needles,  a  6,  b'  a',  fig.  657,  are  not 
quite  eqnal,  leaving  a  very  slight  directive 
force  only.  Fig.  658  shows  this  delicate  in- 
fltroment  in  its  most  perfect  form,  as  used 
in  determining  the  laws  of  transmission  of 
heat,  as  well  as  for  other  porpoMS  demand- 
ing a  very  sensitive  instrument  Only  the 
lower  and  stronger  needle  is  enclosed  in  the 
helix,  D,  while  the  system  ia  suspended  hy 
a  fibre  of  raw  silk,  beneath  a  glass  shade, 
leveled  by  three  screw  feet»  C.  The  ends 
of  the  spool  are  seen  at  B  K,  while  by  the 
head,  F,  the  whole  instrument  may  be  re- 
volved so  as  to  bring  the  wires  of  the  spool 
parallel  to  the  suspended  needle  at  rest, 
which  is  the  position  of  greatest  sensitive-  ^ 
ness.  The  sensitiveness  of  such  an  arrange-  " 
ment  is  very  great.  Suppose,  for  example, 
there  are  five  hundred  revolutions  in  the 
coil,  then  the  lower  needle  is  acted  on  one 
thousand  times,  and  the  upper  one  five  hundred  times  by  any  given  current ;  or 
the  original  force  of  the  current  is  multiplied  fifteen  hundred  times.  But  the 
directing  force  of  the  earth's  magnetism  on  a 
given  needle  is  proportional  to  the  squares  of  the 
vibrations  it  makes  (795).  Now,  assuming  that 
the  needles  alone  made  sixty  vibrations  in  a 
minute,  and  as  astatic  needles  only  ten,  then 
we  have  3600  :  100  as  the  numbers  representing 
the  effect  of  terrestrial  magnetism  in  the  two 
eases ;  or  it  is  thirty -six  times  less  in  the  astatic 
system  than  in  the  simple  needles,  and,  conse- 
quently, the  electric  current  will  affect  them 
thirty-six  times  more  than  if  they  were  not  asta- 
tic. The  deflecting  power  of  the  current  in 
question  will,  therefore,  be  increased  by  such  a 
galvanometer,  1500  X  36  =  54,000  times. 

A  less  expensive  form  of  galvanometer  is  seen  in  fig.  659, 
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90C.  The  tangents  or  sine  compass  galvanometer.  —  Tbla 
instrument,  invented  by  Poaillet,  is  designed  to  measare  carreots  of 
greater  intensity  than  can  1>e  measured  by  the  common  galvanometer. 
It  depends  on  the  established  principle,  that  the  intensity  of  a  cur- 
rent is  proportional  to  the  sine  of  the  angular  deviation  of  the  needle, 
the  angle  of  deviation  being  known,  and 
eonsequently  its  sine,  the  intensity  of  the 
turrent  is  expressed  in  terms  of  the  sine. 

Fig.  660  shows  the  arrangemont  of  this  instm- 
meut,  in  which  the  current,  entering  by  the  conduc- 
tors, 6  a,  through  the  ivory  piece,  E,  circulates  a 
few  times  only,  sometimes  only  once,  over  the  ver- 
tical circle,  M,  placed  in  the  magnetic  meridian. 
The  magnetic  needle,  »>,  is  deflected  upon  the  hori- 
lontal  circle,  N,  in  proportion  to  the  force  of  the 
current  in  M,  and  a  silver  index  needle,  n,  serves 
to  record  the  angular  deviation  of  m  from  its  neu- 
tral point.  When  the  needle  is  at  rest,  the  vertical 
circle,  M,  is  revolved  upon  the  standard,  0,  by  the 
button.  A,  until  its  plane  coincides  with  the  plane; 
of  deviation  of  m,  and  this  angular  distance  is^ 
then  read  off  by  the  vernier,  C,  upon  the  lower 
graduated  circle,  U.  This  galvnnometer,  or  a 
simpler  modification  of  it,  is  the  form  of  instruBent  generally  used  in  electro- 
magnetic researches. 

907.  Rheostat. — This  simple  contrivance  of  Wheatstone's  serves  to 
introduce  a  longer  or  shorter  conducting  wire  into  any  circuit,  the  in- 
tensity of  which  it  is  proposed  to  measure  by  the  galvanometer. 

Since  the  intensity  of  the  current  is  inversely  as  the  length  of  the  cirevit  (880), 
we  may,  by  increasing  or  diminishing  that  g.. 

length,  produce  from  any  current  a  deter- 
minate deviation  (say  30°),  on  the  galva- 
nometer. Fig.  661  shows  this  arrangement, 
composed  of  two  equal  and  parallel  cylin- 
ders, one  of  wood,  B,  and  the  other  of  brass, 
A,  supported  in  a  frame-work  and  revolving 
on  their  centres.  B  is  provided  with  a  spi- 
ral groove,  in  which  the  turns  of  a  copper 
conducting  wire  may  be  laid.  One  end  of  ; 
this  wire  is  at  o,  in  connection  with  the  cur-  ^ 
rent  pole,  o.  The  wire  may  all  be  wound  ; 
on  B,  in  which  case  the  current  passes  j 
tlirough  its  whole  length,  and  escapes  at  n,  ' 
through  the  metallic  connection  of  its  end, 
e,  with  A.  If  it  is  desired  to  shorten  the 
conductor,  the  handle,  rf,  is  put  on  the  axis,  c,  and  A  is  revolved  from  left  to 
right,  until,  as  in  the  cut,  one-half,  for  example,  of  the  conductor,  is  wound  on 
A.  But  A,  being  a  metallic  conductor,  the  current  passes  to  »  by  the  shortest 
course,  aud  the  only  part  of  the  wire  in  action  is  what  remains  wound  on  B, 
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and  this  quantity  is  read  off  by  an  index  and  graduation  engraved  on  the  tarthoi 
ends  of  the  cylinders.    This  apparatus  is  indispensable  in  exact  observaiions. 

908.  Ampere's  electro-magnetic  disooverieB  and  theory. — Im-^ 
mediately  after  the  first  anDOuncement  of  (Ersted's  discovery  of  the 
magnetic  powers  of  a  conjunctive  wire,  Ampere,  one  of  the  most  re* 
nowned  of  the  French  physicists  (bom  1755— -died  1836),  commenced  a 
series  of  experiments  (September,  1820)  to  determine  the  laws  con- 
cerned in  these  curious  phenomena.  Of  three  principal  hypothesis 
which  he  framed  to  this  end,  he  finally  accepted  and  demonstrated  the 
following,  viz. : — 

A  magnet  is  composed  of  independent  elements  or  molecules^  which 

let  as  if  a  closed  electric  circuit  existed  within  each  of  them :  in  other 

words,  each  of  these  magnetic  molecules  may  be  replaced  by  a  ca9\junctioe 

,  wire  bent  on  itself,  in  which  a  constant  current  of  electricity  is  maintained^ 

as  from  a  Voltaic  circuit. 

This  hypothesis  be  maintained  by  singularly  ingenious  experiments,  many  of 
iriiieh  were  the  direct  suggestion  of  the  hypothesis  itself,  and  he  brought  ally 
by  his  power  of  mathematical  analysis,  into  exact  conformity  with  bis  theory. 
This  theory  recognises  only  such  forces  as  are  common  to  mechanical  physies^ 
and  often  called  **puth  and  pull"  forces.  These  forces  are  mutual,  and  belong 
to  all  electric  currents.  In  permanent  magnets,  the  minute  circular  and  parallel 
currents,  pertaining,  by  this  theory,  to  each  magnetic  molecule,  all  act  at  right 
angles  to  the  magnetio  axis  or  line  of  force.  Hence,  as  in  (Ersted's  experiment 
(903),  the  magnetie  needle  strives  to  place  itself  at  right  angles  to  the  path  of 
the  current  on  the  conjunctive  wire,  it  follows,  that  currents  in  the  magnet  seek 
a  parallelism  to  that  in  the  conjunctive  wire.  Qranting  this  to  be  true,  it  fol- 
lows, as  a  corollary  from  the  premises, — 

1st.  That  two  free  eondneHng  unret  mwt  attract  or  repel  each  other,  according 
to  the  direction  of  the  currenta  in  them. 

2d.  That  a  conjunctive  voire  may  be  made  in  all  reepeete  to  eimulate  a  magnet. 

909.  Mutual  action  of  electric  currents. — ParctUd  currents  attract 
each  other  when  they  flow  in  the  same  direction.  Thus,  in  fig.  662,  where 
the  arrows  and  the  signs  -f  and  —  indicate  the  flow  of  the  currents  to 
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be  identical,  there  is  attraction,  while,  in  fig.  663,  the  same  signs  show 
the  carrents  to  be  reversed,  in  conformity  to  the  law  that : — Parallel 
currents  repel  each  other  when  their  directions  are  opposite.  To  illustrate 
these  laws  experimentally,  one  of  the  conductors  should  be  fixed, 
and  the  other  movable.  The  following  simple  apparatus  also  illus- 
trates these  laws,  and  several  other  points  of  interest  presently  to  be 
noticed. 
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De  Ifa  Rive*B  floating  current,  fig.  664,  is  a  litUe  batterj  of  amalea* 
mated  sine,  »,  and  copper,  c,  or  Kino  and  platinum,  set  afloat  by  a  disc  of  0ork« 
a  5,  whose  poles  -|-  ^i^^  —  ^i^  connected  by  a  conjunctive  664 

wire, «  L  When  ibis  litUe  float  is  placed  in  a  vessel  of  acidu- 
lated water  (water  with  one-twentieth  sulphuric  acdi),  an 
electric  current  flows  in  the  direction  of  the  arrow.  Then  < 
join  the  polea  of  a  single  cell  of  Grove's  or  Bmee's  battery 
by  a  coigunctive  wire  of  convenient  length,  and  stretching 
the  wire  between  the  two  hands,  approach  it  parallel  to  »t; 
if  the  current  is  flowing  in  the  same  direction,  the  float  will  be  attracted  to  the 
wire  in  the  hands ;  if  otherwise,  repulsion  is  seen.  If  the  two  wires  are  not 
parallel  to  each  other,  then  the  movable  current  seeks  to  take  up  a  position  of 
parallelism,  or  one  in  which  the  two  currents  have  a  similar  direction.  A  little 
rectangular  frame  of  wood  3  X  ^  ^°*»  ^^7  ^  wound  with  ten  or  twelve  turns  of 
fine  copper  wire,  covered  by  silk  in  the  manner  of  a  665 

galvanometer,  and  its  free  ends  connected  with  a  bi^ 
tery  will  give  a  stronger  current.  By  simply  turning 
the  frame  in  the  hand,  the  direction  of  the  current  is 
reversed. 

RogefB  OBCillatlng  spiral,  fig.  665,  also  illus- 
trates the  law  of  attraction  of  parallel  conductors.  Here 
the  conductor  is  coiled  into  a  spiral,  which  is  suspended 
firom  the  top  of  an  upright  metallic  standard  in  con- 
nection with  one  pole  of  a  battery,  while  the  other  end  | 
dips  into  mercury  in  the  glass,  in  connection  with  the 
other  pole,  K.  When  the  poles  are  joined,  each  turn  of 
the  spiral  attracts  the  next  turn,  shortening  the  spiral, 
and  breaking  the  mercurial  connection,  with  a  spark.  The  weight  of  the  spiral 
then  restores  the  connection,  and  thus  a  continuous  oscillating  movement  is 
kept  up. 

We  add  the  following  general  propositions  on  this  snbject. 

1.  Two  currents  following  each  other  in  the  same  direction,  as  aim 
different  parts  of  the  same  current,  repel  each  other. 

2.  Two  fixed  currents  of  equal  intensity,  flowing  near  and  parallel 
to  each  other  in  opposite  directions  (as  when  the  same  wire  returns  on 
itself  without  contact),  exert  no  influence  on  a  fixed  current  running 
near  them:  in  other  words,  they  exactly  neutralize  each  other,  and 
their  effect  is  null. 

The  rotation  of  electric  conductors  about  magnets,  and  the  revefue ; 
the  rotation  of  ^  magnet  on  its  own  axis  by  an  electric  current,  and  the 
rotation  of  electrical  conductors  about  each  other,  are  all  points  most 
curious  and  instructive  to  trace,  did  space  permit.  The  student  will 
find  these  principles  very  neatly  illustrated  by  appropriato  apparatus 
in  Davis's  Manual  of  Magnetism.  The  researches  of  Henry,  Page,  and 
other  American  physicists,  have  made  very  important  additions  to  this 
department  of  physics. 

910.  Heliz,  solenoid,  or  electro-dynamic  spiral. — By  winding 
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the  conjunctive  wire  into  a  helix,  as  in  fig.  666,  and  carrying  the  wire 
back  again  throagh  the  axis  of  this  Mt 

spiral,  C  B,  the  effects  of  the  current  ^  — -*-         _        ^^^^^.^^^ 
from  A  to  6,  will  be  neutralized  by    ^^_  AQ?Cm 
its  return  from  B  to  C,  and  there  will 

remain  only  the  effect  due  to  its  spiral  revolution  about  C  B.  Ampere 
called  this  form  of  the  wire  a  solenoid.  The  effect  of  the  helix  thus 
wound,  is  reduced  solely  to  the  influence  of  a  series  of  equal  and 
parallel  circular  currents.  By  winding  the  silk-covered  wire  in  the 
manner  shown  in  fig.  667,  the  two  ends  of  the  coil  are  returned  to  the 
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centre  of  gravity,  and  being  pointed 
with  steel,  the  whole  system  can  be 
conveniently  suspended,  as  in  fig.  668, 
upon  what  is  called  an  Ampere's 
frame,  in  which  the  arrows  show  the 
course  of  the  current  from  the  battery 
to  the  helix  or  solenoid  thus  suspended.  ""  -w-w^^-w^w^ww^^ 
When  the  current  is  established,  the  axis  of  the  solenoid,  AB,  swings 
into  the  magnetic  meridian,  while  its  several  spires  are  in  the  plane  of 
the  magnetic  equator.  This  position 
it  assumes  in  obedience  to  the  soli- 
dtation  of  terrestrial  magnetism; 
consequently  it  simulates  in  all  re- 
spects the  character  of  a  magnetic 
needle,  although  possessing  not  a 
particle  of  iron  or  steel  in  its  struc- 
ture. If  a  second  helix,  b,  through  | 
which  also  a  current  passes,  is  now  1 
presented  to  the  first,  as  in  fig.  668,  all  the  phenomena  of  attraction 
and  repulsion  will  be  seen,  the  action  of  the  two  helices  or  solenoids 
being  to  each  other  exactly  like  those  of  two  609 

magnets. 

De  La  Rive's  floating  current,  already  ex- 
plained in  {  909,  is  also  well  adapted  to  illustrate 
the  attractive  and  repulsive  influence  of  a  magnet 
on  a  free  conjunctive  wire,  as  well  also  as  its  obe- 
dience to  the  solicitations  of  terrestrial  magnet- 
ism. For  this  purpose  the  conjunctive  wire  is 
wound,  as  in  fig.  669,  into  a  helix.  Left  to  itself, 
this  apparatus  will  act  just  as  the  solenoid  on  the  frame,  fig.  668,  and 
will  obey  the  impulses  of  a  magnetic  bar,  or  of  another  solenoid. 
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911.  Directive  action  of  the  earth. — These  effects  are  expressed 
in  the  following  law : — 

Terrestrial  magfietism  ads  upon  eleciiic  currents  just  as  if  ike  emtre 
globe  was  encircled  with  electric  currents  from  E,  to  W,  in  lines  paraUlel 
to  the  magnetic  equator. 

The  direction  in  which  these  currents  are  supposed  to  move  is  the 
same  with  the  apparent  motion  of  the  sun,  and  the  one  in  which  the 
earth's  surface  receives  its  advancing  rays ;  and  since  it  is  now  known 
that  electrical  currents  generated  by  heat  exert  precisely  the  same 
influence  on  the  magnetic  needle  as  Voltaic  currents  do,  therefore  it 
has  been  inferred  that  the  thermal  action  of  the  sun  is  the  generating 
and  maintaining  cause  of  the  currents  of  terrestrial  magnetism  (801). 

912.  Magnetizing  by  the  heliz. — We  have  already  (805)  described 
a  mode  of  producing  magnets  from  an  electrical  current.  The  expla- 
nation of  this,  after  all  that  has  been  said,  is  easy.  As  each  volute  of 
the  helix,  carrying  an  electric  current,  is  itself  an  active  magnet,  it  is 
easy  to  conceive  that  under  the  united  influence  of  a  great  number  of 
such  circular  and  parallel  currents,  the  coercitive  force  of  a  steel  bar, 
or  bar  of  soft  iron,  should  be  decomposed,  and  active  magnetism  be 
thus  induced,  permanent  or  transient,  according  as  steel  or  iron  is  the 
subject  of  experiment.  Even  a  series  of  sparks  from  an  excited  elec- 
trical machine,  passed  through  a  helix,  will  magnetize  a  steel  needle. 

The  position  of  the  poles  in  a  bar  so  aitaated  will  depend  on  the  right-handed 
or  left-handod  twist  of  the  spire.  If  the  current  flows  from  -|~  to  — ,  and  the 
wire,  as  in  fig.  670,  turns  from  670 

left  to  right  (like  the  hands  of  ^    ^  ^   _ 

a  watch),  then  the  north  pole   -^A^/^'yT^     "^^J^JJ^^AmAm^  4-»> 

of  the  magnet  is  toward  the         ^^PB3C33PI3tO!Sgfayj'*'*^ 

left  J  but  if  the  spire  turns,  as  ^^  *^ 

in  fig.  671,  from  right  to  left, 

or  opposite  to  the  hands  of  /\  /\  ,-v   /\   vv    /\  ^^ 

a  watch,  then  the  poles  are    Zl^  djaHd^d^sHsiisdi^^^  i^ 

reversed.    The  following  aim-         ^Om^fm^mtnk^  u^ m  '  y^WmW^^i    I 

pie  formula,  by  Faraday,  will 

always  enable  the  student  to  ^'^ 

obtain  definite  notions  of  the  polarity  of  the  helix : — "  Let  a  person,"  observe 

Faraday,  "  imagine  that  he  is  looking  down  upon  the  dipping  needle,  or  north 

magnetic  pole  of  the  earth,  and  then  let  him  think  upon  the  direction  of  the 

motion  of  the  hand  of  a  watch,  or  of  a  screw  moving  direct;  currents  in  that 

direction  would  create  such  a  magnet  as  the  dipping-needle." 

If  the  helix  is  wound  on  a  tube  of  glass,  paper,  or  wood,  these  snbstaneea 
offer  no  resistance  to  the  passage  of  the  power ;  but  if  a  tube  of  copper  or  other 
metal  were  employed,  the  magnetising  power  of  the  current  on  the  enclosed  bar 
would  be  destroyed. 

If  the  same  helix  is  wound  in  two  opposite  directions,  af  in  fig.  672,  then,  accord* 
ing  to  the  direction  of  the  current,  there  will  be  a  pair  of  north  poles  at  the 
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point  of  reversal  in  the  ceLtre  (or  a  pair  of  south  ones),  and  the  tu-o  ends  will 
have  the  same  name.     A  bar  of  steel  placed  in  such  a  helix  g<^2 

frill  remain  permanently  an  anomalous  magnet  (779).  .  Re- 
versing the  position  of  the  bar  in  the  helix,  or  reversing  the 
position  of  the  electrodes  in  the  binding  cups,  will  reverse 
its  polarity. 

Aiago'B  original  ezperiment.— If  a  short  conjunc-  , 
tive  wire  of  copper,  or  any  non-conducting  metal,  is  strewn 
with  iron  filings,  they  will  arrange  themselves  aa  seen  in 
fig.  673,  not  bristling  aa  in  the  magnetic   phantom,  with 
opposite  polarities  (777),  but  in  close  concentric  rings,  disposed  over  the  whole 
length  of  the  conductor.   This  fact  was  observed  073 

by  Arago,  in  1824,  and  by  others,  before  the 
application  of  the  helix  to  the  induction  of 
magnetism  in  soft  iron. 

When  the  helix  is  closely  wound  with  many 
turns  of  insulated  wire,  and  excited  by  a  bat- 
tery of  considerable   quantity,  a  cylinder  of 
soft  iron,  as  a  fr,  in  fig.  674,  will  be  drawn  into 
h  from  the  position  seen  in  the  figure,  with  great  power,  and,  after  several 
oscillations,  will  come  to  rest  in  the  middle  of  its  length,  in 
opposition  to  gravity,  realizing  the  fable  of  Mahomet's  coffin, 
suspended  in   mid  air  without  visible  support     This   axial 
movement  is  availed  of  in  the  electro-magnetic  engine. 

913.  Electro-magnets. — Electromagnets  are  masses 
of  soft  iron  wound  with  coils  of  closely  packed  and  insu- 
lated copper  wire,  varying  in  size  and  length,  according 
to  the  use  to  be  made  of  them.  Fig.  675  shows  the 
usual  form  of  those  designed  to  sustain  great  weights. 
The  spools,  A  and  B,  are  virtually  continuations  of  one  spool,  the  direc- 
tion of  the  whorl  being  apparently  reversed  by  the  bend  of  the  horse- 
shoe. If  a  lever  of  the  third  order  (113)  is  used  as  a  steelyard,  the 
lumber  of  heavy  weights  is  avoided  in  the  use  of  these  instruments, 
and  the  power  of  the  apparatus  is  easily  tested. 

Electro-magnets  develop  their  surprising  power  only  when  the  arma- 
ture is  in  contact  with  the  poles,  a  fact  due  to  induction ;  without  their 
armatures,  they  sustain  not  a  tenth  part  of  their  maximum  load.  They 
are  capable  of  over-saturation  by  an  excess  of  battery  power,  and  after 
that  ha8  been  cut  off,  they  retain  a  remarkable  residual  force  so  long 
as  the  keeper  is  in  place,  but  as  soon  as  the  armature  is  detached,  the 
whole  of  this  residual  magnetism  is  lost.  Their  polarity  is  instanta- 
neously reversed  by  reversing  the  poles  of  the  battery.  This  complete 
and  immediate  paralysis  and  reversal  of  power,  renders  these  magnets 
of  inestimable  value  in  experimental  researches. 

Sturgeon,  of  England,  in  1825,  appears  to  hare  been  the  first  to  produce  soft 
54 
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iron  olectro-magnets.     ProC  Henry,  and  Dr.  Ten  Eyck,  in  1830,  produced  tbe 
first  electro-magnets  of  great  power,  by  a  new  mode  of  winding  the  indncing 
coil.     (Am.  Jour.  Sci.  [1]  XIX.  400.) 
Prof.  Henry,  on  a  soft  iron  bar  of  fifty-nine  lbs.  weight,  used  twenty-six  coiJi 
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of  wire,  thirteen  on  each  leg,  all 
joined  to  a  common  conductor  by 
their  opposite  ends,  and  baring 
an  aggregate  length  of  seven  hun- 
dred and  twenty-eight  feet.  This 
apparatus,  with  a  battery  of  four 
and  seven-ninths  feet  of  surface, 
sustained  two  thousand  and  sixty- 
three  pounds  avoirdupois  :  with  a 
little  larger  battery  surface  it  sus- 
tained twenty -five  hundred  lbs. 
This  electro- magnet  was  con- 
structed for  Yale  College  Labora- 
tory, io  1831,  and  is  still  among 
their  instruments. 

Mr.  J.  P.  Joule  (Annals  of 
Electricity,  V.  187),  in  1840, 
constructed  soft  iron  electro- 
magnets of  peculiar  form,  be- 
ing in  fact  tubes  with  very 
^hick  walls  cut  away  on  one 
lido  lengthwise,  and  wound  in 
\he  directi)n  of  the  length ; 
one  of  which,  weighing  15  lbs., 
^eld  2090  lbs.,  equal  to  nearly 
L40  times  its  own  weight  It 
was  wound  with  4  covered  cop- 
per wires,  ^  inch  diameter,  and  each  23  feet.long  only,  the  length  of  the 
soft  iron  being  8  inches,  and  its  outer  diameter  three  inches.  Another 
magnet  weighing  1057  grains  supported  twelve  pounds,  or  1286  timet 
its  own  weight ;  and  a  very  minute  one,  which  weighed  only  63*3  grains, 
carried  on  one  occasion  1417  grains,  or  2834  times  its  own  weight  The 
last  is  more  than  eleven  times  the  proportionate  load  of  the  celebrat-ed 
magnet  of  Sir  Isaac  Newton,  {  806. 

914.  Page's  revolving  electro-magnet,  fig.  676,  affords  satisfactory 
evidence  of  the  great  rapidity  with  which  a  mass  of  soft  iron  may  receive  and 
part  with  magnetism,  having  its  polarity  reversed  also  by  a  change  of  position. 
In  this  instrument,  a  permanent  U-magnot  has  a  vertical  spindle  in  its  axis,  on 
the  upper  end  of  which  is  placed  a  mass  of  soft  iron,  destined  to  receive  induced 
magnetism  through  the  covered  wire  with  which  it  is  wound,  and  whose  ends  are 
represented  by  the  two  8:^rew  cups,  one  on  each  side.     By  a  simple  contrivance, 
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called  An  interrupter,  or  break-piece  (formed  by  sawing  a  silver  ferrule  on  tbt 
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axis  into  two  parts  by  vertical  slitfl),  the  continuity 
of  the  current  is  interrupted  twice  in  every  revolu- 
tion, when  the  position  of  the  armature  is  as  seen 
in  the  figure.  The  effect  of  this  arrangement  is  to 
paralyze  the  magnetic  force  at  the  right  instant  to 
permit  the  momentum  of  the  mass  to  carry  the 
armature  by  the  poles  of  the  fixed  magnet,  when 
the  battery  connection  is  again  completed,  new 
magnetism  induced,  and  the  motion  continued  as 
before.  Such  a  little  magnetic  engine  may  revolve 
with  a  velocity  of  2000  times  a  minute,  equal  to 
4000  reversals  of  polarity, — each  reversal  being 
accompanied  by  a  passive  interval,  when  the  soft 
iron  is  no  magnet 

915.  Power  of  electro-magnets. — ^The 
power  of  electro-magnets  depends,  Ist,  on  the 
intensity  of  the  current ;  2d,  on  the  number 
of  whorls  in  the  helix ;  3d,  on  the  kind  and 
shape  of  the  iron  bar ;  4th,  on  the  form  and  size  of  the  keeper  or  arma- 
ture. These  points  have  been  studied  by  Lenz  and  Jacobi,  and  many 
others,  of  whom  the  results  of  Dub  are  the  most  recent.  Dub  distin- 
guishes between  magnetism,  attraction,  and  sustaining  power,  in  electro- 
magnets, confining  the  term  magnetism  to  the  magnetic  excitation  due 
to  the  Voltaic  current.  Lenz  and  Jacobi  measured  this  by  means  of  the 
induced  current  excited  by  the  vanishing  of  the  magnetism  to  which  it 
is  proportional.  When  a  second  bar  of  soft  iron  is  caused  to  approach 
the  first,  this  also  becomes  magnetic  (by  induction),  and  by  n-fold  mag- 
netUmj  v?  times  the  attraction  is  produced ;  until  actual  contact  hap- 
pens, when  this  ratio  is  no  longer  maintained. 

Dub  gives  the  following  summary  of  his  results ; — 

1.  The  attraction  of  U-shaped  electro-magnets,  with  an  equal  number 
of  windings,  is  proportional  to  the  squares  of  the  magnetizing  current 
force. 

2.  The  attraction  of  U  magnets  is,  with  equal  currents,  proportional 
to  the  square  of  the  number  of  windings  of  the  magnetizing  spirals. 

3.  The  attraction  of  U  magnets  is  proportional  to  the  squaro  of  the 
current  force  multiplied  by  the  square  of  the  number  of  windings. 
[This  is  true  alike  for  attraction  and  sustaining  force,  both  in  straight 
and  in  U  magnets.] 

4.  The  magnetism  of  massive  cylinders  of  iron  of  equal  length, 
magnetized  by  Voltaic  currents  of  equal  force,  and  by  spirals  of  an 
equal  number  of  windings,  closely  surrounding  the  core,  is  accurately 
proportional  to  the  square  roots  of  the  diameters  of  these  cylinders. 

5.  For  the  particular  case  in  which  the  surface  of  contact  does  not 
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disturb  the  result,  the  attraction  and  sustaining  force  are,  with  equal 
magnetizing  forces,  proportional  to  the  diameters  of  the  bar  or  U- 
magnets. 

6.  The  attraction  of  bar  and  U-shaped  electro-magnets  with  equal 
magnetizing  forces,  increases  the  nearer  the  whole  of  the  windings  are 
to  the  poles. 

7.  The  attraction,  like  the  sustaining  force  of  U  electro-magneU — 
other  things  being  equal — remains  the  same,  whatever  be  the  distance 
of  the  branches  of  the  magnet. 

8.  The  length  of  the  branches  of  a  U-shaped  electro-magnet  has  do 
influence  on  its  attractive  or  sustaining  force,  if  the  windings  of  the 
spiral  surround  its  whole  length. 

In  addition  to  these  laws,  the  author  has  found  that  the  attraction 
which  a  helix  or  spiral  exerts  upon  a  soft  iron  bar  placed  in  its  axi?, 
follows  the  same  law  as  an  electro-magnet ;  hence  it  follows,  that : — 

9.  The  attraction  of  a  spiral  is  proportional  to  the  square  of  the  mag- 
netizing current,  multiplied  by  the  square  of  the  number  of  windings.* 

The  sustaining  power  of  an  electro-magnet  increases  with  the  mass 
of  the  armature  up  to  a  certain  point,  not  exceeding  the  mass  of  the 
electro-magnet  itself;  and,  moreover,  Liais  has  shown  that  an  arma- 
ture whose  face  of  contact  is  not  over  one-third  the  breadth  of  the 
poles  to  which  it  is  applied,  gives  a  maximum  effect 

For  some  curious  results  with  circular  and  trifurcate  electro-magnets, 
and  the  applications  of  this  force  to  *'  break  up"  railway  trains,  con- 
sult the  papers  of  Prof.  Nicklfes  (Am.  Jour.  Sci.  [2],  XV.,  104  and  380 ; 
and  XVI.,  110  and  337). 

916.  Vibrationa  and  mnaical  tones  from  induced  magnetiBm. — 
Dr.  Page,  in  1837,  noticed  the  production  of  a  musieal  soand  from  a  magtiet^ 
between  the  poles  of  which  a  flat  spiral  was  placed.  The  sound  was  heard 
whenever  contact  was  made  or  broken  between  the  coil  and  the  battery.  Two 
notes  were  distinguished,  one  the  proper  musical  tone  of  the  magnet,  and  the 
other  an  octave  higher.  Do  la  Rive,  Delesenne,  and  others,  have  confirmed 
and  extended  these  curious  observations.  The  existence  of  molecular  disturb- 
ance in  receiving  and  parting  with  magnetic  induction,  has  been  farther  illus- 
trated by  the  same  ingenious  observer,  by  the  vibrations  imparted  to  Trevellyan's 
bars  by  the  current  from  two  or  three  cells  of  Grove's  battery.  (Am.  Jour.  Sci. 
[2],  IX.,  105.)  Trevellyan's  bars  are  prismatic  bars  of  brass,  hollow  on  one 
side,  so  as  to  rest  by  sharp  edges  on  blocks  of  lead.  When  these  are  gently 
warmed,  and  then  laid  upon  the  leaden  blocks,  the  unequal  expansion  and  eon- 
traction  of  the  two  metals  gives  the  brass  bars  a  slight  motion  of  vibration, 
due  to  molecular  disturbance  by  heat  A  Voltaic  current,  according  to  Dr. 
Page's  observation,  produces  the  same  effect  as  heat,  but  more  remarkably. 

917.  Electro-magnetlo  motions  and  meohanioal  power. — The 

•  Am.  Jour.  Sci.  [2],  XVII.,  424. 
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facility  with  which  masses  of  soft  iron  may  be  endued  with  enormous 
magnetic  power  by  currents  of  Voltaic  electricity,  and  again  clischarged, 
or  reversed,  in  polarity,  has  led  to  numberless  contrivances  to  use  this 
power  as  a  mechanical  agent.  A  great  variety  of  pleasing  and  instruc- 
tive models  of  such  machines,  with  the  use  both  of  permanent  magnets 
and  of  electro-magnetic  armatures,  or  of  electro-magnets  only,  are 
described  in  Davis's  Manual  of  Magnetism.  The  revolving  armature, 
fig.  676,  is  one  of  these. 

We  annex  a  figure  of  an  electro-magnetic  engine,  similar  to  one  by 
which  Dr.  Page  obtained  a  useful  effect  of  ten  horse-power,  in  driving 
machinery,  and  transporting  a  railway  train.     A  and  B,  fig.  677,  are 
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two  very  powerful  helices  of  insulated  copper  wire,  within  which  are 
two  heavy  cylinders  of  soft  iron,  C  D,  counter-balanced  on  the  ends  of 
a  beam,  G  F  I,  like  the  working  beam  of  a  steam-engine.  By  the  move- 
ment of  an  eccentric,  L,  on  the  main  shaft  of  the  fly-wheel,  the  poles 
are  changed,  at  the  moment,  to  magnetize  and  de-magnetize,  alter- 
nately, the  two  helices,  drawing  into  them  the  two  soft  iron  cylinders, 
by  a  force  of  many  hundred  pounds.  Prof.  W.  R.  Johnson  tested  the 
force  of  an  engine  of  this  kind  built  by  Dr.  Page,  in  1850,  and  found 
it  to  give  about  six  and  a  half  horse-power.  (Am.  Jour.  Sci.  [2],  X., 
472.) 

M.  Jacobi,  of  St  Petersbargh,  has  studied  this  subject  very  carefally,  and 
has  contrived  an  effective  form  of  rotating  machine,  very  similar  to  that  of 
Cook  and  Davenport,  so  well  known  in  the  United  States  in  1837.  Froment, 
of  Paris,  has  also  constructed  a  powerful  apparatus  of  this  sort,  in  which  arma- 
tures of  soft  iron  on  the  periphery  of  a  wheel  are  drawn  towards  electro-magnets 
placed  radially. 

In  all  these  machines,  it  is  heat  developed  by  chemical  action  that  is  trans- 
formed, in  the  form  of  magnetic  attraction,  into  mechanical  work  (761).  As 
the  result  of  a  great  many  experiments,  Mr.  Joule  has  bYiov,  n  that  the  best  theo- 
retical result  from  the  heat,  equivalent  to  the  solution  of  a  grain  of  zinc  in  a 
64* 


614 


PHYSICS   OF   IMPOND£BABLE   AGENTS. 


battery,  is  eightj  lbs.  raised  one  foot  high.  But  a  grain  of  coal  bamed  in  a 
Cornish  boiler,  raises  one  hundred  and  forty-three  lbs.  one  foot,  and  the  price  of 
the  coal  is  to  that  of  the  zinc  as  9d.  per  cwt.  to  21ftl.  per  cwt  Therefore,  under 
the  best  conditions  (which  are  never  reached  in  practice),  the  magnetic  force  ia 
25  times  dearer  than  that  of  steam.  Until,  therefore,  zinc  is  cheaper  than  coaJ, 
in  the  proportion  of  80  to  143,  ooal  will  probably  be  burned  in  atmospheric  air, 
preferably  to  the  combustion  of  sine  in  sulphuric  acid,  to  produce  mechanical 
work. 

918.  Conversion  of  magnetism  into  heat. — Foucault  has  shown  that 
the  magnetism  induced  in  a  disc  of  copper  revolving  between  the  poles  of  an  elee- 
tro-magnet,  is  converted  into  heat.  67g 

For  this  purpose,  a  powerful  eleo- 
tro-magnet  is  supported  upon  a 
basement,  fig.  678 ;  two  pieces  of 
soft  iron  are  attached  to  the  poles 
of  the  magnet,  so  that  they  con- 
centrate, upon  the  two  faces  of  a 
metallic  disc,  their  magnetism  of 
induction.  This  disc  of  copper 
receives,  by  means  of  pulleys,  a 
rapid  revolution,  which  will  con-  ' 
tinue  for  a  long  time,  if  no  cur-  }" 
rent  exists  in  the  electro-magnet;  1] 
but  if  a  current  from  a  battery 
of  two  or  three  cells  is  passed 
through  the  wire,  the  disc  is 
almost  immediately  stopped ;  if,  however,  against  this  resistance  the  disc  is  forced 
to  revolve,  the  expense  of  force  is  converted  into  Aeaf,  and  the  temperature  of 
the  disc  is  rapidly  raised. 

II.    DIAMAGNETISM. 

919.  Action  of  magnetism  on  light. — Fig.  679  shows  the  appa- 

079 


ratua  designed  by  lluhuikorff,  in  illustration  of  Faraday's  magnetic 
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rotatory  polarization  of  light  already  spoken  of  uudcr  Optics  (560). 
Two  powerful  inducing  coils,  N  and  M,  surround  two  hollow*  cylinders 
Df  soft  iron,  S  and  Q.  The  current  enters  the  bobhius  liy  A,  and  fol- 
lowing the  direction  of  the  arrows,  returns  by  B.  The  two  coils  slide 
in  the  groove  in  the  base,  K,  on  the  two  supports,  00,  so  that  they 
may  be  approached  or  withdrawn  at  pleasure  by  turning  the  screws, 
m  tn.  A  commutator,  or  interrupter  of  the  current,  is  arranged  at  H  n. 
At  a  and  b  are  two  Nicol's  prisms  (553),  of  which  a  has  a  vernier  or 
index,  reading  the  degrees  on  the  graduated  circle,  P.  To  make  the 
experiment,  a  piece  of  heavy  glass,  or  silicious-borate  of  lead,  c,  is 
placed  on  a  support  between  the  poles  S  and  Q.  A  ray  of  light  from 
the  candle,  polarized  by  the  prism,  6,  is  transmitted  through  the  glass 
in  the  axis  of  the  poles.  When  the  current  is  applied,  the  ray  of  light 
appears  to  be  revolved,  similarly  to  the  effect  produced  on  polarized  light 
by  quartz,  or  oil  of  turpentine  (556).  A  great  number  of  other  solids  and 
liquids  are  found  to  act  in  a  like  manner,  but  to  a  less  degree,  than  in 
the  cane  of  "  heavy  glass/'  As  no  rotation  of  the  ray  takes  place  unless 
there  is  some  medium  on  which  the  magnetism  may  act,  it  has  been 
argued  with  some  force  by  Bccquerel  and  others,  that  the  action  is 
wholly  due  to  a  molecular  change  in  the  solid  under  experiment.  A 
reversal,  however,  of  the  direction  in  which  the  ray  travels,  reverses 
the  direction  of  rotation  in  the  polarized  ray,  a  circumstance  not  found 
in  bodies  in  the  natural  state.  This  apparatus  also  serves  to  illustrate 
the  phenomena  of  diamagnetism. 

920.  DiamagnetUm. — We  have  already  (799)  alluded  to  the  action 
of  magnetism  upon  all  bodies,  discovered  by  Dr.  Faraday,  in  1846,  a 
discovery  which  alone  would  place  its  author  in  the  highest  rank  of 
modern  philosophers.  By  the  use  of  the  apparatus,  fig.  680,  he  proved 
that  every  substance  which  he  tried,  solid,  680 

fluid,  or  gaseous,  was  sub-  681  ,,^ li^ 

jectto  magnetic  influence, 
assuming  either  the  equ€h 
iorial  or  axicU  position, 
according  to  its  nature. 


For  solids,  and  some  flu- 
ids, fig.  681  shows  the  ar- 
rangement. Two  bluntly 
rounded  polar  pieces  of  soft 
iron  are  fitted  into  the  open- 
ings of  the  spools,  S  and  Q,  while  between  them  are  suspended  on  a  silk  fibre 
cub^«,  m,  or  abort  bars  of  the  various  magnetic  metals,  bismuth,  antimony,  cop- 
per, lead,  tin,  Ac.  If  the  cube  is  spinning  about  when  the  current  passes,  the 
Indneed  magnetism  arrests  its  motion  in  whatever  position  it  may  be  ,*  and  if 
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the  metal  has  the  form  of  a  little  bar,  it  rests  athwart  the  axis  like  a  cross.  If 
non-magnetic  liquids,  alcohol,  water,  and  most  saline  solutions,  are  confined  in 
little  narrow  bottles  (like  homoeopathic  vials),  hung  like  w,  fig.  681,  these  are 
similarly  affected.  If  they  are  filled,  however,  with  magnetic  solutions,  the  salts 
of  iron,  nickel,  or  cobalt,  they  then  arrange  themselves  azially. 

Pliicker  has  shown  thai  if  these  magnetic  solutions  are  placed  in  watch- 
glasses  upon  the  poles,  S  Q,  as  in  fig.  680,  according  as  the  poles  are  nearer  or 
farther  asunder,  these  liquids  are  heaped  up  in  one  or  two  elevations,  as  in  A 
aodB. 

The  flame  of  a  candle  placed  between  the  poles,  S  Q,  fig.  682,  is  strongly  re- 
pelled, a  fact  first  observed  by  Father  Bancalari,  of  Genoa,  552 
and  the  flames  of  combustible  gas  from  various  sources 
are  differently  affected,  both  by  the  nature  of  the  com-  ' 
bnstible  and  by  the  nearness  of  the  poles.  The  flame 
from  turpentine  is  most  curiously  affected,  being  thrown 
into  the  form  of  a  parabola,  whose  two  arms  stretch  upward 
a  great  distance,  and  are  each  crowned  by  a  spiral  of 
smoke.  Oxygen,  which,  in  the  air,  is  powerfully  magnetic 
(799),  becomes,  when  heated,  diamagnetic.  A  coil  of  pla- 
tinum wire,  heated  by  a  current  of  Voltaic  electricity,  and 
placed  beneath  the  poles  of  Faraday's  apparatus,  occasions  a  powerful  up- 
ward current  of  air,  but,  when  magnetism  is  induced,  the  ascending  current 
divides,  and  a  descending  current  flows  down  between  the  upward  currents. 
The  following  list  expresses  the  order  of  some  of  the  most  common  paramag^ 
netic  substances,  vis. :  iron,  nickel,  cobalt,  manganese,  palladium,  crown-glass, 
platinum,  osmium.  The  zero  is  vacuum.  The  diamagnetic*  are  arranged  in  the 
inverse  order,  commencing  with  the  most  neutral :  arsenic,  ether,  alcohol,  gold, 
water,  mercury,  flint-glass,  tin,  **  heavy  glass,"  antimony,  phosphorus,  bismuth. 

Pliicker  has  further  demonstrated  the  important  fact,  that  the  optic  axis  of 
Iceland  spar  is  repelled  by  the  magnet — a  fact  probably  true  of  many  crystals — 
in  some  of  which  the  magnetic  axis  is  parallel  to  the  longer  axis  of  crystalliza- 
tion. Thus,  a  piece  of  kyanite  wiA,  under  the  influence  even  of  the  earth's 
magnetism,  arrange  itself  like  a  magnetic  needle. 

III.    ELECTRIC  TELEGRAPH. 

921.  Historloal. — The  thought  of  making  telegraphic  oommunica- 
tions  by  electricity  appears  to  have  suggested  itself  as  soon  as  it  was 
known  that  an  electrical  current  passed  over  a  conducting  wire  witb* 
out  sensible  loss  of  time.  The  following  brief  summary  of  well-known 
historical  facts,  will  serve  at  once  to  show  how  impossible  it  is  justly  to 
bestow  the  exclusive  merit  of  the  electric  telegraph  upon  any  inventor, 
while  at  the  same  time  it  strikingly  illustrates  what  is  true  of  every 
important  invention,  that  final  success  rescues  from  oblivion  many 
schemes  that  had  hardly  vitality  enough  in  their  day  to  find  a  place 
in  the  records  of  history. 

In  1747,  Dr.  J.  Watsox  erected  a  telegraph  ftom  the  rooms  of  the  Royal 
Society,  in  London,  for  two  miles  or  more,  over  the  chimney  tops,  using  frie- 
tional  electricity  on  a  tingle  wire,  with  the  earth  for  a  return  circuit  In  1748, 
Dr.  Franklin  set  fire  to  spirits  of  wine  by  a  current  of  electricity  aont  across 
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the  Schuylkill  on  a  wire,  and  retaming  by  the  rirer  and  the  earth.  In  1774, 
Lb  Sage,  a  Frenchman,  established  at  Geneva  an  clectrio  telegraph,  in  whieh 
he  used  twenty-four  wires  insulated  in  glass  tubes  buried  in  the  earth,  each 
wire  communicating  with  an  electroscope,  and  corresponding  to  a  letter  of  the 
alphabet,  and  excited  by  an  electrical  machine.  (MooNio  TraiU,  59.)  In  17S7, 
Sktancourt,  in  Spain,  made  an  efifort>  to  employ  electricity  for  telegraphing  by 
passing  signals  from  a  Leyden  vial  over  wires  connecting  Madrid  with  Aran- 
jnez,  a  distance  of  twenty-six  miles.  Salva,  in  1796,  also  presented  to  the 
Academy  of  Madrid,  a  plan  of  an  electric  telegraph  of  his  own  invention,  which 
received  the  patronage  of  the  Prince  of  Peace.  In  1800,  the  public  annoanoe- 
ment  of  Volta's  discovery  of  the  pile  supplied  a  new  means  for  telegraphing, 
far  more  certain  than  frictional  electricity,  and  accordingly  we  find,  thi»t  in 
1811,  Prof.  Soemmering,  of  Munich,  proposed  to  the  Academy  in  that  city  a 
eomplete  plan,  with  details,  for  an  electro-ehemieal  telegraph,  in  which  he  used 
thirty-five  wires  (twenty -five  for  the  German  alphabet,  and  ton  for  the  namerals), 
tipped  with  gold  and  covered  by  the  same  number  of  glass  tubes  filled  with  water, 
to  be  decomposed  whenever  the  corresponding  letter  or  numei^iil  was  touched  by 
the  battery  wire  on  a  key -board  at  the  other  end.  This  is  the  type  of  all  electro- 
chemical telegraphs.  Br.  J.  Redman  Coxb,  of  Philadelphia,  in  1816,  in  Thomp- 
son's Annals  of  Philosophy,  apparently  without  knowledge  of  Soemmering's  plan, 
proposes  a  similar  one  by  the  use  of  Voltaic  electricity.  In  1819-20,  (Erstvd'b 
discovery  of  electro-magnetism,  and  Ampere's  development  of  the  subject,  opened 
the  way  to  electro-magnetic  telegraphy.  (Ersted  first,  and  then  Ampere,  proposed 
the  plan  of  a  telegraph,  using  the  deflections  of  a  magnetic  needle  for  signals ;  the 
type  of  Wheatstone's  needle  telegraph  ;  but  their  suggestions  were  never  pat  in 
practice.  In  1823,  Dr.  F.  Ronalds,  of  England,  published  a  volume  detailing 
the  plan  upon  which  he  had  previously  constructed  eight  miles  of  electric  tele- 
graph, and  in  which  he  used  a  movable  disc,  carrying  the  letters,  the  type  of  all 
dial  telegraphs.  In  1825,  William  Sturgeon,  of  Woolwich,  England,  made  the 
first  electro-magnet  of  soft  iron,  without  which,  further  progress  in  {he  electro- 
magnetic telegraph  was  impossible.  Prof.  Joseph  Henry,  in  1830,  described  a 
mode  of  giving  greater  power  to  electro-magnets,  and  the  same  philosopher,  in 
1831,  devised  the  first  reciprocating  electro-magnet  and  vibrating  armature, 
including  also  the  principle  of  the  relay  magnet,  so  indispensable  an  auxiliary  in 
the  Morse  system.  (Am.  Jour.  Sci.  [1]  XX.  340.)  In  1834,  Messrs.  Webber 
and  Gauss  established  an  electro-magnetic  telegraph  at  Gottingen,  between  the 
Observatory  and  the  Physical  Cabinet  of  the  University,  and  used  it  for  all  the 
purposes  of  scientific  communication. 

In  1836,  Prof.  J.  F.  Daniell  invented  the  constant  battery  (874),  without 
whicn  any  nfode  of  electric  telegraph  would  have  been  futile. 

In  1837 — a  year  ever  memorable  in  telegraphic  history  for  the  first  general  and 
successful  introduction  of  the  electro-magnetic  telegraph — and  almost  at  the  same 
time  appeared  Morsb,  in  the  U.  S. ;  Steinheil,  at  Munich ;  and  Wbeatstone 
and  Cooke,  in  England ;  as  distinct  and  independent  claimants  for  the  honor  of 
this  discovery.  Prof.  .1.  D.  Forbes,  the  able  historian  of  the  Physical  Sciences, 
in  the  eighth  edition  of  the  Encyclopedia  Brit.  America,  speaking  of  these 
inventfons,  says:  <'the  telegraph  of  the  two  last  (Steinheil  and  Wbeatstone) 
resembles  in  principle  (Ersted's  and  Gauss's:  that  of  the  first  (Morse)  is  entirely 
original,  and  consists  in  making  a  ribbon  of  paper  move  by  clock-work,  whilst 
interrupted  marks  are  impressed  upon  it  by  a  pen,"  Ac.  •  *  "  The  telegraphs 
of  Morse  have  the  inestimable  advantage,  that  they  preserve  a  permanent  record 
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of  the  despatches  which  they  convey."    This  adraDtage,  it  ia  but  jnat  to  saj, 
they  share  with  Bain's  electro-chemical  telegraph.  * 

922.  The  earth  circuit. — Although  Drs.  Watson  and  Franklin 
(1747-8)  used  the  earth  as  the  return  circuit  in  their  telegraphic  experi- 
ments, it  was  considered  essential  in  the  use  of  Voltaic  electricity  to  em- 
ploy at  least  two  wires,  until  Steinheil,  in  1837,  in  the  construction  of  his 
telegraph  at  Munich,  dispensed  with  the  whole  resistance  of  tKe  return 
wire  by  burying  a  large  plate  of  copper  at  each  station,  with  which  the 
circuit  wire  communicated.  This  certainly  must  be  esteemed  one  of  the 
most  important  discoveries  in  connection  with  the  telegraph ;  but  from 
some  cause  or  other  it  obtained  for  some  years  but  little  publicity, 
although  described  at  length  in  the  Comptes-Rendus,  of  Sept.  10,  1838. 
Bain  re-discovered  the  same  fact  some  years  later,  and  Matteucci,  of 
Pba,  in  1843,  made  experiments  which  convinced  the  most  incredulous 
of  the  truth  of  this  important  fact. 

Fig.  683  illustrates  the  mode  of  using  the  earth  circuit,  now  universal  in  i^ 
telegraphs^  S  and  S'  are  two  distant  stations,  with  their  batteries,  6  b',  and  mag- 
nets m  m'.  A  wire  passing  over  insulating  posts,  through  the  air,  connects  S  and 
6'.     One  pole  of  each  b&ttery  is  connected  with  the  earth  through  the  magnets, 
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ending  in  plates  of  copper,  P  P'.  Neither  battery  will,  however,  act,  unless  one 
of  the  breaks,  or  finger-keys,  S  or  S',  is  depressed.  If  the  finger-key,  S,  i« 
depressed,  the  circuit  consequently  is  completed  through  the  earthy  for  the  bat- 
tery, 6,  while  that  of  b'  remains  open.  The  arrows  show  the  course  of  the 
current,  and  this  will  be  reversed  when  the  circuit  at  S  is  closed.  The  explana- 
tion of  this  curious  fact  appears  to  be,  not  that  the  electricity  is  conducted  back 
by  the  earth  to  its  origin  at  the  battery,  but  that  the  molecular  disturbance  in 
which  the  polarity  of  the  circuit  consists,  is  effectually  relieved  by  communica- 
tion with  the  common  reservoir  of  neutral  electricity  (815),  and  so  conduction 
proceeds  without  interruption.  Any  number  of  parallel  currents  may  thus  oo- 
exist  vithout  iuterference.    This  simple  device  saves  not  only  half  the  expense 
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of  eoDBtructing  lines,  but  it  more  than  doubles  their  power  of  electrical  trans* 
mission.     For  the  rapidity  of  the  current,  refer  to  J  818. 

923.  VarietieB  of  eleotro-telegraphic  commanication. — There 
are  essentially  but  two  modes  of  electro-telegraphic  communication, 
yiz. :  the  electromechanical  and  the  eUciro-cheinical.  Various  and  seem- 
ingly unlike  as  are  the  numerous  ingenious  contrivances  for  this  purpose, 
they  all  fall  under  one  of  these  two  divisions. 

The  electro-mechanical  form  of  telegraphic  apparatus,  embraces 
the  needle  telegraph,  the  dial  telegraphs,  and  the  electrtMnagnetic,  or 
recording  telegraphs :  both  those  which,  like  Morse's,  use  a  cipher,  and 
those,  like  House's,  which  print  in  legible  characters. 

The  electro-chemical  telegraphs  (having  their  type  in  Soemmer- 
lug's  original  contrivance)  depend  on  the  production  of  a  visible  and 
permanent  effect,  as  the  result  of  some  chemical  decomposition  at  the 
remote  station  ;  of  these.  Bain's  is  the  best  known. 

This  is  not  the  place,  had  we  time,  to  give  all  the  details  of  the  well- 
known  machines  in  use  for  telegraphic  purposes.  A  few  words,  stating 
the  principles  on  which  they  all  depend,  with  a  notice  of  two  or  three 
of  those  most  used  in  the  United  States,  must  suffice. 

As  the  needle  telegraph  of  Messrs.  Wheatstone  and  Cooke  (depend- 
ing on  the  deflection  of  a  needle  by  a  galvanometer  coil)  has  never  been 
used  in  this  country,  and  cannot  compete  with  either  of  the  systems 
adopted  here,  it  is  needless  to  describe  it.  It  requires  one  operator  to 
read  the  movements  of  the  needle,  and  another  to  record  the  message, 
and  its  average  capacity  is  not  over  ten  or  twelve  words  per  minute. 
The  dial  telegraph  of  Froment,  and  others,  is  open  to  the  same  objec- 
tions. 

924.  Morse's  recording  telegraph. — Every  electro-telegraphic  ap- 
paratus implies  the  use  of  at  least  two  instruments,  one  for  recording, 
and  one  for  transmitting  the  message.  Besides  these,  in  most  cases 
there  is  need  of  a  relay  magnet,  which  receives  the  circuit  current  and 
acts  to  bring  into  use  the  power  of  a  local  batte^,  by  which  the  work 
of  recording  is  performed.  This  is  requisite  because  the  circuit  current 
is  usually  too  feeble  to  do  more  than  establish  a  communication  with 
the  local  battery.  Every  recording  instrument  has  a  clock-work,  or 
some  similar  mechanical  movement,  to  carry  forward  the  paper  fillet  on 
which  the  record  is  impressed,  at  a  regular  rate  of  motion.  Fig.  684 
shows  the  Morse  recording  instrument. 

It  eonsists,  essentially,  of  a  simple  lever,  A,  with  a  soft  iron  armature,  D, 
over  the  electro-magnets,  E  F,  by  which  the  electrical  impulses  are  propagated 
to  the  pen  or  stylus,  o.  A  weight,  P,  gives  motion  to  a  train  of  wheels,  K  C,  by 
which  the  flUet  of  paper,  pp,  :s  carried  over  the  rollers,  G  H,  in  the  direction  of 
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the  arrows.     A  feeble  spring,  r,  withdraws  the  point,  o,  and  armatare,  D,  when 
the  eleotrioitj  oeases,  and  the  motion  of  the  pen-lerer  is  farther  adjusted  bj  two 
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regulating  screws,  m  m,  that  can  be  set  at  pleasure.    The  battery  current  enters 
the  apparatus  at  the  binding  screws,  a  h. 

The  message  is  recorded  by  a  cipher  of  dots  and  dashes,  made  on  the  moring 
fillet  by  the  point  of  the  pen-lever  The  lever  moves  in  obedience  to  the  impnlsaa 
of  the  operator  at  the  transmitting  station,  who  presses  the  "Jinger-  key"  for  a 
longer  or  shorter  instant,  according  to  what  he  would  transmit.  Every  motion 
of  the  pen-lever  gives  a  sound,  corresponding  to  the  letter  communicated;  and 
to  a  practiced  operator,  this  sound  becomes  a  definite  language,  which  his  ear 
interprets  with  unfailing  certainty, 
so  that  he  literally  hears  the  mes- 
sage and  translates  it  without  the 
necessity  of  looking  at  the  record. 
Fig.  685  shows  the  tpring  finger-key , 
by  which  messages  are  transmitted. 
The  Morse  instrument  has  the  ad- 
vantage of  great  mechanical  simpli- 
city, so  that  it  requires  but  little  j 
skill  to  manage  it,  and  its  record' 
being  permanent  and  sufficiently 
rapid  for  all  ordinary  purposes,  it  | 
has  come  into  more  general  use  in 

the  United  States  than  any  other,  and  over  the  continent  of  Europe  has  also  1 
very  generally  adopted.     Mr.  Morse  conceived  this  plan  of  telegraphic 
mission  in  1833,  but  it  was  only  in  1837  he  applied  for  his  first  patent,  and  in 
1844  the  first  line  was  built  in  the  United  Stotes,  from  Washington  to  Baltimore. 

925.  Hoose^B  electro-printing  telegraph. — This  most  ingenioQt 
instrument  records  its  message  in  plain  printed  characters,  and,  as  a 
mechanism,  must  be  regarded  as  one  of  the  most  wonderful  resulte  of 
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inventive  genius.    A  drawing  of  its  chief  parts,  some  of  the  details 
being  omitted,  is  seen  in  fig.  686. 
Its  ehief  parte  are  a  key-board,  marked  with  the  letters  of  the  alphabet ;  a 
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ifpe-wheel,  o,  on  which  the  letters  of  the  alphabet  are  engraved ;  a  helical  coil 
of  fine  wire  in  the  cylinder,  A,  in  connection  with  the  circuit,  and  which  oper- 
ates to  open  a  valve  for  the  emission  of  a  blast  of  air,  compressed  by  a  pump 
under  the  table  into  a  reservoir,  B.  The  purpose  of  this  blast  is  to  work  the 
escapement  regulating  the  motions  of  the  type-wheel,  o.  This  is  the  only 
function  of  the  electricity  in  the  recording  machine ;  every  other  motion  is  a 
mechanical  one.  The  electricity,  by  opening  and  closing  the  air-valve,  regulates 
the  mbtion  of  the  type-wheel,  arresting  it  at  the  pleasure  of  the  operator  at  the 
distant  station,  who,  by  touching  on  his  key-board  the  letter  he  would  trans- 
mit, arrests  the  type-wheel  of  the  recording  instrument  at  that  letter;  a  simple 
mechanism  then  presses  the  fillet  of  paper  \)n  the  face  of  the  type,  and  moves 
it  forward  to  receive  the  next  impression.  Its  actions  are  quicker  than 
thought,  and,  owing  to  the  exact  duality  of  the  two  machines  in  every  part,  and 
the  perfect  equality  of  their  motion,  the  operator  transmitting  is  as  conscious  as 
bim  receiving,  if  there  is  any  error,  aided  as  he  is  by  a  tell-tale  above  the  type- 
wbeel,  showing,  in  our  design,  the  letter  A.  It  is  impossible,  without  many 
pages  of  detail,  and  minute  drawings  of  the  parts,  to  render  this  marvel  of 
mechanical  art  perfectly  intelligible.  But  the  general  thought  of  the  inventor 
is  clear  enough,  to  place  the  recording  apparatus  at  the  control  of  the  trans- 
mitting operator,  through  the  agency  of  compressed  air,  controlled  by  the  electric 
current,  and  controlling,  in  its  turn,  the  escapements  of  the  recording  apparatus. 
It  prints  about  one  hundred  letters  per  minute,  on  a  circuit  of  one  hundred  and 
fifty  miles. 

926.  The  electro-chemical  telegraph  depends  on  the  decomposi- 
tion, by  the  electrical  current,  of  a  salt  of  iron  with  which  the  papei 
fillet  is  saturated,  and  the  production  of  a  blue  or  red  stain  upon  it. 
The  same  clock-work  movement  used  by  Morse,  carries  forward  the 
paper  over  a  metallic  cylinder,  which  is  one  pole  of  the  circuit,  while 
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a  steel  pen  (if  a  blue  mark  is  intended,  or  copper,  if  red  i«  intended), 
in  connection  with  the  other  pole,  bears  steadily  npon  the  paper ;  the 
least  transit  of  electric  force  decomposes  the  pmssiate  of  potassa  with 
which  the  paper  is  charged,  producing  a  stain.  To  insure  the  damp- 
ness in  the  fillet  requisite  for  electrical  conduction,  Maison-Neuye  has 
proposed  to  charge  it  with  a  solution  of  nitrate  of  ammonia,  a  salt 
whose  attraction  for  moisture  is  such  that  the  paper  remains  always 
damp.  To  avoid  errors,  as  well  as  to  insure  greater  rapidity.  Bain, 
who  was  the  author  of  this  system,  proposed  to  prepare  the  messages, 
on  fillets  of  paper,  punched  with  holes  by  a  machine  called  a  composUor 
or  muliiplier,  Humaston  has  lately  so  improved  the  mechanism  of  this 
compositor,  that  it  is  possible,  by  combining  this  apparatus  with  the 
Bain  system  of  reading,  to  transmit  not  less  than  three  thousand  signals 
per  minute,  equal  to  six  hundred  letters,  or  one  hundred  and  twenty- 
five  words  of  five  letters  each.  The  punched  fillets  take  the  place  of 
the  finger-key  as  a  circuit  breaker  for  the  transmission  of  the  message. 

Antograph  telegraphic  messages  can  be  transmitted  by  the  elec- 
tro-chemical method,  by  writing  upon  the  transmitting  cylinder,  with 
solution  of  hardened  wax,  and  then  causing  a  tracing  point  to  traverse 
the  cylinder  with  a  close  spiral  from  end  to  end.  The  result  is,  the 
interruption  of  the  current  where  the  wax  is,  and  a  corresponding 
blank  space  left  on  the  paper  at  the  receiving  station.  The  union  of 
these  while  spaces  gives  what  was  written  in  wax,  as  a  white  character 
on  a  dark  ground. 

927.  Submarine  telegraphs — the  Atlantic  cable. — ^The  first  sub- 
marine telegraphic  cable  was  successfully  sunk  in  August,  1851,  con- 
necting Dover,  in  England,  with  France,  at  Cape  Oris  Nes.  Since  tliat 
time,  numerous  other  submarine  cables  have  been  laid,  of  which  that 
through  the  Black  Sea  was  the  longest,  until  the  placing  of  the  Atlantio 
cable  was  accomplished,  on  the  5th  of  August,  1858.  The  failure  of 
this  great  enterprise  is  now  believed  to  be  attributable  to  injuries  received 
by  the  cable  before  submergence.  Its  failure  was  gradual,— over  400 
messages  being  transmitted  before  it  became  totally  inactive. 

Fig.  687  sbowB  the  size  and  mode  of  constraotion  of  this  cable.  The  eon- 
dacting  wire  is  formed  of  seyen  strands  of  No.  937 

32  copper,  twisted  into  a  oord,  and  bnried  in 
refined  gntta  percba,  laid  on  by  machinery  in 
three  coatings,  over  which  are  placed  several 
strands  of  tarred  cord.  The  whole  is  encased  ' 
in  seventeen  strands  of  iron  wire,  each  strand 
formed  of  seven  No.  30  iron  wires.  It  weighs 
about  two  thousand  lbs.  to  the  nautical  mile,  and  about  two  thousand  miles  of 
it  lie  submerged  between  Valentia  Bay,  Ireland,  and  Trinity  Bay,  Newfound- 
land. The  shore  end  is  formed  of  ten  miles  of  much  stronger  oable^  enoloaing^ 
howerer,  the  same  conductor. 
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The  problem  of  Bcientific  oa  well  as  praotical  interest  in  long  cables,  is  the 
possibility  of  transmitting  signals  through  them  with  sufficient  rapidity  for 
useful  purposes.  Faraday  has  shown  (Ept.  Res.  yoI.  3d,  p.  607 — 523  and  575;, 
that  a  gutta-percha  covered  wire  is,  when  submerged  in  water,  in  very  different 
electrical  conditions  from  what  it  is  in  air.  In  the  water  it  simulates  the  charac- 
ter of  the  electrical  condenser,  or  Leyden  vial,  and  when  thus  charged  by  induc- 
tion, must  be  discharged  before  a  second  wave  can  be  transmitted  through  it; 
and  when  the  electric  pulses  are  frequent,  as  in  telegraphic  communications,  the 
effect  of  the  eleetrie  conflictf  as  (Ersted  originally  termed  it,  is  to  produce  a 
tremor  in  place  of  sharp  and  decided  beats.  Those  who  would  know  the  history 
of  the  telegraph  more  in  detail,  will  consult  Schaffner's  Telegraphic  Manual, 
and  Prescott's  History  and  Practice  of  the  Electric  Telegraph,  Boston,  1860. 

928.  Blectrical  clocks  and  aBtronomical  recorcLi. — If  a  olook 
pendulum  is,  by  any  mechanical  device,  made  to  open  and  close  the 
circuit  in  a  telegraphic  arrangement,  it  is  obvious,  that  if  the  clock 
beats  seconds,  these  will  appear  recorded  as  dots  at  equal  intervals 
upon  the  paper  fillet.  An  astronomer,  watching  the  transit  of  a  star 
across  the  wires  of  his  telescope,  with  bis  hand  upon  the  finger-key  of 
the  same  circuit,  closes  it  at  the  exact  instant  of  time,  and  the  record 
of  the  passage  of  the  star  is  fixed  with  unerring  certainty  between  the 
beats  of  the  clock  and  upon  the  same  fillet  which  bears  record  of  the 
time  in  seconds  and  their  subdivisions.  This  beautiful  system  is  wholly 
and  peculiarly  American,  as  the  clear  records  of  science  show,  and 
offers  incomparably  the  best  possible  mode  of  determining  longitude 
differences.  The  names  of  Bache,  Bond,  Gould,  Locke,  Mitchel,  Sax- 
ton,  Walker,  Wilkes,  and  others,  are  inseparably  connected  with  the 
history  of  this  important  application  of  the  telegraph,  for  the  details 
of  which  the  student  is  referred  to  the  American  Journal  of  Science, 
tije  proceedings  of  the  American  Association  for  the  advancement  of 
Science,  and  the  reports  of  the  United  States  Coast  Survey. 

Bain,  it  is  believed,  constructed  the  first  electrical  clock  (in  1842),  which  was 
moved  by  a  current  from  a  large  copper  and  sine  plate  buried  in  the  earth,  or, 
bettor,  to  a  zinc  plate  buried  in  charcoal.  By  any  simple  mechanical  arrange- 
ment, the  motion  of  the  penduluin  reverses  or  breaks  the  current  at  every  beat, 
and  by  the  aid  of  a  stationary  magnet,  the  vibratory  movement  due  to  the  elec- 
tric current  is  strengthened  and  perpetuated.  It  is  possible  to  transmit  the 
same  electric  enrrent  to  any  number  of  clocks,  in  the  same  place,  or  in  different 
places,  and  thus  secure  exact  equality  of  time. 

Fire-alarm. — Boston,  Philadelphia,  and  some  other  cities  are  provided 
with  a  telegraphic  system  due  to  Dr.  Channing  and  Mr.  Farmer,  by  which  a 
fire-alarm  is  sounded  simultaneously  in  every  district :  a  detailed  description  of 
which  will  be  found  in  Am.  Jour.  Scl.  [2],  XIII.,  58. 

{5.  Blectro-dynamlc  Indnction. 

I.    INDUCED  CURRENTS. 

929.  Cazrents  indnced  from  other  currents. — Volta-electric 
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indnction. — The  phenomena  of  electro-magnetism  seem  to  point,  as 
an  almost  necessary  consequence,  to  the  discovery  made  by  Faraday,  in 
1831-2,  of  induced  currents,  as  well  as  of  magneto-eleciricUy,  FaraJay 
argued  thus : — 

Ist.  Thai  as  a  wire  carrying  a  current  acts  like  a  magnet,  therefore  it 
ought,  by  induction,  to  excite  a  current  in  another  wire  near  it, 

2d.  That,  as  magnetism  is  induced  by  electric  currents,  so  magnets 
ought  also,  under  proper  conditions,  to  excite  electric  currents. 

The  first  of  these  theses  Faraday  sustained  thus :  Let  a  double  helix, 
or  bobbin,  be  wound  of  two  parallel  silk-covered  wires,  about  a  cylin- 
der of  wood  (which  being  withdrawn  afterwards,  leaves  the  helix  hol- 
low), in  close  contact,  but  perfectly  insulated,  so  that  the  two  wires 
run  side  by  side  through  their  whole  course.  Let  the  ends,  a  6,  fig.  688. 
of  one  wire  be  connected  with  a 
galvanometer,  or  magnetizing  spi- 
ral, while  a  battery  current  enters 
the  other  wire  by  c,  and  passes 
out  by  d.  When  contact  is  made 
between  c  and  the  battery,  the 
galvanometer  needle  is  deflected  : 
by  a  current  moving  in  the  same 
direction  with  the  battery  or  pri- 
mary current.  This  deflection,  however,  is  only  for  a  brief  instant 
Afler  a  few  vibrations,  the  needle  comes  to  rest,  although  the  battery 
current  still  flows.  Break  now  the  contact  between  the  wire,  c,  and 
the  battery,  and  the  galvanometer  needle  is  again  deflected  by  a  second- 
ary or  induced  current ;  but  this  time  it  moves  in  the  opposite  direction 
to  the  flrst.  These  are  called  secondary  or  itiduced  currents.  They  are 
momentary,  but  are  renewed  with  every  interruption  of  the  battery 
circuit,  and  their  strength  is  always  proportional  to  the  strength  of  the 
primary  or  inducing  current.  If  a  mass  of  soft  iron  (or,  better,  a 
bundle  of  soft  iron  wires)  is  placed  in  the  core  of  the  helix,  the  force 
of  the  induced  currents  is  greatly  increased.  This  action  of  a  current 
from  a  Voltaic  battery,  Faraday  called  Volia-eleetrie  induction. 

The  phenomena  of  influence  (828)  in  electricity  present  a  strong 
analogy  to  these  facts,  and  support  the  probability  that  the  secondary 
currents  in  the  case  of  Voltaic  induction,  are  also  due  to  decomposi- 
tion of  the  natural  electricity  of  the  second  wire,  by  the  current  on 
the  first.  In  fact,  a  current  of  statical  electricity  may  be  substituted 
for  the  Voltaic  current  with  similar  results,  as  was  shown  by  Henry, 
in  1838  (Trans.  Am.  Phil.  ISs^c,  vol.  6,  N.  S.,  and  Am.  Jour.  Sci.  [1], 
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XXXYIII.,  209).   Fig.  689  is  a  convenieut  form  of  apparatus  designed 

by  Matteucci,  for  this  experiment.    Two  coils  of  insulated  wire,  A  B, 

&re  sustained  on  movable  feet,  ad-  ^gg 

mitting  of  near  approach.     When 

the  charge  of  a  Ley  den  jar,  D,  is 

passed  through  the  coil  cd  on  A,  a 

person  whose  hands  grasp  the  con-  ^ 

ductors,  ih,  of  the  coil,  B,  will  re-' 

ceive  a  shock,  the  violence  of  which 

increases  with  the  closer  approach 

of  A  and  B.    The  direction  of  the  current  in  B,  is  the  reverse  of  that 

in  A.     If  a  galvanometer  is  inserted  in  the  circuit  ih,  its  needle  is 

deflected,  or,  if  a  magnetizing  spiral  is  used,  needles  may  be  magnetized 

by  it. 

930.  Induced  oorrents  of  different  orders. — By  using  a  series  of 
flat  spirals  of  copper  ribbon  alternating  with  helices  of  fine  insulated 
copper  wire,  arranged  as  in  fig.  690,  Prof.  Henry  (in  1838]  demonstrated 

690 


that  secondary  or  induced  currents  produced  other  induced  currents  of 
the  second,  third,  fourth,  and  so  on,  as  far  as  the  ninth  order.  Thus,  the 
flat  spiral.  A,  receiving  the  battery  current,  induces,  at  every  rupture 
of  that  current,  a  secondary  intense  current  of  opposite  name  in  B, 
while  the  second  flat  spiral,  G,  receives  from  B  a  quantity  current, 
inducing  a  tertiary  intense  current  in  the  second  fine  wire  spiral,  W, 
and  so  on.  The  signs  +  and  —  alternate  after  the  first  remove  from 
the  battery  current,  as  is  easily  demonstrated  by  inserting  magnetizing 
spirals  in  the  conducting  wires,  and  using  steel  sewing-needles  as  tests. 
A  screen  or  disc  of  metal  introduced  between  any  two  of  691 

these  coils,  cuts  off  the  inductive  influence.    But  if  the 
screen  has  a  slit,  a  6,  cut  from  the  centre  to  the  circum-  ( 
ference,  as  in  fig.  691,  the  induction  is  the  same  as  if  no 
screen  were  present.    Discs  or  screens  of  wood,  glass,  paper,  or  other 
non-conductors,  offer  no  impediment  to  this  induction . 
65* 
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930.  Extra-current,  or  the  indnction  of  a  onrrent  on  itselC-^ 

The  effect  of  a  long  and  stout  conductor  in  giving  a  yirid  spark  and 
shocks  from  a  single  cell  (which  alone,  or  with  a  short  conductor,  giTCS 
neither  sparks  nor  shocks),  was  first  noticed  in  1832  hy  Prof.  Henry. 
(Am.  Jour.  Sci.  [1],  XXII.,  404.)  This  fact  was  afterwards  the  subject 
of  investigation  by  Faraday,  in  December,  1834,  and  also  by  Henry, 
in  January,  1835.  The  arrangement  used  by  Prof.  Henry  is  seen  in 
fig.  692.    A  small  battery,  L,  is  connected  with  the  flat  spiral  of  cop- 
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per  ribbon,  A,  by  wires  from  the  battery  cups,  Z  and  G ;  when  this 
communication  is  broken  by  drawing  the  end  of  one  of  the  battery 
wires,  Z,  over  the  rasp,  a  brilliant  spark  is  seen  at  the  instant  of  brecJD- 
ing  contact.  No  spark  is  drawn  on  making  contact.  Moreover,  if  a 
fine  wire  coil,  W,  is  placed  in  the  relation  to  A  shown  in  the  figure, 
there  is  only  a  feeble  spark  seen  on  breaking  the  battery  contact,— 
while  the  powerful  secondary  current  already  named  is  set  up  in  W, 
violently  convulsing  the  bands  which  grasp  its  terminals.  The  strong 
spark  from  the  large  flat  coil  or  single  wire  in  the  first  case,  is  then  the 
equivalent  of  the  current  which  would  be  produced  in  the  second  case, 
if  such  current  were  permitted.  This  reflux  current  induced  on  a  con- 
ductor, and  the  outflow  or  recoil  of  which  produces  vivid  sparks,  i» 
what  Faraday  calls  the  extra  current.  In  powerful  coils,  this  extra 
current  produces  sparks,  the  report  of  which  resembles  the  explosion 
of  a  pistol,  especially  under  the  inductive  influence  of  a  powerful  eleo- 
tro-magnet,  as  in  the  engine  of  Dr.  Page,  already  noticed.  The  heavy 
coils  of  this  apparatus  produced  sparks  from  the  extra  current  from 
two  to  six  inches  in  length,  and  having  the  same  rotative  action  as  the 
conductor  itself.  (Am.  Jour.  Sci.  [2],  XI.,  191.)  Many  forms  of  elec- 
tro-magnetic apparatus,  in  which  two  coils  are  combined,  show  the 
extra  current  in  a  striking  manner,  as  in  :— 

931.  Page's  vibrating  armature  and  eleotrotome. — ^In  this  appa- 
ratus, fig.  693,  the  flow  of  the  battery  current  is  interrupted  by  the 
movements  of  the  bent  wire,  P  W  C.    At  M  is  a  bundle  of  sofl;  iron 
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wires,  formiDg  the  core  of  the  inducing  coil.  Becoming  magnetic,  these 

attract  a  small  mass  of  iron  on  the  end  of  P  to  M.    This  movement 

raises  the  other  end  out  of  the  mercury  in  the  cup,  C,  with  a  brilliant 

spark,  due  to  the  flow  of  the 

extra  current,  the  magnetism 

baying    disappeared    by  the 

break    of  the  ,  battery  flow. 

Gravity  then  restores  the  wire 

to  its  original  position,  thus 

renewing  the  battery  current 

and  the  magnetism,  and  with  ^ 

it  the  spark  in  G.  A  fine  wire 

induction  coil  of  two  thousand 

or  three  thousand  feet,  wound  about  the  inducing  coil,  develops  the 

secondary  currents  already  noticed,  with  powerful  physiological  and 

other  inductive  efiects,  resembling  statical  electricity. 

932.  Induced  currents  from  the  earth's  magnetism. — The  earth's 
magnetism  also  induces  electrical  currents  in  metallic  bodies  in  move- 
ment ;  another  of  the  discoveries  of  Faraday.  For  this  purpose,  a  helix 
in  the  form  of  a  ring  is  made  to  revolve  with  its  axis  at  right  angles  to 
the  magnetic  meridian,  and,  consequently,  each  point  of  the  ring  de- 
scribes circles  parallel  to  the  plane  of  this  meridian.  A  pole  changer 
on  the  axis  is  so  arranged  as  to  keep  the  induced  current  moving  always 
in  the  same  direction ;  when  so  arranged,  and  its  terminal  wires  are  con- 
nected with  a  galvanometer,  a  deviation  of  the  needle  indicates  the  flow 
of  a  current  to  the  east  or  the  west,  according  to  the  direction  of  the 
rotation. 

933.  Conversion  of  dynamic  into  static  electricity. — The  in- 
duction coil. — By  careful  insulation  of  the  secondary  coil  of  fine  wire 
—as  well  in  itself  as  from  the  primary  or  magnetizing  wire — electricity 
of  high  tension  is  produced,  surpassing,  in  energy  and  abundance,  that 
from  machines  of  the  greatest  power.  Massoriy  in  1842,  first  succeeded 
in  obtaining  these  results,  but  in  a  very  feeble  manner  compared  with 
those  we  now  know.  Euhmkorff,  of  Paris,  in  1851,  constructed  the 
coils  which  bear  his  name.  By  careful  insulation  of  the  fine  wire 
ceil,  he  succeeded  in  producing  sparks  of  about  two  inches  in  length 
between  the  electrodes,  charging  and  discharging  a  Leyden  jar  wi(h 
astonishing  rapidity.  No  electrical  instrument  has,  in  modem  times, 
been  more  celebrated. 

BUehie,  of  Boston,  has  so  vastly  improved  this  apparatus,  as  to  de- 
serve the  highest  praise  from  all  interested  in  physical  research. 
Ritchie's  form  of  the  induction  coil  is  shown  in  fig.  694.    The  cause 
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of  the  superiority  in  the  American  apparatus  is  due  chiefly  to  the 
mode  of  winding  the  fine  wire  coil,  by  which  it  is  possible  to  use  with 
success  a  wire  of  eighty  thousand  feet  in  length,  while  the  limit  in  the 
instruments  made  by  Ruhmko^ff  was  about  ten  thousand  feet.  The 
extreme  length  of  spark  obtained  by  the  European  instruments,  was, 
for  the  French,  about  itco  inches  (Jean's);  and  for  the  English, ybur 
inches  (Hoarder's) ;  the  American  instruments  have  projected  a  torrent 
of  sparks  o?er  sixteen  inches  in  free  air ;  while  the  one  shown  in  fig.  694, 
is  limited  to  about  nine  inches. 

The  chief  parts  of  this  apparatus  are  the  two  coils,  an  iaterruptor  to  the  pri- 
mary circuit,  and  the  coudenser. 
In  the  instrument  hero  figured, 
over  sixtj-eight  thousand  feet 
of  silk-covered  copper  wire, 
the  softest  and  purest  possible, 
twelve  thousandths  of  an  inch 
in  diameter  (No.  32  of  the  wire 
gauge),  is  wound  upon  the  ex- 
terior bobbin,  G.  About  two 
hundred  feet  of  wire,  one- 
seventh  of  an  inch  in  diameter 
(No.  9),  forms  the  inducing 
wire,  whoso  ends  -|-  and  —  are 
visible  in  the  binding  screws 
on  the  base.  A  heavy  glass 
bell,  a,  insulates  the  coils  from 
each  other,  and  its  foot  is 
turned  outwards  by  a  flange  as 
wide  as  the  thickness  of  the 
ooil.  The  induction  coil,  for 
more  perfect  insulation,  is  also 
encased  in  (hick  gutta  percha.  The  ends  of  this  coil  are  carried  by  gutta-per- 
cha covered  conductors,  to  twQ  glass  insulating  stands  (only  one  of  which  is 
visible  in  our  figure),  where  they  end  in  sliding  rods  pointed  with  platinum  at 
one  end,  and  having  balls  of  brass  at  the  other.  The  Interruptor  devised  by 
Mr.  Ritchie,  is  the  toothed  wheel,  6,  which  raises  a  spring  hammer,  the  blows 
of  which  fail  upon  the  anvil,  o,  breaking  contact  between  two  stout  pieces  of 
platinum.  The  European  machines  are  provided  with  a  self-acting  break- 
piece;  but  experience  has  shown,  by  comparative  trials,  that  there  is  an 
advantage  in  varying  the  rapidity  of  the  interruptions,  according  to  the  class 
of  effects  to  be  produced,  and  that  a  certain  time  is  requisite  for  the  complete 
charge  and  discharge  of  the  soft  iron  wires  (which  form  the  core  of  the  baUery 
circuit),  longer  than  the  automatic  break-piece  allows. 

The  object  of  the  condenaer  (which  is  due  to  Mr.  Fizeau)  is  to  destroy,  by 
induction,  the  greater  part  of  the  force  of  the  extra  current,  which,  owing  to  the 
very  powerful  magnetism  developed  in  the  core  of  soft  iron  wiUiin  the  battery 
coil,  would  otherwise  greatly  impair  the  power  of  the  apparatus^  as  it  moves  in 
i  direction  opposite  to  the  prin\|iry  current  (931).  The  condenser  consists,  in 
vhe  instrument  figured,  of  one  hundred  and  forty  square  feet  of  tin-foil,  divided 
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Into  three  sections  (two  of  50,  and  one  of  40  feet),  whose  termini  are  at  e.  The 
tin-foil  of  the  condenser  is  carefnllj  insalated  by  triple  folds  of  oiled  silk,  and 
laid  away  in  the  base  of  the  instmment,  in  a  cell  prepared  for  it,  qaite  out  of 
view. 

The  battery  force  needed  to  excite  this  apparatus,  is  only  two  or  three  large- 
■ixed  cells  of  Bunsen's  battery. 

934.  Bffeots  of  the  induction  coll. — The  physiological  effects  are 
so  distressiDg  and  e?en  dangerous,  that  too  great  care  cannot  be  taken 
to  avoid  them.  M.  Quet  was  confined  to  bis  bed  for  some  time,  after 
having  accidentally  received  the  shock.  Small  animals  are  instantly 
killed  by  its  discharge. 

The  Inminoas  effects. — When  a  series  of  sparks  passes  between 
the  points  of  platinum,  or  between  the  balls,  they  are  of  a  zigzag  form, 
and  accompanied  by  a  loud  noise  and  a  strong  odor  of  ozone.  Their 
color  is  violet  and  yellowish,  or  greenish  yellow.  If  the  points  are 
within  an  inch  or  two,  the  stream  of  sparks  appears  to  be  continuous, 
a  fourth  of  an  inch  broad,  surrounded  by  a  violet  areola,  and  crossed 
by  numerous  lines  at  right  angles  to  its  path.  If  it  is  blown  by  the 
breath,  or  by  a  bellows,  it  is  deflected  into  a  curve,  and  a  bright  flame 
is  seen  projected  for  some  distance  beyond  the  purple  or  violet  stream 
of  electric  light.  The  color  of  the  flame  varies  with  the  nature  of  the 
electrodes  (885).  If  one  of  the  electrodes  is  covered  by  a  small  glass 
flask,  the  power  of  the  induction  is  such  that  a  stream  of  violet  elec- 
tricity is  seen,  as  it  were,  to  pass  directly  through  the  gloss,  while  the 
ball  of  the  flask  is  covered  with  a  magnificent  net-work  of  violet  light, 
spread  out  like  the  blood-vessels  upon  the  eye-ball. 

If  an  iEpinus  condenser,  or  a  Leyden  jar,  is  put  in  the  path  of 
the  current,  the  length  of  the  spark  is  much  diminished,  but  its 
intensity  and  splendor  are  increased  twenty-fold.  The  electric  light 
then  becomes  intensely  white,  and  the  sound  of  the  explosion  of  the 
successive  sparks,  when  these  are  drawn  by  a  slow  movement  of  the 
break-piece,  is  like  the  snap  of-  fulminating  mercury,  or  the  sound  of  a 
pistol,  while  the  electric  stream  appears  continuous.  If  a  Newton's 
chromatic  disc  is  caused  to  revolve  before  it,  each  spark  causes  the 
colors  of  the  revolving  disc  to  appear  stationary,  although  without  this 
evidence  of  an  intermittent  character,  the  stream  of  electricity  would 
appear  to  be  unbroken. 

Splendid  phenomena  of  Jluore§eence  with  canary-colored  glass— chemical 
decompositionf ,  deflagrations  of  the  leaf  metals,  discharges  of  flashes  of  light- 
Bing  over  the  surface  of  a  metallic  mirror,  a  gilded  board,  or  wet  table,  and 
niimeroas  other  most  beautifal  and  instructive  experiments,  are  made  with  this 
Sf  paratns.  Indeed,  nearly  all  the  phenomena  of  static  electricity  are  shown  by 
it,  and  some  of  them  with  a  power  which  no  frictional  apparatus  can  approach. 
It  to  carious  to  observe,  that  the  sparks  of  this  kind  of  electricity  pass  freely 
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from  pointed  vires  (826).  If  two  fine  iron  wires  are  used  as  the  electrodes,  the 
negative  wire  alone  reddens  and  burns,  unless  the  current  is  very  energetic.  All 
the  apparatus  used  for  showing  the  luminous  effects  of  machine  electricitj, 
§  852,  may  be  employed  with  this  apparatus  with  vastly  greater  brilliancy. 

The  chemical  effects  of  the  induction  coil  are  shown  in  the  decom- 
poBition  of  water,  &o.,  while  a  stream  of  sparks  from  it,  passed  through 
a  tube  containing  air,  soon  causes  the  production  of  reddish  vapors  due 
to  the  formation  of  hjponitric  acid  from  the  union  of  the  elements  of 
the  air.  Mr.  Gassiot  has  lately  shown  (Phil.  Mag.  Aug.  18G0)  that  the 
intensity  of  the  coil  is  such  as  to  transmit  electrolytic  effects  across 
glass,  or  appareptly  through  the  walls  of  a  Florence  flask. 

935.  Light  of  these  currents  in  a  vacnam. — The  difference  be- 
tween the  light  from  the  positive  and  the  negative  electrodes  has 
already  been  noticed.  Owing  to  the  absence  of  intense  effects  of  heal 
in  the  currents  from  the  induction  coil,  they  695 

are  particularly  adapted  to  illustrate  this  dif- 
ference, especially  in  vacuo. 

In  a  vacuum  tube,  or  the  electrical  egg  well 
exhausted,  a  torrent  of  rosy  or  violet  fire  falls, 
from  the  positive  electrode  above,  toward  the 
negative,  which  is  surrounded  with  a  blue  and 
white  light,  extending  down  the  stem,  with 
splendid  fluorescence  (533).  If  the  vacuum  is 
made  upon  vapor  of  turpentine,  or  of  phosphorus 
in  the  egg,  or  in  an  auroral  tube,  a  most  wonder- 
ful phenomena  shows  itself;  the  tiratificcUion 
of  the  electrical  light  in  alternate  bands  of  light 
and  darkness,  surrounding  and  depending  from 
the  positive  pole,  as  indicated  in  fig.  695.  This 
curious  phenomenon  was  first  observed  by  Mr. 
Grove.  Vapor  of  alcohol,  wood-naptha,  biclorid 
of  tin,  or  bisulphid  of  carbon,  may  be  used,  each 
with  a  different  effect. 

Mr.  Gassiot  has  studied  with  great  care  the 
character  of  the  spark  in  vacuums  formed  on 
various  gases  and  vapors,  and  has  established  j 
the  curious  fact,  that  in  a  perfect  Torricellian ' 
vacuum,  the  spark  will  not  pass,  showing  that 
an  extremely  tenuous  vapor  is  essential  to  its  passage.    These  facts 
bear  in  an  important  manner  on  the  phenomena  of  the  Aurora  Borealis. 

Qassiot*8  cascade  in  vacno. — If  we  place  in  a  vacuum  a  goblet 
coated  with  tin-foil  in  the  manner  of  a  Leyden  jar,  and  carry  the  indue- 
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lion  current  to  its  bottom  by  means  of  a  wire  passing  throogh  the  cap 
of  the  air-bell,  as  in  fig.  696,  the  other  electrode  being  in  communication 
with  the  air-pump  plate  on  which  the  whole  appa-  ^^^ 

ratus  stands,  we  are  delighted  to  see,  when  the  cur- 
rent is  established  from  the  indliction  coil,  the  vase 
overflow  like  a  fountain  with  a  gentle  cascade  of 
light,  wavy  and  gauze-like,  falling  like  an  auroral 
yapor  on  the  metallic  base.  This  experiment  re- 
quires a  very  good  vacuum,  and  is  certainly  one 
of  the  most  beautiful  exhibitions  in  luminous  elec- 
tricity. 

936.  Rotation  of  the  electrio  light  about 
a  magnet. — ^We  here  recall  the  early  observa- 
tion of  Davy,  {  883,  on  the  influence  of  a  magnet  I 
on  the  Voltaic  arc.  If  an  electro-magnet  is  enclosed  in  the  elec- 
trical egg,  and  a  very  perfect  vacuum  is  made  within  it,  when  the 
induction  current  is  caused  to  flow,  the  electrical 
stream  is  ?een  to  revolve  in  a  steady  and  easy  man- 
ner about  the  magnet,  the  direction  of  its  motion 
correspondiug  to  the  polarity  of  the  magnet.  In 
fig.  697  is  shown  such  an  apparatus.  The  magnet 
here  is  a  bundle  of  soft  iron  wires  enclosed  in  a 
glass  tube,  and  passing  through  the  foot,  so  that 
when  the  instrument  is  placed  on  one  pole  of  an 
electro-magnet,  the  mass  of  wires  may  be  magnetized 
inductively.  Two  platinum  wires  -f-  ^^^  —  pass  in 
glass  tubes  hermetically  through  the  walls  of  the 
vessel,  into  the  vacuum  and  form  the  points  of  attach- 
ment for  the  electrodes. 

937.  Applications  have  been  made  of  the  indue-  r 
tion  current  for  firing  blasts  and  sub-aqueous  maga- 
zines, and  also  for  lighting  simultaneously  all  the  gas  burners  in  a  larse 
audience  room  or  theatre. 

BUctrical  blasting  by  Ruhmkorff's  coil  is  easily  accomplished  by  U** 
use  of  Stateham's  fuse,  fig.  698 

698,  which  is  only  a  gutta-per- 
cha covered  conductor,  AB, 
in  which  the  discharge  is  in- 
terrupted at  points,  a  6,  buried 
in  the  gunpowder,  producing^! 
its  combu  tion,  even  at  a  dis' 
tance  of  many  miles,  and  in  many  distinct  mines,  or  blast  holes,  an* 
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cessively,  but  almost  at  the  same  instant.  Dr.  Hare  first  employed  bis 
calorimotors  for  electrical  blasting  ia  1831.  (Am.  Jour.  Sci.  [1]  XXL 
130.)  But  the  use  of  an  extended  battery,  and  all  uncertainty,  ia 
avoided  by  using  the  induction  coil.  Ruhmkorff,  in  experiments  made 
at  Villette,  inflamed  gunpowder  with  t)iis  coil  through  about  sixteen 
miles.  In  excavating  the  Napoleon  docks  at  Cherbourg,  lately,  over 
65,000  cubic  yards  of  rock  were  thrown  out  by  one  series  of  blasts  fired 
in  this  way. 

II.    MAGNETO-ELECTRICITT. 

938.  Currents  indaced  by  magnets. — If  the  helix  in  fig.  699  is 
connected  with  a  galvanometer,  and  a  bar  magnet  is  quickly  thnist 
into,  and  suddenly  withdrawt.  from  it,  699 

the  needle  of  the  galvanometer  indi- 
.cates  the  movement  of  a  current  of 
electricity  opposite  in  the  two  cases, 
and  whose  direction  in  each  case  is^ 
opposite  to  that  of  a  current  which,  on 
Ampere's  theory,  would  produce  a 
magnet  like  the  one  employed.  It  is 
hardly  needful  to  say  that  reversing 
the  ends  of  the  bar  magoet,  reverses  the  movements  of  the  galvano- 
meter.    This  is  a  case  of  magnetic  electric  induction. 

This  fact  is  also  illustrated  in  other  modes,  viz. : — 

a.  By  revolving  a  circular  plate  of  copper  between  the  poles  of  a 
horse-shoe  magnet  (arranged  in  general  like  fig.  678),  the  axis  of  the 

700 


copper  being  in  connection  with  one  pole,  and  the  edge  with  the  other, 
a  series  of  sparks  may  be  obtained,  as  in  Faraday's  original  experiment, 
some  device  being  inserted  to  interrupt  the  current  during  the  revolu- 
tion. 
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h.  By  a  helix  on  the  armature  of  a  magnet,  the  ends  of  the  helix  being 
connected  with  the  poles  respectively,  on  suddenly  sliding  the  armature 
from  the  poles  of  the  magnet,  a  spark  is  seen,  and  if  the  fingers  grasp  the 
wires  at  the  same  time,  a  shock  follows.  This  fact  was  first  announced 
in  December,  1831,  by  Srs.  Nobili  and  Antinori.  Saxton  constructed 
the  first  magneto^lectric  machine  in  which  the  armature,  wound  with 
a  helix,  was  made  to  revolve  in  front  of  the  poles  of  a  magnet,  and  so  to 
reproduce  all  the  phenomena  of  static  and  voltaic  electricity  from  per- 
manent magnets.  Fig.  700  shows  an  improved  form  of  Saxton's  appa- 
ratus, where  the  double  inducing  coil  revolves  by  means  of  a  motor 
wheel  and  band  between  the  poles  of  two  powerful  magnetic  batteries. 
The  magneticelectric-induction  is  interrupted  by  the  little  crown-wheel 
seen  on  the  upper  end  of  the  axis  of  the  revolving  coils. 

Clarke's  magneto- electrio  apparatns.^Thia  apparatus  is  a  modi- 
fication of  Saxton's,  and  oonsists  of  a 
powerful  magnetic  battery,  A,  fig.  701, 
elamped  on  the  upright  board,  R,  by  the 
clamp  C.  The  wheel,  F,  pnta  in  motion 
two  helices,  H  G,  wound  upon  a  rotating 
armature  of  soft  iron.  The  electrical  cur- 
rent induced  in  the  coils  is  interrupted  by 
the  spring,  or  hook,  Q,  which  rubs  on  the 
interrupted  back  piece,  H,  while  the  circuit 
is  completed  by  the  hook,  0,  passing  upon 
the  continuous  part  of  the  spindle,  R.  A 
stout  wire,  T,  movable  at  pleasure,  con- 
nects the  two  sides,  M  and  N,  otherwise 
insulated  by  the  piece  of  dry  wood,  L. 
When  the  coils  are  rapidly  rotated  before  ' 
the  poles  of  the  magnet,  the  current  is  in- 
terrupted twice  in  every  re^'olution  by  the  . 
hook,  Q,  with  the  production  of  a  brilliant  I 
spark.  If  the  coils  are  composed  of  a  long 
and  fine  wire,  then  powerful  shocks  will  be 
experienced  by  one  holding  the  baudles  R 
and  S,  but  capable  of  a  great  graduation,  by  changing  the  position  of  the  break- 
piece,  H,  with  reference  to  the  point  of  the  revolution  when  it  leaves  Q.  These 
shocks  may  be  made  quite  intolera-  702 

ble. 

If  the  conducting  wires  of  the 
intensity  coil  terminate  in  a  decom- 
posing apparatus,   fig.  702,   trains  | 
of  minute  gas  bubbles  are  seen  to^ 
rise  from  the  platinum  points  under 
the  tubes,  showing  the  production 
cf  dynamic  from  magnetic  electri- 
city.    Other  effects  of  the  intense 
eioss,  as  the  decomposition  of  iodid 
of  potassium,  may  also  be  produced  with  it.     Substituting  a  coil  of  large  wire 
66 
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not  orer  two  hnodred  feet  long,  for  the  small  long  wire,  the  quantitjf  armaiwre  if 

produced,  from  which  brilliant  sparks,  the  deflagration  of  mercury,  and  setting 

fire  to  ether,  as  in  fig.  703,  may  be  produced ;  mercury,  in  a  copper  spoon,  B,  is 

touched  by  the  reroMng  points,  A,  on  the  end  703 

of  the  axis,  d,  and  with  erery  disruption  of 

the  circuit,  the  extra  current  discharges  with 

splendid  effect    A  platinum  wire  may  also  be 

ignited,   and    electro-magnets    charged    by  the 

same  armatures.    Thus  we  see  all  the  effects  of 

electricity,  physical  and  physiological,  coming 

from  a  magneL 


939.  Identity  of  eleotrioity  from 
whatever  source. — It  follows  from  all 
that  has  been  said,  that  the  phenomena  of 
magnetic,  static,  and  dynamic  electricity, 
are  all  capable  of  being  produced  each  by 
the  other;  and  the  conclusion  seems  war- 
ranted thai  electricity,  from  whatever  source,  is  one  and  the  same 
power. 

Numerous  and  instmctiye  forms  of  apparatus  have  been  derised  to  demon- 
strate this  point,  as  well  also  as  to  illustrate  in  detail,  the  principles  we  hare, 
for  want  of  space,  been  compelled  to  state  in  terms  too  concise.  The  student 
and  teacher  will  find  it  useful  to  consult  the  figures  of  Davis's  Manual  of  Mag- 
netism for  various  forms  of  apparatus,  due  to  the  ingenuity  of  Faraday,  Dr.  Page^ 
and  many  others.  For  works  of  standard  authority,  he  is  referred  to  Faraday*! 
experimental  researches,  and  De  La  Rive's  treatise  on  electricity,  each  in  three 
volumes. 

i  6.  Other  Sonroes  of  Eleotrioal  Excitement. 

940.  Univeraality  of  electrical  excitement. — Every  change  in 
the  physical  or  chemical  condition  of  matter,  seems  to  be  attended 
with  electrical  excitement.  This  is  evident  from  the  phenomena 
attending  the  cleavage,  or  pulverising,  of  many  minerals  and  crys- 
tallized substances,  as  sugar,  mica,  sino-blende,  and  numerous  other 
substances  which  evolve  light  when  suddenly  cleaved.  If  precautions 
are  taken  to  insulate  these,  as  with  mica  it  is  easy  to  do,  by  sealbi; 
wax,  they  also  show  the  effects  of  electrical  excitement  by  the  con- 
denser. The  production  of  crystals  is  often  also  accompanied  by  elec- 
trical light. 

Combustion,  evaporation,  the  escape  of  gas  attending  chemical  trana- 
formations,  chemical  decompositions  and  combinations,  have  all  been 
known  to  evolve  electricity  when  properly  observed ;  but  in  most  such 
cases,  the  phenomena  are  too  complicated  to  render  it  clear  to  which* 
if  indeed  to  any  single  action  of  those  enumerated,  the  excitement  is 
due. 
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The  electrical  currents  set  up  by  heat  (thermo-electricity),  and  those 
arising  from  the  phenomena  of  life  (animal  electricity),  are  the  most 
important  of  all  sources  of  electricity  not  before  dwelt  on,  and  to  them 
we  will  now  briefly  advert. 

I.    TUERlfO-ELECTRICITT. 

941.  Thermo-eleotricity. — The  discovery  of  this  source  of  olec- 
Irical  currents  is  due  to  Seebeck,  of  Berlin,  in  1821.  He  found  that 
if  two  metals  of  unlike  crystalline  texture  and  conducting  power  are 
united  by  solder,  and  the  point  of  junction  is  either  heated  or  cooled, 
an  electrical  current  is  excited,  which  in  general  flows  from  the  point 
of  junction  to  that  metal  which  is  the  poorer  conductor.  Fig.  10*} 
shows  such  an  arrangement  of  two  little  bars  of  bismuth  and  anti< 
mony.  When  the  junction,  «, 
is  heated,  a  current  of  positive 
electricity  flows  from  the  bis- 
muth, b,  to  the  antimony,  a.  If 
the  form  of  a  rectangle  is  given 
to  this  arrangement,  as  in  fig. 
704,  an  instrument  resembling 
Schweigger's  multiplier  is  form- 
ed (905),  by  which  the  magnetic  needle  is  deflected.  A  twisted  wire 
also  produces  a  thermo-electric  current  when  the  twisted  portion  is 
gently  heated,  and,  besides  metals,  other  solids,  and  even  fluids,  give 
rise  to  this  species  of  electricity.  The  order  in  which  the  metals  stand 
in  reference  to  this  power  is  wholly  unlike  the  Voltaic  series,  and 
appears  related  to  no  other  known  property  of  these  elements.  The 
rank  of  the  principal  metals  in  the  thermo-electric  series  is  as  follows, 
as  determined  by  Becqnerel : — The  numbers  prefixed  give  the  order  of 
each  metal  in  the  table  of  specific  heats  as  determined  by  Regnault. 
Those  having  the  highest  specific  heat,  as  a  general  rule,  being  first  in 
positive  power  (+)  in  the  thermo-electric  magnet :  6  antimony ;  1  iron ; 
2  zinc ;  4  silver ;  7  gold ;  3  copper ;  5  tin ;  9  lead ;  8  platinum ;  10 
silver. 

When  the  junction  of  any  pair  of  these  is  heated,  the  current  passes 
from  that  which  is  highest,  to  that  which  is  lowest  in  the  list,  the  ex- 
tremes affording  the  most  powerful  combination. 

Becquerel  has  found  the  intensity  of  the  current  in  a  thermo-electric 
combination  to  be  proportional  to  the  difference  of  temperature  in  the 
Bolderings  up  to  100^  or  120^  F.,  one  of  the  points  being  at  32^  Above 
this  limit,  the  increase  of  intensity  is  less  and  less,  with  an  increase  ot 
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heat    In  a  couple  of  copper  and  iron,  the  increase  of  current  was  in* 
sensible  near  570°  F. 

In  a  compound  thermo-electric  series,  inl^snse  effects,  analogous  to 
those  of  the  Voltaic  pile,  are  obtained  only  when  half  706 

the    solderings    are    heated,    the    alternates    being 
cooled. 

Thermo-electric  motions. — If  a  compound  ring 
of  brass  and  German-silver  is  suspended  within  the 
poles  of  a  magnet,  as  in  fig.  706,  when  the  soldering 
of  the  ring  is  heated,  a  revolution  is  set  up,  through 
the  influence  of  the  magnet  on  the  electric  current, 
quite  analogous  to  similar  electro-magnetic  motions. 

Cold  prodnced  by  electrical  o orients. — If  we 
pass  a  feeble  current  of  electricity  through  a  pair  of 
antimony  and  bismuth,  the  temperature  of  the  system 
rises,  if  the  current  passes  from  the  former  to  the 
latter ;  but  if  from  the  bismuth  to  the  antimony,  cold  is  produced  in 
the  compound  bar.  If  the  reduction  of  temperature  is  slightly  luded 
artificially,  water  contained  in  a  cavity  in  one  of  the  bars  may  be  frozen. 
Thus  we  see  that,  as  a  change  of  temperature  disturbs  the  electrical 
equilibrium,  so,  conversely,  the  disturbance  of  the  latter  produces  the 
former. 

942.  Mellonl's  thermo-mnltiplier. — We  have  already  alluded  to 
this  delicate  metallic  thermometer,  {  588,  and  have  shown  its  applica- 
tion in  the  phenomena  of  dia-  708  707 
thermancy  (642).  This  instru- 
ment consists  of  a  series  of 
small  bars  of  antimony  and  bis- 
muth, a  and  5,  fig.  707,  soldered 
together  at  their  alternate  ends. 
Two  wires  connect  the  opposite 
members,  n  and  m,  fig.  708,  of 
this  battery,  with  a  galvanome- 
ter. The  needle  of  the  galva- 
nometer is  suspended  over  a  graduated  circle,  and  moves  in  exact 
accordance  with  a  thermo-electric  current  produced  by  the  battery. 
The  least  difference  in  temperature  between  the  opposite  faces  of  this 
battery,  produces  a  thermo-electric  current,  deflecting  the  needle  of 
the  galvanometer,  fig.  658,  as  already  explained  in  {  642. 

II.    ANIMAL  ELECTRICITT. 

943.  The  galvanic  oarrent. — ^We  have  already  spoken  of  the  ditf> 
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oovery  by  Galvani  of  electrical  currenta  in  animals,  living,  or  recently 
dead,  flowing  from  the  outer  or  cutaneous,  to  the  inner  or  709 
mucous  surface.  Thus,  when  contact  is  made  between  the 
muscles  of  the  thigh  and  the  lumbar  nerves,  by  bending 
the  legs  of  a  vigorous  frog,  fig.  709,  contractions  imme-  < 
diately  follow.  Aldini,  who  was  a  zealous  advocate  of 
Oalvani's  views,  during  the  controversy  between  the  fol- 
lowers of  Galvani  and  Volta,  demonstrated  the  existence 
of  such  a  current  in  other  animals  by  the  legs  of  a  frog  used 
as  a  galvanoscope.  For  this  purpose,  he  brought  the 
lumbar  nerve  of  a  frog,  held  as  in  fig.  710,  in  contact  with 
the  tongue  of  an  ox  lately  killed,  while  the  hand  of  the  operator,  wet 
with  salt  water,  grasped  an  ear  of  the  ani-  710 

mal  to  complete  the  circuit.  The  legs  were 
then  convulsed  as  often  as  the  nerves  touch 
the  mucous  surface  of  the  tongue.  The  sam6 
delicate  electroscope  also  shows  similar  ex- 
citement when  its  pendulous  ischiatic  nerree 
touch  the  human  tongue, — the  toe  of  the 
frog  being  held  between  the  moistened 
thumb  and  finger  of  the  experimenter. 

Matteucci,  of  Pisa,  in  1837  (forty  years 
after  Gkilvani's  result  was  obtained),  has  the . 
merit  of  reviving  Gklyani's  ori^nal  and  cor- 
rect opinion  as  to  the  yital  source  of  this 
electricity.  He  demonstrated,  that  a  current  of  positive  electricity  is 
always  circulating  from  the  interior  to  the  exterior  of  a  muscle,  and  that, 
although  the  quantity  is  exceedingly  small,  yet,  by  arranging  a  series  of 
muscles,  having  their  exterior  and  interior  surfaces  alternately  con- 
nected, he  produced  sufB  ^.^ 
oient  electricity  to  cause 
decided  efiects.  By  a  series 
of  half  thighs  of  frogs,  K~^ 
arranged  as  in  fig.  711,  he  ^_ 
decomposed  the  iodid  of 

potassium,  deflected  a  galvanometer  needle  to  90^,  and,  by 
a  condenser,  caused  the  gold  leaves  of  an  electroscope  to 
diverge.  The  irritable  muscles  of  the  frog's  legs  form  an 
electroscope  fifty-six  thousand  times  more  delicate  than  the 
most  delicate  gold-leaf  electrometer.  When  the  pendulous 
nerve  of  a  single  leg,  arranged  in  a  glass  tube,  as  in  fig.  712, 
is  touched  in  the  places  where  electrical  excitement  'is  suspected,  the 
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muscles  in  the  tube  are  instantly  convulsed.  Dn  Bois  Raymond,  of 
Vienna,  has  demonstrated  the  existence  of  these  currents,  in  hin  own 
person,  by  the  use  of  the  galvanometer,  for  which  purpose  the  muscles 
of  the  hands  and  arms  are  alternately  contracted  on  a  metallic  bar  in 
connection  with  a  galvanometer. 

944.  Electrical  animals. — In  some  marine  and  fresh-water  ani- 
mals, a  special  apparatus  exists,  adapted  to  produce,  at  pleasure,  pow- 
erful currents  of  statical  electricity,  either  as  a  means  of  defence,  or  of 
capturing  their  prey.  Of  these,  the  electrical  eel,  of  Surinam,  first 
described  by  Humboldt,  and  the  eramp-Jish,  or  torpedo,  a  flat  fish  found 
on  our  own  coast,  are  the  most  remarkable.  They  have  au  alternate 
arrangement  of  cellular  tissue  and  nervous  matter  in  thin  i^lates  of  a 
polygonal  form,  constituting  a  perpetually  charged  electrical  battery, 
arranged  in  the  manner  of  a  pile.  By  touching  their  opposite  surfaces, 
a  very  violent  shock  is  received,  such  as  to  disable  a  very  xiowerfnl 
man,  or  even  a  horse.  Prof.  Matteucci  has  shown  us  how  to  charge  & 
Ley  den  jar,  by  placing  the  torpedo  between  two  plates,  arrangcHi  like 
the  plates  of  a  condenser ;  and  Faraday  has  published  an  interesting 
account  of  his  experiments  with  the  eels  of  Surinam,  from  which  he 
not  only  obtained  shocks,  but  made  magnets,  deflected  the  galvanome- 
ter, produced  chemical  decompositions,  evolved  heat  and  electrical 
sparks.  (Expt.  Res.  1749-1795.)  The  student  is  also  referred  to  Prof. 
Matteucci's  interesting  '*  Lectures  on  Living  Beings,"  for  further  details 
on  this  very  interesting  subject,  and  to  a  memoir,  on  the  American 
Torpedo  (Dr.  D.  H.  Storer,  Am.  Jour.  Sci.  [1],  XLV.,  164). 

945.  Electricity  of  plants. — Pouillet,  in  his  researches  on  the 
>  origin  of  atmospheric  electricity,  made  the  interesting  discovery  of  the 

disengagement  of  negative  electricity  during  the  germination  of  seeds, 
and  the  growth  of  plants.  This  observer  estimates  that  a  surface  of 
100  square  yards  covered  with  vegetation  disengages,  in  a  day,  more 
electricity  than  is  required  to  charge  the  most  powerful  Leyden  battery. 

Currents  of  electricity  have  also  been  detected  in  fruits,  and  in  the 
bark,  roots,  and  leaves  of  growing  plants ;  the  roots,  and  all  internal 
parts  of  plants  filled  with  juice,  being,  according  to  Buff,  negative  with 
relation  to  the  exterior  or  less  humid  parts. 

\For  Problems  on  EledricUy,  see  end  of  Meteorology.] 
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CHAPTER  I. 

METBOROLO0T. 

946.  Meteorology  is  that  branch  of  natural  philosophy  which  treats 
Df  the  atmovHphere  and  its  phenomena.  The  subject  may  properly  be 
divided  into— Ist,  Climatology ;  2d,  Aerial  phenomena,  comprehending 
winds,  hurricanes,  and  water-spouts ;  3d,  Aqueous  phenomena,  includ- 
ing fogs,  clouds,  rains,  dew,  snow,  and  hail ;  4th,  Luminous  and  elec- 
trical phenomena,  as  lightning,  rainbows,  and  aurora  borealis. 

Our  narrow  limits  of  space  restrict  our  remarks  on  this  interesting 
subject  to  a  very  inadequate  rehearsal  of  its  principles.  The  student 
will  refer  to  the  works  of  Espy  and  Blodget,  and  the  papers  of  Coffin, 
Henry,  Loomis,  Redfield  and  others,  in  the  transactions  of  the  Ameri- 
can Philosophical  Society,  publications  of  the  Smithsonian  Institution, 
the  United  States  Patent  Office,  and  the  American  Journal  of  Science, 
for  an  exhibition  of  the  American  results  in  this  science. 
{  1.  Climatology. 

947.  Climates,  seasons. — By  dimede  is  meant  the  condition  of  a 
place  in  relation  to  the  various  phenomena  of  the  atmosphere,  as  tem- 
perature, moisture,  &c.  Thus,  we  speak  of  a  warm  climate,  a  dry 
climate,  &c. 

A  secuon  is  one  of  the  four  divisions  of  the  year,  spring,  summer, 
autumn,  and  winter.  Astronomical  seasons  are  regulated  according  to 
the  march  of  the  sun.  In  meteorology  it  is  sought  to  divide  them 
aocording  to  the  march  of  temperature.  Winter  being  the  most  rigor- 
ous of  seasons,  it  is  so  arranged  that  its  coldest  days  (about  January 
15th)  fall  in  the  middle  of  the  season.  Hence,  winter  consists  of  De- 
cember, January,  and  February ;  spring  of  March,  April,  and  May, 
&c.  Few  meteorologists  have  regard  to  the  astronomical  divisions, 
which  make  winter  begin  December  21st. 

948.  Influence  of  the  sun. — The  sun  is  the  principal  cause  that 
regulates  variations  in  temperature.  In  proportion  as  this  luminary 
rises  above  the  horizon,  the  heat  increases ;  it  diminishes  as  soon  as  it 
sets.  The  temperature,  also,  depends  on  the  time  it  remains  above  the 
horizon.  The  sun,  in  winter,  sends  its  rays  obliquely  upon  the  earth, 
and  at  this  season,  therefore,  less  heat  is  received  than  in  summer, 
when  its  rays  are  more  nearly  perpendicular.    Mathematicians  have 
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in  vain  endeavored  to  deduce  the  temperature  of  dajs  and  seasoni 
from  the  height  of  the  sun  above  the  horizon.  This  failure  is  owing 
to  many  accidental  and  local  causes,  which  modify  the  result, — as  ele- 
vation above  the  ocean,  inclination  of  the  surface,  vicinity  of  seas,  lakes, 
or  mountains,  prevalent  winds,  fto. 

949.  Meteorologioal  obaervationB,  to  be  compared  with  each 
other,  especially  when  made  in  different  locations,  should  be  made  at 
certain  fixed  hours  of  the  day.  The  hours  regarded  as  most  suitable 
for  this  purpose,  are  6  a.  if.,  2  p.  m.,  and  10  p.  x.  To  these  hours  are 
sometimes  added  9  a.  x.,  and  6  p.  x. 

950.  Mean  temperature. — The  mean  or  average  daily  tempera- 
ture is  commonly  obtained  by  observing  the  standard  thermometer  at 
stated  times  during  the  day,  and  then  dividing  the  sum  of  these  tem- 
peratures, respectively,  by  the  number  of  observations.  It  has  been 
ascertained,  that  the  mean  temperature  deduced  from  observations 
taken  at  6  a.  x.,  2  p.  x.,  and  10  p.  x.,  corresponds  almost  exactly  with 
the  mean  obtained  from  observations  taken  every  hour  in  the  24; 
hence  the  three  hours  named  are  considered  the  proper  hours  for 
taking  observations.  The  lowest  temperature  of  the  day  occurs  shortly 
before  sunrise ;  the  highest  a  few  hours  after  noon.  The  mean  daily 
temperature,  at  Philadelphia,  is  found  to  be  one  degree  above  the  tem- 
perature at  9  A.  X. 

By  taking  the  average  of  all  the  mean  daily  temperatures  ihroaghoui 
the  year,  the  mean  annual  temperature  is  obtained. 

951.  Monthly  variations  in  temperature, — In  the  successive  months 
of  the  year,  there  is  a  regular  variation  in  temperature.  From  the 
middle  of  January,  the  temperature  rises,  at  first  slowly,  in  April  and 
May  rapidly,  then  less  rapidly  to  the  end  of  July,  when  it  attains  its 
maximum.  It  falls  first  slowly  in  August,  rapidly  in  September  and 
October,  and  reaches  the  minimum  about  the  middle  of  January. 

In  the  United  Biates,  the  monthly  variations  of  tempenUnre  are  nearly  «■ 
folio  ITS.  (The  figures  attached  to  the  signs  -{-  and  —  by  the  side  of  each  month, 
signify  the  number  of  degrees  colder  or  warmer  it  is  than  the  one  immediately 
preceding.) 

January,  the  coldest;  February,  -f2®  to  4*»;  March,  9P  to  10®;  April,  10®; 
May,  »"  to  12  °;  June,  7®  to  0®;  July,  4®  to  6® ;  August,  —1°  to  3® ;  September, 
—6°  to  8°;  October,  —8®  to  10®;  Norember,  —10®  to  14®;  December,  —10®  to 
15®.  The  coldest  days  are  generally  about  the  15th  of  January ;  the  warmest^ 
near  the  25tb  of  July.  The  means  of  the  months  of  April  and  October,  are 
very  near  the  annual  mean. 

952.  The  range  of  temperature  during  the  gear,  is  due  to  variations 
in  the  length  of  days  and  nights,  and  the  height  of  the  sun  above  the 
horizon  at  noon. 

In  January,  when  the  days  begin  to  increase  in  length,  the  sun  aets  with  more 
force,  because  its  angular  height  is  greater,  and  because  it  remains  longer  above 
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tbe  horizon.  Thia  change  is  slow  at  first,  and  it  is  only  towards  the  remal 
equinox  that  the  increase  in  temperature  is  considerable.  The  days  being  then 
longer  than  the  nights,  the  earth  receives  more  heat  than  it  loses  by  radiation. 
The  temperature  increases  more  slowly  as  the  summer  solstice  is  approached, 
beoaose  the  changes  in  the  height  of  the  sun  and  length  of  the  day,  are  smalL 
After  the  solstice,  the  temperature  continues  to  increase,  until  about  July  25th; 
the  heat  received  through  the  day  being  still  greater  than  the  quantity  lost 
during  the  night.  As  the  days  decrease  in  length,  and  the  sun  approaches  the 
equator,  the  temperature  falls,  and  attains  its  minimum  near  the  middle  of 
January.     For  the  extremes  of  natural  temperature,  compare  section  744. 

953.  Variations  of  temperature  in  latitude. — The  mean  tem- 
perature of  different  places  on  the  9anie  latitude,  varies  according  to 
the  height  of  the  sun  at  mid-day  above  the  horizon  at  these  points. 
The  highest  temperature  is,  therefore,  found  at  the  equator ;  it  dimin- 
ishes either  way  to  the  poles. 

The  mean  summer  temperature  of  regions  midway  between  the  poles  and  the 
equator,  may  be  as  high  as  at  the  equator,  because  the  sun  is  above  the  horison 
a  greater  number  of  hours.  At  the  poles,  however,  where  the  sun  is  above  the 
horizon  during  six  months  of  the  year,  the  rays  are  directed  so  obliquely  that 
their  calorific  action  is  very  feeble. 

The  temperature  is  not  the  same  for  places  in  the  same  latitude  in 
the  two  hemispheres,  as  is  seen  in  the  following  table : — 


PUc«s. 

latitude. 

Temp. 

Places. 

Latitude.      Ttomp. 

Falkland  Isles,    . 
Buenos  Ayres,      . 
Rio  Janeiro,    .    . 

610S. 
34®  36'  8. 
22«66'S. 

47*>-23 

620-6 

73«M 

London,      .    .    . 
Savannah, .     .    . 
Calcutta,    .    .    . 

61®3rN.    60«-72 
32«06'N.    64«-68 
220  36'N.    78^44 

This  variation  is  owing  to  a  variety  of  local  causes,  such  as  the  ele- 
vation and  form  of  the  land,  proximity  to  large  bodies  of  water,  the 
general  direction  of  winds,  &c. 

954.  Variations  of  temperature  in  altitude. — The  average  diminu- 
tion  in  temperature  in  ascending  from  the  sea  level  is  1°  F.  for  every  300  feet. 
Supposing  the  average  temperature  of  the  air  at  the  level  of  the  sea,  near  the 
equator,  to  be  80°,  and  toward  the  poles  0°,  the  figures  in  the  second  and  third 
eolumn  of  tbe  following  table  will  express  approximately  the  temperature  at  dif- 
ferent elevations.     (From  Daniell.)  • 

DECREASIS  OF  TEHPIRATURB  IK  THB  ATKOSPHERB  FROX  BLBVATION. 


Altitude  In  ftet 

Eqnatorlal  tempera- 
ture. 

80« 

Arctic  temperature. 

0- 

0« 

5,000- 

64«-4 

—  18«-5 

10,000- 

480-4 

—  370-8 

15,000- 

31^4 

—  58°-8 

20,000- 

12°-8 

—  82"-! 

25,000- 

—  7<>-6 

— lOQo-l 

30,000- 

— 30O-7 

— 140O-3 
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955.  Limit  of  perpetual  bdo^v. — It  follows  from  what  has  jnst 
been  stated,  that  in  every  latitude,  at  a  certain  eleyation,  there  must 
be  a  point  where  moisture  once  frozen  must  ever  remain  congealed. 
The  lowest  point  at  which  this  is  attained  is  called  the  limit  of  per> 
petual  snow,  or  the  snow-line.  This  point  is  generally  highest  near  the 
equator,  and  sinks  towards  either  pole.  There  are,  however,  numeroos 
exceptions  to  this  rule. 

LIMIT   OF   PBRPBTUAL   SNOW   AT   DIFFEKSNT   PLAGES. 


PlaoM. 

Latitude.             |           SnowUnes. 

Straits  of  Magellan, 

Chili, 

64«S. 

41»S. 

OQO 

30«  15'  N. 

42»N. 

14®  30'  S. 

19<»N. 

370  30'  N. 

56«  40'  N. 

3760  feet 

6009   " 

15,807   " 

16,719    " 

8220    " 

18,631    " 

14,763    " 

9531    " 

5248    ^ 

Quito, 

Himalaya,  North  side,     .    ,    .    . 
Alps, 

W.  Cordilleras, 

Mexico, " 

^tna, 

Eamtsehatka, 

It  has  been  observed  that  the  different  heights  of  perpetual  frost  decrease 
very  slowly  as  we  recede  from  the  equator  until  we  reach  the  limit  of  the  torrid 
tone,  when  they  decrease  more  rapidly.  The  average  difference  for  every  5®  of 
latitude  in  the  temperate  lone  is  1318  feet,  while  from  the  equator  to  30®  the 
average  is  only  664  feet,  and  from  60®  to  80®  of  latitude  it  is  only  891  feet  The 
limit  of  perpetual  snow  presents  remarkable  and  inexplicable  phenomena  at 
different  points :  thus  it  is  much  higher  in  the  Himalayas,  latitude  14®  15'  N., 
than  at  the  equator.  Humboldt  remarks  that  the  limit  is  not  doe  alone  to 
geographical  latitude,  that  it  is  owing  to  a  combination  of  many  causes,  such  as 
differences  in  the  temperature  of  each  season,  the  direction  of  the  winds,  the 
habitual  dryness  or  humidity  of  the  atmosphere,  the  form  of  the  mountain,  its 
vicinity  to  other  peaks,  Slq. 

956.  Isothermal  lines. — If  all  the  points  whose  mean  temperatare 
is  the  same  are  connected  by  lines,  a  series  of  curves  are  obtained, 
which  Humboldt  was  the  first  to  trace  on  charts,  and  which  he  has 
named  Uothermes,  or  isothermal  lines  (from  ttro^^  equal,  and  dippo^j 
heat).  The  latitude  and  longitude  are  the  principal  conditions  which 
determine  the  temperature  of  any  point  upon  the  earth's  surface,  but  the 
influence  of  these  conditions  is  greatly  modified  by  numerous  accidental 
and  local  influeuces:  hence,  the  isothermal  lines  present  numerous 
sinuosities  instead  of  passing  around  the  earth  parallel  to  any  degree 
of  latitude.  The  introduction  of  isothermes  formed  an  important  epoch 
in  meteorological  science,  for  by  it  have  been  established  the  great  laws 
of  the  distribution  of  heat  over  the  surface  of  the  earth  lor  the  four 
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seasons.    The  chart  of  isoclinal  lines,  fig.  543,  serves  also  to  illustrate 
the  general  direction,  and  place  of  isothermal  lines. 

2  2.   Aerial  Phenomena. 

957.  Gtoneral  oonsideration  of  winds. — ^Wind  is  air  in  motion. 
Winds  are  generally  caused  by  variations  in  the  temperature  of  the 
earth,  produced  in  part  by  the  alternation  of  day  and  night,  and  the 
change  of  the  seasons.  The  air  in  contact  with  the  hotter  portion  of 
the  earth  becomes  heated,  and  being  lighter  than  before,  rises,  while 
the  surrounding  air  rushes  in  below  to  supply  its  place.  The  revolution 
of  the  earth  on  its  axis,  also  comes  in  as  an  important  modifying  cause 
of  the  thermal  conditions.  Winds  are  also,  sometimes,  caused  by  the 
sudden  displacement  of  large  volumes  of  air,  as  in  the  fall  of  an  ava- 
lanche. Winds  are  named  from  the  points  of  the  horison  from  which 
they  blow. 

958.  Propagation  of  winds. — ^Whether  a  wind  is  first  felt  in  the 
country  from  which  it  comes,  or  in  that  to  which  it  is  directed,  is  still 
an  unsettled  question.  It  would  seem,  however,  that  often  at  least  it  is 
first  felt  in  the  region  to  which  it  is  directed. 

It  has  already  been  said  that  winds  are  caused  by  ineqnalities  in  the  tempera- 
ture of  the  air.  Jf  the  air  above  a  certain  region,  as  in  the  tropics,  becomes 
heated,  it  rises,  and  the  air  in  the  vicinity  rushes  into  the  space  abandoned  by  the 
ascending  column.  This  air  becomes  rarefied,  and  this  rarefaction  is  communi- 
cated from  point  to  point,  just  as  the  waves  of  sound  expand.  The  wind  is  tbns 
propagated  in  a  direction  opposite  to  that  in  which  it  blows.  Such  winds  are 
called  winds  of  a«ptranoa.  Winds  which  are  propagated  in  the  same  direction 
from  which  they  blow  are  called  winds  of  intuj^aiion.  Franklin  made  some 
interesting  observations  on  winds  of  aspiration.  He  noticed  that  a  violent  north- 
east wind,  which  arose  about  7  o'clock,  p.  x.,  in  Philadelphia,  was  not  felt  at 
Boston  until  11  o'clock  in  the  evening.  Again,  a  violent  south-west  wind  blew 
first  at  Albany,  and  afterwards  at  New  York.  But  the  existence  of  winds  of 
insufflation  is  not  less  well  proven.  The  terrible  hurricane  from  the  south -west» 
#1  the  29th  of  November,  1836,  arrived  at  London  at  10  o'clock  in  the  morn- 
ing;, at  the  Hague  at  1  o'clock  in  the  afternoon,  at  Amsterdam  at  1^,  at  Hamburg 
at  6,  at  Lubeck  at  7,  and  at  Stettin  at  half-past  9  o'clock  in  the  evening. 

959.  Anemoscopes. — ^The  direction  of  currents  of  air  blowing  at 
great  heights  may  often  be  determined  by  the  direction  in  which  the 
clouds  move.  The  direction  in  which  surface  winds  move  is  determined 
by  means  of  anemoscopes  (from  Sj^e/jLo^,  wind,  and  axond^i  one  who 
watches). 

The  ordinary  vane  is  the  simplest  anemoscope.  From  its  position  on  the  top 
of  an  edifice,  observations  of  it  are  extremely  inconvenient,  and  as  ordinarily 
constructed,  it  is  not  sufficiently  delicate  to  move  with  slight  agitations  of  the 
air.  Anemoscopes,  suitable  for  accurate  observation,  are  variously  constructed. 
They  may  oonsist  of  tw)  or  more  fan- wheels,  whose  axis  supported  horitontally 
Is  la  eonneotion  with  a  vertical  bar.    The  lower  end  of  this  bar  is  delicately 
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rapported,  and  has  a  needle  attached  to  it  at  right  angles,  moring  over  a  com- 
pass dial-plate.    The  needle  points  npon  the  dial  the  direction  of  the  wind. 

960.  Anemometen  (from  avefio^,  wind,  and  fUrpov,  measure)  are 
instramentfl  designed  to  measure  the  velocity  of  winds. 

The  velocity  of  winds  is  indicated  hy  the  force  with  which  they  move,  u  e^ 
the  pressure  they  exert.  Some  anemometers  are  oonstmeted  so  as  to  exhihit  the 
amount  of  pressure  excited  hy  a  wind  upon  a  plate  placed  perpendicular  to  its 
own  direction.  This  plate  may  be  supported  on  a  spiral  spring,  the  extent  of 
its  compression  indicating  the  force  of  the  wind.    Fig.  713  represents  a  simple 
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form  of  this  class  of  instruments.  Other 
anemometers  indicate  the  velocity  of  the 
wind  by  the  number  of  revolutions  given  ^i 
to  a  fan -wheel  in  a  given  Ume.  Such  an 
one  is  Woltmann's  anemometer.  It  con- 
sists essentially  of  a  small  wind-mill,  to 
which  is  attached  an  index  marking  the 
number  of  revolutions  per  minute.  The 
stronger  the  wind,  the  greater  the  number  of  revolutions  made.  The  necessary 
data  for  ascertaining  correctly  with  this  instrument  the  velocities  of  winds  are 
easily  obtained  as  follows : — Nothing  more  is  neoessaiy,  than  on  a  calm  day,  to 
travel  with  the  apparatus  on  a  carriage  or  rail  oar,  observing  the  number  of  re- 
volutions made  in  going  any  known  distance  in  a  given  time.  The  effect  will 
be  the  same  as  if  the  air  was  in  motion.  A  table  is  then  constructed,  indicating 
the  velocity  of  a  wind  which  turns  the  sails  forty,  fifty,  sixty,  or  more  times  per 
minute. 

Anemometers  of  very  various  forms  have  been  designed.    No  one  yet  eon- 
structed  indicates  the  velocity  of  winds  with  absolute  precision. 

961.  The  velocity  of  winds  varies  from  that  whioh  scaroelj  moves 
a  leaf  to  that  which  overthrows  the  stauncbest  oak. 


YELOCITT 

AND  POWER  or   WINDS  ( 

Se 

neatoD). 

Velocity  of  the  wind. 

Perpendleolar  force  on  one 

Hllat  per  hoar. 

sq.  ft  in  lbs.  ftToirdupois. 

WiDdt. 

1 

•005 

4 

•070 

1 

Gentle  wind. 

6 

•123 

K 
16 

•402 
1107 

Pleasant  brisk  gale. 

20 
36 

1068 
3-075 

Very  brisk. 

SO 
36 

4-429 
6027 

1 

High  wind. 

40 

7-873 

Very  high. 

60 

12-300 

Storm. 

60 

17715 

Qreat  storm. 

80 

31-490 

Hurricane. 

100 

49-200 

Violent  hurricane. 

Formolao. — ^The  following  formula  for  determining  the  velooitj  of 
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winds  from  the  observed  pressures,  have  been  deduced  from  Smenton's 
table  given  above : — 

If  V  repreAentfl  the  velocity  per  hour  in  milea,  and  P  represents  the  pressure 
»n  a  square  foot  of  surface  at  right  angles  to  the  direction  of  the  wind : — 


'""V®^ 


-— -     or  r=U-257i//>. 
00492  "^ 

The  pressure  in  pounds  avoirdupois,  on  a  square  foot  of  surface,  when  the  wind 
moves  one  mile  an  hour,  being  =  0*00492  lbs. 

To  obtain  the  velocity  per  second  in  tbet,  we  multiply  by  5280  (the  number  of  feet 
in  a  mile),  and  divide  by  8A00,  the  number  of  seconds  in  an  hour,  and  we  have 

6280        6280  . —  . — 

^='^X77Zk  =  ^7r.X  U-267t/P  =  20-91i//>. 

3600     3600  ^         y  y 

Winds  are  divided  into  three  classes,  viz.,  regular,  periodical  and 
variable. 

962.  Regular  winds  are  those  which  blow  continuously  in  a  nearly 
constant  direction,  as  the  trade  winds. 

Trade  winds  occur  in  the  equatorial  regions,  on  both  sides  of  the 
equator  to  about  30°  of  latitude.  Those  in  the  northern  hemisphere 
blow  from  the  north-east  to  the  south-west ;  those  in  the  southern  hemis- 
phere from  the  south-east  to  the  north-west. 

These  winds  are  produced  by  the  unequal  distribution  of  heat  upon  the  surface 
of  the  earth,  and  by  the  rotation  of  the  earth  on  its  axis.  From  the  vertical 
position  of  the  sun,  the  equatorial  regions  are  intensely  heated,  the  temperature 
gradually  diminishing  towards  the  poles.  The  heated  air,  above  the  equator, 
rises  and  blows  off  in  the  upper  regions  of  the  atmosphere  towards  either  pole. 
At  the  same  time,  currents  are  established  on  the  surface  of  the  earth  to  supply 
to  the  equatorial  regions  the  air  which  the  upper  currents  have  carried  off.  If 
the  earth  were  at  rest,  these  winds  would  blow  due  north  and  south.  But  the 
earth  is  revolving  on  its  axis,  from  west  to  eafit,  at  the  equator ;  therefore,  the 
eastern  velocity  is  greatest,  but  it  gradually  diminishes  towards  the  poles.  In 
consequence  of  this,  the  wind  blowing  from  the  north  pole,  towards  the  equate^:, 
acquires  a  westerly  direction,  and  seems  to  come  from  the  north-east,  and  for 
the  same  reason,  the  wind  blowing  from  the  south  pole  towards  the  equator,  also 
acquires  a  westerly  direction,  and  seems  to  come  from  the  south-east 

These  trade  winds  are  not  stationary,  moving  to  the  north  in  the  summer  oi 
the  northern  hemisphere,  and  south  as  the  sun  withdraws  to  the  southern  tropic. 

The  general  direction  of  these  trade  winds  is  no  more  altered  by  the  form  of 
continents,  their  elevation  and  headlands,  than  is  the  general  course  of  the 
iraters  in  a  river  by  rocks  in  its  bed,  though  abrading  surfaces  and  irregulari- 
ties may  produce  a  thousand  eddies  in  the  main  stream. 

963.  Periodical  winds  are  those  which  blow  regularly  in  the  same 
direction,  at  the  same  seasons  of  the  year,  or  hours  of  the  day.  The 
most  interesting  winds  of  this  class  are  the  monsoons,  and  the  land  and 
the  sea  breezes. 

The  moHtoona  occur  within,  or  near  the  tropics  j  they  blow  from  a  certain 
quarter  about  one-half  of  the  year,  and  from  an  opposite  point  during  the  other 
half.     The  cau^e  of  tho  monsoons  is  found  in  the  effect  produced  by  the  sun  in 
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his  annual  progress  from  one  tropic  to  another,  soooeBsSralj  heating  the  land  o^ 
either  side  of  the  eqnator.  The  nmoon  is  a  periodical  wind  which  blows  otot 
the  deserts  of  Asia  and  Africa ;  it  is  noted  for  its  high  temperature,  and  the 
sand  which  it  raises  in  the  atmosphere,  and  carries  along  with  it.  This  wind 
from  the  Great  Sahara  desert  blows  orer  Algeria  and  Italy,  and  reaches  eren 
the  north  shores  of  the  Mediterranean,  where  it  reoeiyes  the  name  of  nroeeo. 

On  the  coasts  and  islands  within  the  tropics,  and  to  some  extent  in  temperate 
regions,  a  $ea  breexe  dailj  occurs  flowing  from  the  sea  to  the  land  daring  th« 
day ;  as  it  gradually  subsides,  it  is  succeeded  by  a  land  brteu,  flowing  from  the 
land  to  the  sea.  In  some  places  these  breezes  are  scarcely  perceptible  beyond 
the  shore ;  in  others,  they  extend  inland  for  miles. 

The  causes  of  the  land  and  sea  breeses  are  Tcry  apparent  During  the  day, 
while  the  sua  shines,  the  land  acquires  a  higher  temperature  than  the  water  of  the 
surrounding  ocean.  The  air,  above  the  land,  becomes  heated,  and  rises.  To 
supply  the  place  of  that  which  has  risen,  air  flows  in  from  the  sea,  constitatiBg 
the  sea  breeze.  But  when  the  sun  descends,  the  land  rapidly  loses  its  heat«  by 
radiation,  while  the  temperature  of  the  ocean  is  scarcely  changed.  In  eonse- 
quence  of  this,  the  air  aboye  the  land  becomes  cooled,  and  therefore  mom  dense, 
and  flows  towards  the  water,  constituting  the  land  breese.  At  the  same  time^  in 
the  higher  regions  of  the  atmosphere,  air  flows  in  from  the  sea  to  the  land. 

964.  Variable  winds  are  those  which  blow  sometimes  in  one  direc- 
tion, sometimes  in  another.  The  direction  of  winds  is  inflnenced  bj 
numerous  causes,  as  the  nature  and  form  of  the  surface  of  the  earth, 
the  proximity  of  large  bodies  of  water,  &c.  In  these  latitudes,  the  di- 
rection of  the  preyailing  winds  is  from  the  north-west  to  the  south-east 

965.  Gtoneral  direction  of  winds  in  the  higher  latitades. — In 
the  table  giyen  below,  the  relatiye  frequency  of  different  winds  is 
giyen.  The  total  number  of  winds  in  each  country  is  represented  ly 
1000 ;  the  figures  in  the  table  represent  their  relative  frequency. 


FREQUENCY  OP   DIFFERENT 

WINDS 

W. 

Countries. 

N. 

N.  E. 

E. 

S.E.   1 

S. 

S.W. 

N.W. 

England,      .     .     . 

82 

Ill 

99 

81  ; 

Ill 

226 

171 

120   ' 

France,        .     .    . 

126 

140 

84 

76    ' 

117 

192 

155 

110 

Germany,     .     .     . 

84 

9S 

119 

87 

97 

185 

198 

183 

Denmark,     .     .     . 

65 

98 

100 

129 

92 

198 

161 

156 

Sweden,  .... 

102 

104 

80 

110 

128 

210 

159 

106 

Russia,    .... 

99 

191 

81 

130 

98 

143 

166 

192 

North  America,    . 

96 

116 

49 

108 

! 

123 

197 

101 

210 

In  these  countries  there  is  a  predominance  of  soath-weet  winds,  with  the 
exception  of  Russia,  where  the  greater  proportion  are  from  the  north-west  Id 
all  the  northern  hemisphere  there  is  a  predominance  of  wetterlj  winds.  This  is 
shown  by  the  fact  that  the  average  length  of  the  yoyage  from  New  York  to 
Liverpool  by  packet  is  bat  23  days,  while  that  of  the  retarn  voyage  is  40.  In 
the  high  southern  latitudes  the  same  thing  is  observed.  Lieut.  Maury  remarks 
that  at  Cape  Horn  there  are  three  times  as  many  westerly  as  easterly  winds. 
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966.  Physical  propextiea  of  winds. — Winds  are  hot,  cold,  dry, 
or  moist,  according  to  the  direction  from  which  they  come,  and  the 
kind  of  surface  over  which  they  pass. 

If  they  come  over  the  sea,  from  lower  latitudes,  they  are  warm  and 
moist ;  if  aoroes  the  land,  and  from  the  north,  they  are  cold  and  dry. 
Our  north-east  winds  are  cold  and  moist,  because  they  come  from  the 
north,  over  the  Atlantic  Ocean.  South  winds  are  here  warm  and 
humid ;  north  winds  cold  and  dry. 

967.  Hot  winds. — Over  the  deserts  of  Asia  and  Africa,  an  intensely 
hot  wind  occasionally  prevails.  In  Arabia,  it  is  called  simoon,  signi- 
fying poisonous :  in  Egypt,  khaTnsirif  because  it  blows  forty  days.  In 
the  western  part  of  the  Great  Desert,  and  in  Guinea,  it  bears  the  name 
of  harmaUan, 

The  soil  of  these  countries  is  uniformly  covered  with  a  fine  reddish  sand, 
which  becomes  prodigiously  heated  by  tbe  sun's  rays.  As  the  wind  passes  ovei 
this  surface,  it  becomes  intensely  heated ;  the  fine  particles  of  sand  are  raised  in 
the  air,  giving  a  reddish  or  purplish  tinge  to  the  atmosphere ;  the  sky  becomes 
obscured,  tbe  sun  loses  its  brilliancy,  as  tbe  winds  blow  from  the  desert.  Tbe 
barometer  falls  very  low,  plants  dry  up,  and  evaporation  takes  place  with  great 
rapidity  from  the  surface  of  the  skin,  giving  rise  to  the  greatest  sufifering. 
Whole  caravans  have  been  known  to  perish,  the  prey  of  a  consuming  thirst. 

968.  Harricanes,  or  cyclones,  are  terrific  storms,  often  attend(;d 
by  thunder  and  lightning;  they  are  distinguished  from  every  other 
tempest  by  their  extent,  their  power,  and  the  sudden  changes  in  their 
direction.  From  numerous  observations,  **  it  appears  that  hurricanes 
are  storms  of  wind,  which  revolve  around  an  axis,  upright  or  inclined 
to  the  horizon,  while,  at  the  same  time,  tbe  body  of  the  storm  has  a 
progressive  motion  over  the  surface  of  the  earth."  This  law  has  been 
established  by  Redfield  and  Reid.  Their  progressive  velocity  varies 
from  ten  to  thirty  or  forty  miles  per  hour;  the  rotatory  velocity  is 
sometimes  as  much  as  a  hundred  miles  per  hour.  The  diameter  of  a 
hurricane  is  from  a  hundred  to  five  hundred  miles,  though  sometimes, 
as  in  the  Cuban  hurricanes,  it  is  much  more.  . 

Fig.  714  shows  the  origin,  rotation,  and  general  course  of  hurricanes  in  both 
the  northern  and  southern  hemispheres.  These  terrible  storms  have  never  been 
known  to  sweep  across  the  equator,  although,  in  one  case,  similar  hurricanes  were 
raging  at  the  same  time,  on  both  sides  of  the  equator. 

A  northern  hurricane  commences  with  a  violent  rotary  motion,  as  shown  by 
the  arrows  at  a,  in  latitude  10°  or  15°  north  of  the  equator,  corresponding  very 
nearly  with  the  sun's  northern  declination,  and  extending  over  an  area  of  from 
>0  to  200  or  300  miles,  the  rotary  motion  of  the  storm  tending  inwards  towards 
its  centre.  At  the  same  time  the  general  progress  of  the  storm  is  obliquely 
w^st  and  northward  until  it  reaches  tbe  limit  of  the  north-east  trade  winds,  where 
it  sweeps  around,  taking  a  north-easterly  direction,  the  vortex  enlarging  as  it 
progresses,  spreading  over  an  area  of  500  or  1000  miles,  until  at  last  it  moves 
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in  a  nearly  easterly  direction,  and  ezhausti  its  foroe  by  its  exeeMive  enlaig** 
ment,  in  latitude  40°  or  50°  N.  714 

Southern  hnrricanea  pursue  a  similar  course  in 
the  southern  hemisphere,  as  shown  in  the  lower 
part  of  the  figure.  The  circular  arrows  show  the 
rotation  of  the  air  in  the  area  of  the  cyclone,  and 
the  arrows  in  the  parabolic  curve,  a  6  c,  show  the 
genial  course  of  the  moving  storm. 

The  arrow,  NET,  shows  the  region  of  the 
north-east  trade  winds,  and  the  parallel  of  lati- 
tude, L  N  E  T,  shows  their  northern  limit.  The 
arrow,  SET,  and  line,  L S £ T,  also  show  the 
region  and  limit  of  the  south-east  trades. 

Between  the  northern  and  southern  hurricane 
regions,  is  the  zone  of  variable  winds,  which  the 
hurricanes  are  not  known  to  pass.  On  either  side 
of  the  cone  of  variable  winds  lie  the  zones  of 
expansion,  in  whieh  hurricanes  originate.  The 
letters,  D  D,  indicate  the  most  dangerous  portion 
of  the  hurricane  track. 

It  is  now  well  ascertained  that,  in  both 
hemispheres,  the  air  in  a  cyclone  or  hurri- 
cane rotates  in  a  direction  contrary  to  that 
of  the  course  of  the  sun.  Thus,  in  the  jan.to  apr. 
northern  hemisphere,  the  course  of  the  sun  is  from  the  east  around  tG 
the  south,  then  to  the  west  and  north,  and  the  movement  of  the  air  in 
the  hurricane  is  in  the  opposite  direction  ;  t.  «.,  from  the  north,  by  the 
west,  south,  and  east,  or  in  a  direction  contrary  to  the  motion  of  the 
hands  of  a  watch,  lying  with  the  face  upward.  In  the  southern  hemi- 
sphere, the  course  of  the  sun  is  from  the  east,  by  north,  west,  and  sooth, 
and  that  of  the  cyclone  is  from  the  north,  by  east,  south,  and  west,  or 
in  the  direction  of  the  hands  of  a  watch.  East  winds  are,  in  both 
hemispheres,  characteristic  of  a  commencing  hurricane  (i.  e^  an  east 
wind  is  always  found  on  the  front  of  the  advancing  storm,  as  shown  in 
the  figure) ;  while,  in  general,  west  winds  occur  only  in  the  latter  part 
of  the  storm,  as  decreasing  winds ;  hence,  in  the  northern  hemisphere, 
the  most  dangerous,  part  of  a  hurricane  is  in  the  advaneing  border  of 
the  right  hand  semicircle,  or  about  the  line  DD;  while,  in  the  south- 
ern hemisphere,  the  dangerous  limit,  D  D,  is  the  advancing  quadrant 
(if  the  left  hand  semicircle. 

The  effect  of  the  rotary  movement  of  the  hurricane  is  to  accumulate 
the  air  around  its  outer  margin,  with  a  pressure  increasing  u»  it  recedes 
from  the  centre ;  consequently,  the  barometer  is  lowest  at  the  middle 
of  a  storm,  and  highest  at  its  extremity.  The  barometer  oscillates 
before  and  during  a  hurricane,  rising  und  falling  rapidly,  owing  to  the 
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meqaality  of  the  pressure  which  causes  the  storm;   so  that: — Great 
barometric  oscillations  generally  announce  the  approach  of  a  tetnpest. 

By  careful  observation  of  the  barometer,  the  mariner  anticipates  the 
approach  of  a  hurricane,  or  other  dangerous  storm.  So,  also,  by  care- 
ful attention  to  the  course  of  the  winds,  and  the  sailing  directions, 
based  on  the  researches  of  Redfield,  Reid,  and  Maury,  he  knows  how 
to  sail  out  of  the  track  of  a  hurricane  after  it  has  commenced. 

969.  Tornadoes  or  'whirlwinds  are  distinguished  from  hurricanes, 
chiefly  in  their  extent  and  continuance.  They  are  rarely  more  than  a 
few  hundred  rods  in  breadth,  and  their  whole  track  is  seldom  more 
than  twenty-five  miles  in  length.  The  continuance  of  tornadoes  is  but 
a  few  seconds  at  any  one  place.  They  are  oftentimes  of  great  energy, 
uprooting  trees,  overturning  buildings,  and  destroying  crops. 

970.  Water-spoats  differ  from  whirlwinds  in  no  other  respect  than 
that  water,  or  vapor  of  water,  is  subjected  to  their  action,  instead  of 
bodies  upon  the  surface  of  the  land. 

Water-flponts  first  appear  as  an  inverted  cone,  extending  downward  from  a 
iark  cload.  As  the  cone  approaches  the  water,  the  latter  becomes  agitated,  the 
spray  rises  higher  and  higher,  and  finally,  both  uniting,  there  is  formed  a  oon- 
tinuons  column  from  the  cloud  to  the  water,  usually  bent  as  in  fig.  715,  but  some- 
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tunes  erect.  After  a  little  time,  the  column  breaks,  and  the  phenomena  disap- 
ptMir.  As  to  the  origin  of  water-spouts,  philosophers  are  divided.  Eaemtz,  a 
diatinguished  German  meteorologist,  assumes  that  they  are  due  principally  to 
two  opposite  winds,  which  pari  side  by  side,  or  when  a  very  brisk  wind  prevails 
in  the  higher  regions  of  the  atmosphere,  while  it  is  dear  below.  Peltier,  and 
other  physicists,  ascribe  water-spouts  to  an  electrical  cause. 

Wat«r-spouis  are,  in  great  part,  formed  of  atmospherio  water,  as  is  shown  by 
the  fact,  that  the  water  escaping  from  them  is  not  salt*  even  in  the  open  a<««^. 
57  ♦ 
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If  the  atmospbere  \a  not  moisty  there  ii  no  condeniation  of  vapor,  and  the  only 
noticeable  phenooienon  is  the  violence  of  the  wind  and  its  rotatory  motion. 

971.  Oeneral  laws  of  storma. — Great  storms,  in  temperate  climates, 
are  governed  by  general  laws,  presenting  more  or  less  analogy  to  the 
movements  of  hurricanes.  As  a  general  thing,  the  great  storms  which 
pass  over  North  America  have  no  connection  with  the  storms  of  Earope ; 
and  the  storms  of  both  continents  are  modified  in  their  course  and 
general  phenomena  by  the  configuration  and  elevation  of  the  land. 

Great  storms  of  rain  and  snow,  and  also  lesser  storms,  which  prevail 
in  the  United  States  from  November  to  March,  are  govenied  by  the 
following  general  laws,  which  have  been  condensed  from  the  researches 
of  Professors  Espy  (Reports  to  United  States  Senate),  and  Loomis 
(Smithsonian  Contributions,  1860). 

1.  Storms  travel  from  the  region  of  the  Mississippi  eastward  as  far 
as  the  Gulf  of  St.  Lawrence,  and  disappear  in  the  Atlantic  Ocean. 

2.  They  are  accompanied  with  a  depression  of  the  barometer,  often 
amounting  to  an  inch  or  more  below  the  mean  height,  along  a  line  of 
great  extent  from  north  to  south,  the  line  being  curved  with  its  convexity 
eastward.  In  the  front  and  rear  of  the  storm,  there  is  a  rise  of  the 
barometer,  which,  in  some  places,  is  more  than  an  inch  above  the  mean. 

3.  Great  storms  travel  from  the  Mississippi  to  the  Connecticut  River 
in  twenty-four  hours ;  and  from  the  Connecticut  to  Newfoundland  in 
nearly  the  same  time,  or  about  thirty-six  miles  an  hour ;  though  some- 
times they  appear  to  remain  nearly  stationary  for  four  or  five  days. 

4.  The  area  covered  by  a  storm  is  nearly  circular,  often  of  great 
extent ;  frequently  1000  miles  from  east  to  west,  and  2000  or  3000 
miles  from  north  to  south. 

5.  For  several  hundred  miles,  on  each  side  of  the  centre  of  a  violent 
storm,  the  wind  inclines  inwards  towards  the  area  of  least  pressure, 
and,  at  the  same  time,  it  circulates  around  the  centre  in  a  direction 
contrary  to  the  motion  of  the  hands  of  a  watch.    Compare  {  968. 

6.  On  the  borders  of  the  storm,  near  the  line  of  maximum  pressure, 
the  wind  has  but  little  force,  and  tends  outwards  from  the  line  of  great- 
est pressure. 

7.  The  wind  uniformly  tends  from  an  area  of  high  barometer  towards 
an  area  of  low  barometer. 

8.  In  the  northern  parts  of  the  United  States,  the  wind  generally,  in 
great  storms,  sets  in  from  the  north  of  east,  and  terminates  from  the 
north  of  west ;  and  in  the  southern  states,  the  wind  generally  sets  in 
from  the  south  of  east,  and  terminates  from  the  south  of  west. 

9.  During  the  passage  of  storms,  the  wind  generally  veers  from  the 
»oBtward  around  by  the  south,  and  then  towards  the  west. 
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10.  Id  a  great  storm,  the  area  of  high  thermometer  iroquently  does 
not  coincide  with  the  aroa  of  low  barometer,  or  with  the  centre  of  rain 
and  snow.  But  in  the  United  States,  on  the  north-east  side  of  a  storm, 
at  a  distance  of  500  miles  from  the  area  of  rain  and  snow,  the  ther^ 
mometer  sometimes  rises  as  much  as  twenty  degrees  above  its  mean 
height. 

11.  In  Europe,  storms  are  often  modified  and  controlled  by  the  Alps 
of  Switzerland,  which  appear,  for  days  together,  to  serve  as  the  centre 
of  great  storms. 

For  the  connection  of  barometric  changes  with  changes  of  weather,  see  sec- 
tion 271 ;  and  for  fuller  discussions  of  the  theory  and  laws  of  storms,  see  the 
works  already  referred  to  above,  and  also  |^  946,  968. 

i  3.  Aqaeous  Phenomena. 
972.  Humidity  of  the  air. — Vapor  of  water  is  always  contained  in 
the  air.  This  may  be  demonstrated  by  placing  a  vessel  filled  with  ice 
or  a  freezing  mixture  in  the  atmosphere ;  in  a  little  time  the  vapor 
from  the  air  will  be  condensed  on  the  walls  of  the  vessel,  in  the  form 
of  minute  drops  of  water. 

Air  is  said  to  be  taturated  un'th  vwUturt,  when  it  contains  as  much  of  the 
vapor  of  water  as  it  is  capable  of  holding  np  at  a  given  temperature.     That  the 
capacity  for  moisture  is  greater  as  the  temperature  increases,  is  shown  in  the 
foUowiog  table : — 
A  body  of  air  can  absorb 

At    32^  F.,  the  160th  part  of  its  own  weight  of  watery  vapor. 
"     590  "     <•      80th  "  "  "  " 

"     86°  "     "      40th  "  "  "  " 

"   113°  "     "      20th  "  "  "  ** 

It  will  be  noticed  that  for  erery  27°  of  temperature  above  32°,  the  capacity 
of  air  for  moisture  is  doubled.  From  this  it  follows,  that,  while  the  tempera- 
ture of  the  air  advances  in  an  arithmetical  series,  its  capacity  for  moisture  is 
accelerated  in  a  geometrical  series. 

Table  XXL,  Appendix,  shows  the  weight  of  aqueous  vapor  in  a  cubic 
foot  of  saturated  air,  at  temperatures  from  0°  to  100°  F. 

Absolnte  humidity, — relative  humidity. — The  term  absolute 
humidity  of  the  air  has  reference  to  the  quantity  of  moisture  contained 
in  a  given  volume.  Relative  humidity  refers  to  the  dampness,  or  its 
proximity  to  saturation  with  aqueous  vapor. 

The  absolute  humidity  is  greatest  in  the  equinoctial  regions,  and  diminishes 
towards  either  pole ;  it  diminishes,  also,  with  the  altitude,  but  tiie  Une  ratio  is 
not  fully  known.  The  absolute  humidity  is  also  greater  on  coasts  than  inland, 
in  summer  than  in  winter,  and  less  in  the  morning  than  about  midday. 

Relative  humidity  is  dependent  upon  the  mutual  influence  of  absolute  humidity 
and  temperature.  Th<)  atmosphere  is  considered  dry  when  water  rapidly  evapo* 
rates,  or  a  wet  substance  quickly  dries.  The  expressions  wet  and  dry  convey 
•imply  an  idea  of  the  relative  humidity  of  the  atmosphere,  and  have  no  refer- 
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amount  of  lew  depotfited  in  a  giTen  time  depends  opon  the  humiditj, 
tranquility,  and  serenity  ci  the  air.  Since  dew  is  the  moisture  of  tlie 
atmosphere  condensed,  it  is  evident  it  must  be  affected  by  the  amount 
the  air  contains.  On  a  windy  night,  the  air  in  contact  with  cold  objects 
is  so  quickly  changed,  that  it  is  not  cooled  down  to  the  dew  point;  but 
gentle  agitation  of  the  air  favors  the  production  of  dew,  bringing  more 
moist  air  to  furnish  dew  to  cold  objects.  The  most  copious  deposits  of 
dew  take  place  on  cool,  clear  nights.  For,  when  there  are  clouds,  these 
radiate  back  the  heat  which  has  escaped  from  the  earth,  and  thus  pre- 
vent its  cooling,  and  therefore  no  dew  is  deposited.  If  the  clouds  sepa- 
rate only  for  a  short  time,  dew  is  rapidly  deposited. 

Straw,  mats,  boards,  &c.,  used  by  gardeners  to  protect  delicate  plantp 
from  freesing,  act  in  the  same  manner  as  clouds,  to  prevent  the  deposit 
of  dew  or  frost.    See  Fig.  718. 

976.  Sabatances  upon  whicb  dew  falla. — Dew  does  not  fall  upon 
all  substances  alike ;  in  consequence  of  differences  in  radiating  ana 
conducting  power,  certain  substances  cool  quicker  and  more  perfectly 
than  others.  The  dusty  road,  the  rooks,  and  barren  soil,  cool  slowly, 
receiving  heat  from  the  earth  by  conduction,  and  therefore  on  them  but 
little  dew  falls.  Trees,  shrubs,  grasses,  and  vegetation  of  every  kind, 
radiate  heat  easily,  and,  on  account  of  their  peculiar  structure,  they 
receive  but  little  heat  from  the  earth,  or  other  objects,  by  conduction ; 
hence  they  become  rapidly  cooled,  and  abundance  of  dew  is  deposited 
upon  them. 

977.  Froat  is  frozen  dew.  When  the  temperature  of  the  earth  sinks 
in  the  night  to  the  freezing  point,  the  aqueous  vapor  then  deposited 
congeals  in  the  form  of  sparkling  crystals,  known  as  hoarfroet  Fig. 
718,  from  Stoeokhardt,  in  which  the  arrows  indicate  the  movements  of 
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heat,  and  the  numerals  the  temperature  of  the  air,  will  render  the  plie» 
nomena  of  dew  and  frost  more  intelligible. 

The  sun's  rays  in  winter,  may,  in  the  day,  warm  the  soil  to  53^  as 
la  wLc  H^ure,  while  the  air  above  the  ground  is  50®.     At  night»  the  ra- 
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diaiion  into  a  doadleas  sky,  will  reduce  the  temperature  of  the  ground 
to  43°,  or  even  33^  while  the  air  above  the  same  points  is  46^  or  39*^. 
But  a  oloud  resting  above  the  earth  prevents  radiation;  and  reflects  the 
heat  back  to  the  earth.  So  dew  or  frost  will  be  deposited  on  the  upper 
surface  of  a  platform  when  radiation  takes  place  freely,  while  boards, 
like  the  cloud,  reflect  back  the  heat  coming  from  the  ground. 

978.  Olonda  are  masses  of  vapor  that  float  in  the  upper  regions  of 
the  atmosphere.  They  are  distinguished  from  fogs  only  by  their  alti- 
tude ;  they  always  result  from  the  partial  condensation  of  the  vapors 
that  rise  from  the  earth.  As  clouds  often  float  in  regions  whose  tem- 
perature is  many  degrees  belQw  the  freezing  point,  they  are  sometimes, 
no  doubt,  composed  of  frozen  particles. 

Cloada  being  eondensed  moistare,  are  heavier  than  the  air,  aind  have  a  ten- 
dency to  fall  to  the  earth.  Thej  are  kept  suspended  in  the  air,  1.  By  ascending 
enrrents  during  the  day,  the  wanner  air  dissolving  the  cloud  as  fast  as  it  falls 
into  it.  Such  clouds  are  more  elevated  at  midday  than  in  the  morning,  and 
they  descend  towards  the  earth  at  evening. 

3.  Horisontal  currents  also  oppose  the  fall  of  clouds.  The  minute  vesieles  or 
globules,  whichever  they  may  be^,  are  carried  forward  and  dissolved  by  the  drier 
air  on  the  advancing  side  of  the  oloud,  while  on  the  windward  side  of  the  oloud, 
vapor  is  constantly  precipitated.  * 

3.  The  resistance  of  the  air  opposes  the  rapid  descent  of  clouds.  This  resist- 
anee  is  in  the  inverse  proportion  to  the  dimensions  of  the  particles.  For  this 
reason,  considerable  time  would  be  required  for  vapor  to  descend  even  a  few 
hundred  feet.  If,  as  many  writers  suppose,  the  water  of  Qlonds  exists  in  the 
form  of  minute  Tesicles  containing  air,  the  expansion  of  the  enclosed  air  by 
heat  would  at  once  account  for  the  buoyancy  of  clouds ;  for  they  would  float  like 
balloons  in  air  of  their  own  aggregate  density,  and  every  increase  of  heat  would 
increase  their  buoyancy. 

979.  Claflsifioation  of  oloada. — Clouds  are  generally  divided  into 
four  great  classes,  viz. :  the  nimbus,  the  cumulus,  the  Miratus,  and  the 
cirrus,  as  shown  in  the  diagram,  fig.  719. 

Intermediate  forms  of  clouds  are  distinguished  by  the  names  otcirro- 
stratus,  cirro-cumulus,  and  cumuUhstraius. 

The  etmM  (cirrus,  curl)  usually  resembles  a  dishoTeled  lock  of  hair,  being 
composed  of  streaks  or  feathery  filaments,  assuming  every  variety  of  figure. 
The  cirrus  floats  at  a  higher  elevation  than  otiier  clouds,  and  probably  is  often 
composed  of  snow-fiakes.  It  is  among  the  cirri  that  halos  and  parhelia  are 
formed. 

The  eumnlH9  (cumulus,  heap)  appears  often  in  the  form  of  a  hemisphere, 
resting  on  a  horisontal  base ;  sometimes  in  detached  masses,  gathered  in  one 
vast  cloud,  near  the  horizon.  When  lighted  up  by  the  sun,  they  present  the 
appearance  of  mountains  of  snow.  The  oumulns  is  the  oloud  of  day ;  in  the 
fine  days  ot  summer  it  is  most  perfect. 

The  name  of  cirro-cumulus  is  giveo  to  little  rounded  clouds. 

The  cumuli  owe  their  existence  to  ascending  currents;  their  height  varies 
greatly,  but  it  is  always  less  than  that  of  the  cirri. 

The  4traiu»  (stratus,  eovertn^)  oc  nsists  of  sheets  of  oloud,  or  layers  of  vapor, 
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stretfohing  along  and  resting  npou  the  horison.    It  forms  abont  sunset,  inoreases 

719 


Nimbus.  Cuinultii'.  Stratu*.        Cint>«ainalu«.  Cirriu. 

(luring  the  night,  and  disa])pi.urs  about  sunrise.  It  floats  at  a  moderate  eleva- 
tion  above  the  earth. 

The  cirro'Mtratm  partakes  of  the  character  of  the  cirrus  and  stratus.  It  is 
remarkable  for  its  length  and  thickness.  It  appears,  sometimes,  as  a  long  and 
narrow  band ;  at  other  times,  as  composed  of  small  rows  of  clouds  or  bars  of 
▼apor.  Cumuli,  heaped  together,  pass  into  the  condition  of  cMmulo-^traiw^ 
which  consists  of  a  horizontal  stratum  of  vapor,  from  which  rise  masses  of 
cumuli.  These  often  assume,  at  the  horizon,  a  dark  tint,  and  pass  into  the 
nimbus  state. 

The  nimbntf  or  rain-cloud  (nimbus,  •torm).  This  has  a  characteristic  storm- 
like  form ;  it  is  distinguished  from  others  bj  its  uniform  gray  or  blackish  tint, 
and  its  edges  fringed  with  light. 

980.  Rain  is  the  vapor  of  clouds,  or  of  the  air,  precipitated  to  the 
earth  in  drops.  Rain  is  generally  produced  by  the  rapid  union  of  two 
or  more  volumes  of  humid  air,  differing  considerably  in  temperature ; 
the  several  portions,  when  mingled,  being  incapable  of  absorbing  the 
same  amount  of  moisture  that  each  would  retain  if  they  had  not  united. 
If  the  excess  is  great,  it  falls  aB  rain ;  if  it  is  of  slight  amount^  it 
appears  as  cloud.  The  production  of  rain  is  the  result  of  the  law,  that 
the  capacity  of  air  for  moisture  decreases  in  a  higher  ratio  than  the 
temperature. 

Rain-gauges. — Instruments  for  determining  the  quantity  of  rain,  are 
called  rain-gaugesj  ombrometers j  hydomeiers,  &c.  They  are  of  very 
various  ccmstruction. 

One  uf  the  simplest  rain-gauges  consists  of  a  cylindrical  copper  vessel,  fur- 
nished with  a  float ;  the  rain  falling  into  the  vessel,  the  float  rises.     The  stem 
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of  the  float  is  aoenrately  graduatod,  so  that  an  inoroase  in  the  d^th  of  the  water 
of  one  one-hundredth  of  an  inch,  ia  easily  measured. 

Another  rain-gauge,  a  section  of  which  is  represented  in  fig.  720,  consists  of 
a  cylindrical  copper  vessel,  M,  closed  by  a  cover,  B,  shaped  ^aq 

like  a  funnel,  with  an  aperture  in  the  centre,  through 
which  the  water  passes  into  the  interior.     This  cover  pre-      *T  ^  ^ 

rents  loss  by  evaporation.     A  lateral  glass  tube,  A,  care- 
ftilly  graduated,  rises  from  the  base  of  the  vessel.     The  I 

water  rises  in  the  tube  to  the  same  height  as  in  the  copper  ^ 
cylinder.  If  the  apparatus  has  been  placed  in  an  exposed  > 
situation,  for  a  certain  time,  as  a  month,  and  the  gauge 
shows  three  inches  of  water,  this  indicates  that  the  rain 
that  has  fallen  during  the  interval  would  cover  the  earth 
to  the  depth  of  three  inches,  if  it  were  not  diminished  by 
evaporation,  or  infiltration. 

From  a  series  of  experiments  made  at  the  Smithsonian  i^^ 
Institution,  and  continued  for  several  years,  it  is  found  ^'' 
that  a  small  cylindrical  gauge,  of  2  inches  in  diameter,  and  about  six  inches  in 
length,  connected  with  a  tube  of  half  the  diameter,  to  retain  and  measure  the 
water,  gives  the  most  accurate  results.  In  still  weather,  it  indicates  the  same 
amount  of  water  as  the  larger  gauges ;  but  when  the  wind  is  high,  it  receives 
more  rain ;  for,  on  account  of  its  small  sise,  the  force  of  the  eddy  which  is  pro- 
duced, is  much  less  In  proportion  to  the  drops  of  water.  This  gauge  may  be 
still  further  improved  by  cutting  a  hole  of  the  site  of  the  cylinder,  in  a  circu- 
lar plate  of  tin,  of  4  or  5  inches  in  diameter,  and  soldering  this  to  the  cylinder, 
like  the  rim  of  an  inverted  hat,  three  or  four  inches  below  the  orifice  of  tho 
gauge. 

981.  Distribatlon  of  rain. — Rain  is  not  equally  distributed  over 
the  surface  of  the  earth.  As  a  general  rule,  it  may  be  stated  that,  the 
higher  the  average  temperature  of  a  country,  the  greater  will  be  the 
amount  of  rain  that  falls  upon  it.  Local  causes,  however,  produce 
remarkable  departures  from  this  rule. 

In  the  tropics,  the  average  yearly  rain  fall  is  ninety-five  inches  ;  in  the  tempe- 
rate xone  it  is  thirty-five  inches.  Within  the  tropics,  the  greatest  quantity  of 
rain  falls  when  the  sun  is  at  its  zenith,  that  is,  in  the  season  corresponding  to 
our  summer.     North  of  the  tropics  it  rains  more  abundantly  in  winter. 

In  certain  regions  there  is  a  periodical  season,  when  rain  is  very  abundant 
for  six  months,  oalled  the  rainy  season.  During  the  remainder  of  the  year, 
called  the  dry  season,  it  seldom  rains. 

Many  regions  are  destitute  of  rain.  In  Egypt,  it  scarcely  ever  rains. 
Along  the  coast  of  Peru,  is  a  long  strip  of  land  upon  which  no  rain  ever 
descends.  A  similar  destitution  of  rain  occurs  on  the  coast  of  Africa,  and 
some  parts  of  North  America ;  the  intervals  between  the  showers  being  six  or 
seven  years. 

In  Guiana  it  rains  during  a  great  part  of  the  year ;  this  is  also  the  case, 
according  to  Davison,  at  the  Straits  of  Magellan.  In  the  Island  of  Chiloe  (S. 
lat  43®),  there  is  a  proverbial  saying,  tha.  it  rains  six  days  of  the  week,  and  is 
cloudy  on  the  seventh. 

982.  Days  of  rain. — The  rainy  days  are  more  numerous  in  high 
than  in  low  latitudes,  as  is  seen  in  the  following  table,  althuugh  the 
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annual  amount  of  rain  which  falls  is  smaller.  Consequently,  the  ordi« 
nary  rains  of  the  tropical  regions  are  more  powerful  than  those  of  the 
temperate  regions. 

N.  UtitadA.  M«an  Anniud  number  of  ninj  daji. 

From  W  to  48«  78 

"     43®  "  4«®  103 

«'     46*  "  60«  134 

w     60<»  "  60®  161 

In  the  northern  part  of  the  United  States  there  are,  on  the  arerage, 
about  134  rainy  days  in  the  year ;  in  the  southern  part,  about  103. 

983.  Annaal  depth  of  rain. — The  greatest  annual  depth  of  rain 
occurs  at  San  Luis,  Maranham,  280  inches ;  the  next  in  order  are  Vera 
Cruz,  278 ;  Grenada,  126 ;  Cape  Fran9ois,  120 ;  Calcutta,  81 ;  Rome, 
39 ;  London,  25 ;  Uttenberg,  12*5.  In  our  country,  the  annual  average 
fall  is  39-23  inches ;  at  Hanover,  N.  H.,  38 ;  New  York  State,  36 ;  Ohio, 
42 ;  Missouri,  38'265. 

984.  Snow  is  the  frozen  moisture  that  descends  from  the  atmosphere, 
when  the  temperature  of  the  air  at  the  surface  of  the  earth  is  near,  or 
below,  the  freesing  point.  The  largest  flakes  of  snow  are  produced 
when  the  atmosphere  is  loaded  with  moisture,  and  the  temperature  of 
the  air  is  about  32® ;  as  the  cold  increases,  the  flakes  become  smaller. 

The  bulk  of  recently  fallen  mow  it  ten  or  twelve  times  greater  than  that  of  the 
water  obtained  Arom  it   Snow  flakes  are  crystals  of  rarious  forms.  Scoresby  has 

enumerated  six  hundred  forms,  and  figured  721 ^ 

ninety-six.     Kaemts  has  met  with  at  Kuit  I 
twenty  forma  not  figured  by  Scoresby.    i^rys- 1 
tals  of  snow  are  not  solid,  else  they  wouUl  tk«  | 
transparent  as  ice;  they  contain  air.     li  \ 
to  the  refiection   of  light  Arom  the  a^f^i^m 
blage  of  crystals,  that  its  brilliant  whitt^Tjc.'^ 
is  due.     Snow  crystals  are  produced  ^ah  I 

most  regularity  during  calm  weather,  wl  1  h out  |  

fog.    Fig.  721  represents  a  few  of  the  b€-aii[ira1  iunns  iLs^utued  by  snow  crjainJa. 

985.  Colored  snow  is  mentioned  by  Pliny.  It  occurs  under  two 
very  different  circumstances, — either  while  the  snow  is  falling,  or  some 
time  after  its  descent. 

In  180S,  rose-colored  snow  fell  in  the  Tyrol  and  in  Carinthia.  Its  color  was 
owing  to  an  earthy  powder,  composed  of  iron,  silex,  and  alumina.  Of  a  similar 
composition  was  a  red  snow  that  fell  on  the  mountain  of  Toual,  in  Italy,  in 
1816.  These  facts  prove  conclusively  that,  at  times,  snow  tinged  with  mineral 
ingredients,  falls  upon  the  earth.  That  the  color  is  sometimes  (and  generally) 
produced  by  the  presence  of  minute  organisms,  is  no  less  conclusively  demon- 
strated. Captain  Ross,  in  1819,  discovered  a  crimson  snow  clothing  the  sides 
of  the  mountains  at  BaflBn's  Bay.  It  has  been  observed  on  the  Pyr^n^es,  A(ps, 
and  Apennines ;  in  Scotland,  Sweden,  Norway,  Ac.  Certain  French  meteorolo- 
giate,  at  Spitsbergen,  in  1838,  passed  over  a  field  covered  with  snow,  wUeta 
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appe«r«d  of  a  graen  hue,  wheneyer  pressed  upon  by  the  foot.  Agassis  regards 
these  colors  as  animal  products,  belieying  them  to  be  the  ora  of  a  rotiferous 
animalcule.  The  more  common  belief  is,  that  (generally,  at  least)  these  hues 
are  owing  to  the  presence  of  a  certain  class  of  microscopic  plants,  the  different 
colors  representing  different  stages  of  development  Martini  gives,  perhaps, 
the  correct  explanation  :  that  this  product  is  a  vegetable  cell,  enclosing  fluid,  in 
which  multitudes  of  infusoria  find  a  nidus  and  support 

986.  HaU  is  the  moistare  of  the  air  frozen  into  globules  of  iod. 
Hail-stones  are  generally  pear-shaped ;  they  are  formed  of  alternate 
layers  of  ice  and  snow,  around  a  white,  snowy  nuoleus.  It  is  necessary 
for  the  production  of  hail,  that  a  warm,  humid  body  of  air,  mingle 
with  another  so  extremely  cold,  that,  aft;er  uniting,  the  temperature 
shall  be  below  the  freezing  point.  The  difficulty  of  ezpluning  the 
phenomena  of  hail-storms,  consists  in  accounting  for  this  great  degree 
of  cold. 

Hail-storms  are  most  frequent  in  temperate  climates.  They  rarely  occur  in 
the  tropics,  except  near  high  mountains,  whose  summits  are  above  the  snow- 
line. It  is  in  great  part  during  the  summer,  and  in  the  hottest  part  of  the  day, 
that  hail  falls.  Hail-storms  rarely  occur  at  night  Hail-stones  are  often  of 
considerable  size ;  the  largest  are  frequently  an  aggregation  of  several  frozen 
together.  Sleet  is  frozen  rain;  it  occurs  only  in  cold  weather;  it  fallB  only 
during  gales,  and  when  the  weather  is  variable. 

2  4.   Electrical  Pbenomena. 

987.  Free  electricity  of  air. — The  general  laws  of  atmospheric 
electricity  have  been  considered  in  a  previous  paragraph  (861). 

It  is  common  to  refer  the  free  atmospheric  electricity  to  several 
causes,  always  at  work  on  the  earth's  surface,  as,  1.  Evaporation, 
especially  of  impure  water ;  2.  Condensation ;  3.  Vegetation  (945) ; 
4.  Combustion ;  and,  5.  Friction ;  without  doubt  these  are  all  causes 
of  electrical  excitement  in  the  air.  But  far  more  important  than  them 
all  is  the  powerful  inductive  influence  of  the  negatively  excited  earth 
upon  its  gaseous  envelope.  The  dense  air  near  the  earth's  surface 
is  like  the  dielectric  of  the  ^piuus  condenser,  and  the  constant  pre- 
sence of  positive  electricity  in  the  air  is  a  fact  not  explicable  on  any 
other  hypothesis  than  that  of  induction  from  the  negative  earth. 

In  addition  to  the  laws  already  announced  in  {  861,  may  be  added 
the  fact  that  atmospheric  electricity  is  more  abundant  in  summer  than 
in  winter. 

988.  Thander-atomiB  are  most  frequent  and  violent  in  the  equato- 
rial regions.  They  decrease  in  frequency  towards  either  pole,  and  are 
more  frequent  in  the  summer  than  in  the  winter  months,  and  after  mid- 
day than  in  the  morning.  They  are  produced  in  the  same  manner  as 
ordinary  storms;  but  they  differ  from  them  in  their  local  character, 
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in  the  rapidity  and  extent  of  the  oondensation  of  the  atmoepherie  vapor^ 
and  in  the' accumulation  of  electricity. 

Thander-storms  Are  usually  attended  by  an  alteration  in  the  direction  of  the 
wind.  Of  one  hundred  and  sixteen  thunder-storms  recorded  in  the  Meteorolo- 
gical  Register  of  the  Connecticut  Academy,  ninety-nine  were  either  preceded  or 
followed  by  an  alteration  in  the  direction  of  the  wind. 

Thunder-storms  generally  prevail  in  the  lower  regions  of  the  atmo- 
sphere. They  are,  however,  not  unfreqnently  observed  at  great  eleva- 
tions. Kaemts  notices  one  on  the  mountains  of  Switierland  which 
rose  to  the  height  of  more  than  10,000  feet. 

The  geographical  diatribation  of  thunder-storms  has  been  lately 
discussed  by  Prof.  Loomts  (Am.  Jour.  Sci.  [2]  XXX.  94),  whose  results 
confirm  the  general  statement  already  made  with  reference  to  latitude, 
thus: — 
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Maury's  storm  and  rain  charts,  however,  show  that  the  frequency 
of  lightning  depends  on  other  circumstances  than  simply  latitude,  since 
throughout  the  western  half  of  the  Atlantic  Ocean  lightning  is  three 
times  as  frequent  as  over  the  eastern  half  of  that  ocean,  and  two  and  a 
half  times  as  frequent  in  the  North  Atlantic  as  in  the  South  Atlantic. 

The  origin  of  thnnder-cloads  appears,  by  both  theory  and  obser. 
vation  to  be  due,  in  this  country,  to  the  rushing  up  of  the  lighter  air 
to  restore  the  normal  equilibrium  of  the  atmosphere,  which  had  been 
disturbed  or  rendered  unstable  by  the  gradual  introduction,  next  to 
the  ground,  of  a  stratum  of  warm  and  moist  air.  The  upper  end  of 
such  an  ascending  column  of  air,  on  the  principle  of  Peltier  (861). 
must  be  negatively  electrized,  as  its  lower  end  receives  positive  induc- 
tion from  the  negative  earth.  As,  by  the  principles  established  by 
Espy,  the  excess  of  watery  vapor  in  such  a  cloud  will  be  precipitated 
as  it  rises,  it  follows,  that  the  ascending  column  becomes  a  conduc- 
tor, and  a  series  of  electrical  discharges  will  take  place  between  the 
upper  and  lower  parts  of  the  cloud.  The  hour-glass  form,  which  the 
aeronaut  Wise  asserts  is  the  shape  of  a  thunder-cloud,  when  seen  from 
one  side,  in  a  balloon,  confirms  this  view.  (Consult  Professor  Henry's 
paper  on  Meteorology,  in  the  Report  of  the  Patent  OflSce  for  1859, 
Agriculture.) 

989.  Thunder. — As  lightning  passes  through  the  air  with  amazing 
velocity,  it  violently  displaces  it,  leaving  void  a  space  into  which  the  air 
ri«shes  with  a  loud  report ;  this  is  thunder. 
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The  rolling  of  thnnder  is  generally  ascribed  to  the  reverberation  of  the  sound 
from  olouda  and  adjacent  mountains.  It  is  also  considered  that  as  the  lightning 
darts  to  a  great  distance  with  immense  velocity,  thander  must  be  prodaoed  at 
every  point  along  its  coarse,  and  the  sonnds  not  reaching  the  ear  at  the  same 
tame  that  elapses  between  lightning  and  its  thander,  we  are  enabled  to  calculate 
the  distance  of  the  former.  According  to  Mr.  Eamsbaw,  the  soand  of  a  thunder 
oli4>  is  propagated  with  much  greater  velocity  than  ordinary  sounds.  See 
Appendix,  p.  668. 

990.  Ligbtning. — It  has  already  been  stated,  that  air  subjected  to 
oompression  omits  a  spark.  The  production  of  lightning  is  by  some 
attributed  to  the  energetic  condensation  of  the  atmosphere  before  the 
electric  fluid,  in  its  rapid  progress  from  point  to  point.  When  lightning 
is  emitted  near  the  earth,  the  flashes  are  of  a  brilliant  white  color ;  when 
the  storm  is  higher,  and  therefore  in  a  rarefied  atmosphere,  their  color 
approaches  to  violet.  Clouds  appear  to  collect  and  retain  electricity. 
When  a  cloud  overcharged  with  electricity  approaches  another  less 
charged,  the  electric  fluid  rushes  from  the  former  to  the  latter.  In  the 
same  manner  the  electric  fluid  may  pass  from  the  clouds  to  the  earth. 
In  such  cases,  elevated  objects,  as  trees,  high  buildings,  church  steeples, 
&c.,  often  govern  its  direction.  It  is  unnecessary  to  dwell  upon  the 
powerful  and  destructive  effects  of  lightning. 

991.  Olasses  of  lightning. — Lightning  has  been  divided  by  Arago 
into  three  classes,  viz. :  sigzag  or  chain  lightning,  sheet  lightning,  and 
ball  lightning.  We  may  add  heat  lightning  and  volcanic  lightning.  This 
classification  is  convenient,  and  is  universally  adopted. 

Zigsag  or  cbain  lightning  is  supposed  to  owe  its  form  to  the  resistance 
of  the  air  compressed  before  it.  The  lightning  takes  the  path  of  least  resist- 
ance ;  then  moves  forward  until  it  meets  with  a  like  opposition,  and  so  continues 
glancing  from  side  to  side  until  it  meets  the  object  it  seeks.  Sometimes  the 
flashes  divide  into  two,  and  sometimes  into  three  branches;  it  is  then  called 
forked  lightning. 

Sbeet  lightning  appears  during  a  storm  as  a  diffuse  glow  of  light  illumi- 
nating the  borders  of  the  elouds,  and  oceasionally  breaking  out  from  the  central 
part. 

Heat  lightning  as  it  is  called,  appears  often  in  serene  weather  during 
summer,  near  the  horizon;  it  is  generally,  if  not  always,  unattended  with 
thunder;  heat  lightning  is  the  reflection  in  the  atmosphere  of  lightning  very 
remote,  or  not  distinctly  visible.  By  many,  this  phenomenon  is  supposed  to  be 
occasioned  by  the  feeble  play  of  electricity  when  the  air  is  rarefied,  and  the 
pressure  upon  the  clouds  is  so  much  diminished  that  the  electric  fluid  cannot 
accumulate  upon  their  surface  beyond  a  certain  point,  and  escapes  in  noiseless 
flashes  to  the  earth. 

Ball  lightning  appears  in  the  form  of  globular  masses,  sometimes  remain- 
ing stationary,  often  moving  slowly,  and  which  in  a  little  time  explode  with  great 
violence.     This  form  of  lightning  is  of  very  rare  occurrence,  and  philosophers 
have  not  as  yet  been  able  to  account  for  it. 
68» 
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Volcanio  lightning. — The  clouds  of  dost,  ashes,  and  vapor,  that  iwane 
from  active  volcanoes,  are  often  the  scene  of  terrific  lightning  and   thiimh  i 
Volcanic  lightning  is  probably  caused  by  rapid  condensation  of  the  va«t  vulutu 
of  heated  vapor  thrown  into  the  ur. 

The  rapidity  of  lightning  of  the  first  two  clRsses  is  probably  nut  less, 
than  two  hundred  and  fifty  thousand  miles  per  second.  Arngc»  haa 
demonstrated  that  the  duration  of  a  flash  of  lightning  does  not  ezceetl 
the  millionth  part  of  a  second.  The  waving  trees  ill4iminated  at  night 
by  a  single  flash  of  lightning  during  a  storm  appear  motionless ;  the 
duration  of  the  flash  is  so  short,  that,  during  its  continuance,  the  trees 
have  not  sensibly  moved. 

992.  Return  stroke. — When  a  highly  charged  thunder-clond  ap- 
proaches the  earth,  it  induces  the  opposite  kind  of  electricity  upon  the 
ground  below,  and  repels  that  of  the  same  kind.  If  the  cloud  is 
extended,  and  comes  within  striking  distance  of  the  earth,  or  of 
another  cloud,  a  flash  at  one  extremity  is  often  followed  by  a  flash 
at  the  other.  This  latter  is  called  the  return  stroke,  and  sometimes 
is  of  such  violence  as  to  prove  fatal,  even  at  a  distance  of  several  miles 
from  the  point  of  the  first  discharge. 

993.  Ligbtning-rocla  were  first  introduced  by  Dr.  Franklin.  He 
was  induced  to  recommend  their  adoption  as  a  means  of  protection  to 
buildings,  from  the  effects  of  lightning,  by  observing  that  electricity 
could  be  quietly  and  gradually  withdrawn  from  an  excited  surface  by 
means  of  a  good  conductor,  pointed  at  its  extremity  (826). 

Lightning-rods  are  ordinarily  made  of  wrought  iron ;  but  copper  is  prefera- 
ble, being  a  better  conductor  of  electricity,  and  less  easily  corroded.  The  sise 
of  the  rod,  if  of  iron,  shpuld  not  be  less  than  three-quarter  inch  in  diameter. 
The  upper  extremity  of  the  rod  should  be  pointed.  Three  points  is  the  asoal 
number  used  in  the  United  States,  but  one  is  sufficient  The  points  should  be 
tipped  with  silver,  gold,  or  platinum,  or  copper  gilded  by  electricity;  these 
metals  being  unaffected  by  the  air,  which  would  corrode  the  copper  or  iron,  and 
render  them  poorer  conductors.  The  rod  should  be  continuous  from  top  to 
bottom,  and  securely  fastened  to  the  building.  Glass  or  wooden  insulators  are 
often  recommended,  but  when  once  wet  by  a  shower,  there  is  but  little  advantage 
in  them  over  metallic  supports.  When  there  are  snrfkces  of  metal  abont  the 
building,  as  gutters,  pipes,  Ao.,  these  should  be  connected  with  the  conductor  by 
strips  of  metal,  as  first  recommended  by  Prof.  Henry.  The  lower  part  of  the 
rod,  where  it  enters  the  ground,  should  be  divided  into  two  or  three  branches, 
and  bent  away  from  the  building,  penetrating  so  far  below  the  surface  of  the 
earth  as  to  reach  water,  or  permanently  moist  soil.  Charcoal  is  recommended 
to  fill  the  hole  in  the  centre  as  a  means  of  effecting  a  better  conduction.  In  a 
church,  in  New  Haven,  the  lightning  has  twice  penetrated  a  twenty  inch  brick 
wall  at  a  point  opposite  a  gas-pipe,  20  feet  above  the  earth,  through  which  the 
discharge  has  escaped  to  the  earth,  although  the  conductor  of  three-quarter  inch 
iron  was  well  mounted,  but  its  connection  with  the  earth  was  lees  perfect  tha» 
that  of  the  gas-pipe. 
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Prot  active  po'wer. — According  to  Mr.  Charles,  a  lightning-rod  pro- 
Toc(s  a  sparu  around  it,  whose  radius  is  equal  to  twice  its  height  above 
lite  lmiitl]ii;i;.  Thus,  if  a  conductor  extend  ten  feet  above  the  house,  it 
ulTirds  pnnection  to  a  circular  space  forty  feet  in  diameter,  the  rod 
being  in  the  centre. 

CoDdactors  do  not  attract  the  lightning  toward  the  building  apon  which  they 
are  placed.  Thej  simply  direct  the  course  and  facilitate  the  passage  of  the 
electricity  to  the  earth,  which  otherwise  might  have  been  effected  in  a  powerful 
and  destructive  discharge  through  the  building.  It  is  indeed  considered  by 
Ariigu,  that  'Migbtning-rods  not  only  render  strokes  of  lightning  inoffensive, 
butr  conbiderably  diminish  the  chance  of  their  being  struck  at  all." 

994.  Aurora  borealia. — Under  this  name  are  comprised  the  luminous 
phenomena  seen  frequently  in  the  northern  sky;  and  also,  although 
more  rarely,  in  the  neighborhood  of  the  south  pole ;  they  are  then  called 
aurora  australis.  They  present,  when  in  full  display,  a  spectacle  of 
surpassing  splendor  and  beauty.  The  cause  of  the  aurora  borealis  is  yet 
involved  in  obscurity.  Although  it  is,  evidently,  intimately  connected 
with  terrestrial  magnetic  electricity,  it  is  impossible  at  present  to  say 
exactly  what  this  connection  is.  It  has  been  ascribed  to  the  passage 
of  electrical  currents  through  the  upper  regions  of  the  atmosphere,  the 
different  colors  being  manifested  by  the  passage  of  tha  electricity 
through  air  of  different  densities. 

Appearance  of  auroreui. — Before  the  aurora  appears,  the  sky  in  the 
northern  hemisphere  usually  assumes  a  darkish  hue,  which  gradually 
deepens,  until  a  circular  segment  of  greater  or  less  size  is  formed.  This 
dark  segment  is  bounded  by  a  luminous  arc,  of  a  brilliant  white  color, 
appr(»aching  to  blue. 

The  lower  edge  of  this  arc  is  clearly  defined ;  its  upper  edge  gradually  blends 
with  the  sky.  When  this  luminous  arc  is  formed,  it  frequently  remains  visible 
for  many  hours,  but  it  is  always  in  motion.  It  rises,  falls,  and  breaks  in 
various  places.  Clouds  of  light  are  suddenly  disengaged,  separating  into  rays, 
which  stream  upwards  like  tongues  of  fire,  moving  backwards  and  forwards. 
When  the  luminous  rays  are  numerous,  and  their  palpitating  lights  pass  to  the 
zenith,  they  form  a  brilliant  mass  of  light,  called  the  corona  or  crown,  whose 
centre  is  the  point  towards  which  the  dipping-needle  at  the  place  is  directed. 
The  aurora  is  then  seen  in  its  greatest  splendor ;  the  sky  resembles  a  fiery  dome, 
supported  by  waring  columns  of  different  colors.  When  the  rays  are  darted 
laai  visibly,  the  aurora  soon  disappears,  the  lights  momentarily  increase,  then 
diminish,  and  finally  disappear.  It  is  asserted  that  sounds,  like  the  f ustling  of 
silk,  often  accompany  the  display  of  auroras,  but  this  is  extremely  problemati- 
cal ;  the  most  celebrated  polar  navigators  never  heard  any  noises  which  they 
could  certainly  ascribe  to  the  auroras. 

995.  Remarkable  auroras. — The  aurora  is  not  a  local  phenomenon ; 
it  is  uften  seen  simultaneously  in  places  far  apart,  as  in  Europe  and 
America. 
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^u  1796|  a  beautifal  Bnrora  wu  observed  eimnlUneously  in  PenosylTanU  and 
y>5Jice.  The  aarora  of  January  7th,  1831,  was  obaenred  in  all  central  and 
r '  rthem  Europe,  and  at  Lake  Brie.   The  aurora  of  Norember  17th,  1848,  is  one 

m 


Aororal  display,  seen  at  Bo«aeko|s  70»  N^  1838-«. 

of  the  most  remarkable  prerioasly  recorded.  It  was  seen  firom  OdMsa^  on  the 
Black  Sea,  lat  46°  35',  long.  30°  35'  B.  to  San  Francisco  (California),  38°  N.  lat, 
122°  W.  long.,  and  as  far  soath  as  Cuba.  It  seems  erery  where  to  have  had  a 
prevailing  red  hue,  mistaken  in  many  places  for  a  conflagration.  (Am.  Jour. 
Sci.  [2]  VII.  203.) 

More  remarkable  than  all,  however,  was  the  aurora  of  August  28th  to  Sep- 
tember 4th,  1859,  for  the  great  extent  of  territory  over  which  it  was  seen,  for  its 
long  duration,  and  for  the  brilliancy  of  its  colors,  the  intensity  of  its  illumination, 
and  the  rapidity  of  its  changes.  It  was  equally  remarkably  for  the  accompany- 
ing magnetic  disturbances,  recorded  not  only  by  the  usual  magnetic  instruments, 
but  over  the  whole  system  of  telegraph  wires  both  in  America  and  Europe. 
This  aurora  was  seen  as  far  west  as  the  Sandwich  Islands,  lat.  20°,  long.  157° 
W.,  and  east  as  far  as  Barnaul,  Russia,  long.  83°  27'  E.,  a  circuit  of  240°  about 
the  earth.  The  observations  seem  to  justify  the  inference  that  it  was  as  vivid 
in  the  southern  as  in  the  northern  hemisphere.  It  was  seen  off  Cape  Horn  and 
in  Australia,  in  the  southern  hemisphere,  up  to  Concepcion,  Chili  (lat  36°  46'  8.), 
and  from  about  lat.  60°  N.,  in  North  America,  to  San  Salvador  in  13°  18'  N. 
For  full  details  of  this  aurora,  see  AnL  Jour.  ScL  [2]  Vols.  XXVIIL,  XXIX., 
and  XXX. 

996.  Height  of  auroraa. — Many  astronomers  have  endeavored  to 
determine  the  height  of  auroras,  but  the  results  of  their  calculations 
are  not  certain.  Earlier  philosophers  computed  their  altitude  at  several 
hundred  miles ;  a  lower  limit  is  assigned  by  later  observers.  A  bril- 
liant auroral  arch  was  observed  in  the  Northern  and  Middle  States, 
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April  7th,  1847;  from  the  observations  made  at  Hartford  and  New 
Ilaveo,  Conn.,  its  height  was  computed  by  Mr.  £.  G.  Herrick,  of  the 
latter  place,  to  be  nearly  one  hundred  and  ten  miles.  Another,  seen 
April  29th,  1859,  is  by  the  same  observer  estimated  approximately  at 
much  over  100  miles  in  height.    (Am.  Jour.  Sci.  [2]  XXYIII.  154.) 

Prof.  Loomis  calculates  the  height  of  the  base  of  the  auroral  curtain, 
August  28th,  1849,  as  about  forty  miles,  but  the  same  observer  esti- 
mates the  height  of  the  belts  of  this  aurora  in  other  places  as  over  one 
hundred  and  fifty  miles. 

Frequency  of  auroras. — Auroras  are  perhaps  rather  mofe  fre- 
quently seen  in  winter  than  in  summer ;  but  this  circumstance  does 
not  indicaterthat  during  the  former  season  there  are  actually  a  greater 
number,  for  the  increased  length  of  night  would  render  a  greater  num- 
ber visible,  even  if  they  were  equally  distributed  throughout  the  year. 
During  the  summer  of  I860,  auroras  have  been  uncommonly  frequent 
in  the  N.  United  States.  About  the  period  of  the  equinoxes  they  appear 
to  be  more  frequent  than  at  other  times.* 

In  addition  to  the  annual  period,  there  appears  to  be  another,  a  secular  period, 
extending  through  a  number  of  years.  One  of  these  periods  was  comprised  be- 
tween 1717  and  1790;  its  maximum  was  obtained  in  1752.  An  increase  in  the 
frequency  of  auroras  began  again  in  1820.  Prof.  Olmsted,  in  an  important  paper 
on  this  subject,  in  the  Contrib.  of  Smithson.  Inst,  vol.  8,  selects  one  of  these 
secular  periods  between  August  27th,  1827,  and  November,  1848,  or  a  little  later. 
The  number  of  auroras,  observed  for  a  period  of  about  sixteen  years,  at  New 
Haren,  by  Mr.  E.  C.  Herrick,  is  given  in  the  following  table : — 

AURORAS  OBSERVED  AT   NEW   HAVEN   DURING   SIXTEEN   TEARS. 


Number  of  aarorms. 

Number  of 

auroras. 

April  1837  to 

April 

1838, 

42 

April  1845  to  April  1846, 

21 

"     1838  " 

tt 

1839, 

34 

"     1846  "       "       1847, 

25 

"     1839  " 

it 

1840, 

43 

it    1847  "       "      1848, 

30 

"     1840  " 

ti 

1841, 

48 

"     1848  "       «       1849, 

42 

"     1841  " 

« 

1842, 

29 

"     1849  «       "       1850, 

18 

«     1842  " 

tt 

1843, 

9 

1        "    1860  «  March  1861, 

15 

«     1843  " 

tt 

1844, 

7 

Oct.  1851  "    Oct     1852, 

33 

u     1844  " 

tt 

1845, 

10 

«    1852  "      "       1853, 

24 

997.  Geographical  diatribution  of  aororaa. — Prof.  Loomis  has 
lately  (Am.  Jour.  Sci.  [2],  XXX.,  89)  published  a  chart  showing  the 
distribution  of  auroras  in  the  northern  hemisphere.  He  shows  from  a 
tabular  comparison  of  record  rd  obRervations,  that  near  the  parallel  of 
40°  N.,  on  the  meridian  of  Washington,  there  are  only  10  auroras 
annually ;  nearly  42°  N.,  the  average  is  20  annually ;  near  45°  it  is 

*  See  a  paper  on  Huxham's  Obaervations  (Am.  Jour.  Sci.  [1],  XXXIII.,  301), 
ihowing  that  the  A.  B.  is  as  abundant  in  Bommer  as  in  winter. 
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40 ;  and  near  the  parallel  of  50°  it  is  80  annually.  Between  this  and 
the  parallel  of  62®,  auroras  are  seen  almost  every  night,  appearing 
high  in  the  heavens,  and  as  often  to  the  south  as  to  the  north.  Above 
62®  they  are  seldom  seen,  except  in  the  south,  and  from  this  point  they 
diminish  in  frequency  and  brilliancy  as  we  advance  towards  the  pole. 
On  the  meridian  of  St.  Petersburg  a  similar  comparison  gives  a  like 
result,  except  that  the  auroral  region  is  situated  further  north  than  it 
is  in  America,  the  zone  of  80  auroras  annually  being  from  66°  to  75°  N. 
Prof.  Loomis's  chart  [loc.  cit.)  shows  that  the  region  of  greatest  auroral 
activity  is  an  elliptical  belt,  having  one  focus  near  the  north  pole,  and 
the  other  near  the  pole  of  magnetism,  and  whose  major  axis  crosses  the 
meridian  of  Washington,  near  lat.  56°,  and  the  meridian  of  St  Peters- 
burgh,  in  lat.  71°.  Accordingly,  auroras  are  more  frequent  in  the 
United  States  than  in  the  same  latitudes  of  Europe.  Thus,  on  the  line 
of  50°,  we  find  in  North  America  40  auroras  annually,  but  in  Europe 
less  than  10  on  the  same  parallel. 

998.  Magnetic  disturbances  daring  amoral  displays. — ^During 
the  prevalence  of  auroras,  all  the  magnetic  elements  show  great  dis- 
turbance, simultaneously,  at  the  most  distant  stations.  This  statement 
is  confirmed  by  comparing  the  observations  at  Toronto,  Canada  West, 
lat.  43°  59'  35'^  N..  long.  79°  2P  30^'  W.,  with  those  at  St.  Petcrsburgh, 
Russia,  lat.  59°  56'  30^'  N.,  Ion.  30°  19'  £.,  on  the  2d  and  3d  of  Sep- 
tember, 1859,  during  the  great  aurora  already  described,  when,  on 
several  occasions,  the  magnets  in  the  several  instruments  oscillated 
completely  beyond  their  scales— equal  to  a  total  deflection  of  over  5}° 
of  arc.     (Am.  Jour.  Sci.  [2],  XXVIII.,  390,  and  XXX..  80.) 

The  magnetic  oscillations  sympathize  with  the  auroral  streamers ; 
when  the  arc  is  quiet,  the  needle  rests.  During  the  grand  aurora  of 
November  14, 1837,  the  range  of  oscillation,  as  observed  at  New  Haven 
by  Messrs.  Herrick  and  Haile,  was  6°. 

999.  Effect  of  the  aurora  on  telegraphic  wires. — This  phenome- 
non, already  alluded  to  (994),  is  entirely  distinct  from  the  induction 
of  static  electricity  during  thunder-storms  from  the  atmosphere  (860). 
During  the  aurora  of  August-September,  1859,  several  of  the  telegraphic 
lines  in  the  United  States  were  worked,  for  hours  together,  entirely  by 
the  magnetic  current  induced  from  the  aurora,  the  batteries  being 
detached.  Chemical  decompositions,  and  powerful  heating  and  lumi- 
nous effects,  have  been  often  ot  served  from  the  currents  induced  during 
auroral  disturbances.  These  facts  were  first  noticed  by  Mr.  G.  B. 
Prescott,  at  New  Haven,  in  1847^  In  Europe,  during  the  great  aurora 
of  1859,  the  same  disturbances  of  the  telegraphic  lines  were  observed 
as  in  this  country. 
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While  all  the  lines  were  more  or  less  affected,  whatever  their  direc- 
tion, it  appears  that  the  disturbances  were  more  marked  on  the  north 
and  south  going  lines,  than  on  those  going  east  and  west:  and  in 
Tuscany,  Prof.  Matteucci  observed,  that  where  there  were  several  par- 
allel lines,  one  above  the  other,  the  upper  wires  were  most  affected, 
and  those  nearest  the  earth,  least ;  and  that  the  inductive  effects  were 
stronger  on  the  longest  lines. 

1000.  Reversal  of  polarity  in  the  amoral  cnnrent. — Mr.  Prescott 
first  determined,  by  observation  on  the  aurora  of  July  19,  1852,  that 
the  auroral  current  invariably  changes  its  polarity  with  every  wave. 
First,  a  positive  current,  producing,  on  Bain's  system,  a  deep  blue 
mark,  light  at  first,  and  then  stronger,  until,  having  attained  the  inten- 
sity of  at  least  200  Grove's  cups,  it  subsided,  and  was  followed  by  a 
current  of  reverse  polarity,  which  bleached  instead  of  coloring  the 
paper.  Sometimes  a  flame  of  fire  followed  the  steel  stylus,  and  burned 
through  a  dozen  thicknesses  of  the  prepared,  paper.  Free  or  atmo- 
spheric electricity,  when  it  is  induced  on  the  telegraph  wires,  produces 
no  color  on  the  paper.     (Am.  Jour.  Sci.  [2],  XXIX.,  92  and  391.) 


Problema  on  Electricity. 

245.  Compare  the  force  of  eleotricity  on  two  similar  balls,  of  which  one  repels 
the  needle  of  the  torsion  electrometer  45^  and  the  other  100**. 

24A.  The  extreme  plates  of  a  roltaio  battery,  being  placed  in  contact,  there 
was  no  exterior  resistance,  and  the  eleotro-motire  force  manifested  by  the  evo- 
lution of  hydrogen  was  reckoned  as  unity,  or,  E  =  1,  r  =  I,  }  881.  A  pair 
of  electrodes  having  then  been  united  to  the  poles,  and  the  bath  arranged  for 
•leetrotyping,  the  gas  evolred  was  found  to  be  only  one-twentieth  as  much  as 
before.  Calculate  the  relative  value  of  r  and  L,  and  also  the  intensity  of  the 
battery. 

246.  In  the  case  of  a  Voltaic  battery,  so  constructed  that,  when  in  use,  the 
exterior  resistance  L  is  equal  to  nineteen  times  the  resistance  of  the  battery  r, 
what  would  be  the  effect  of  doubling,  trebling,  and  quadrupling  the  dimensions 
of  all  the  plates  in  the  battery  ? 

246.  With  the  same  conditions  as  in  the  preceding  case,  L  =  lOr,  how  would 
the  intensity  of  the  current  be  changed  by  doubling  the  number  of  couples  in 
the  battery  ? 

247.  In  a  battery  in  which  ^  =  r,  or  the  external  resistance  is  equal  to  the 
resistance  of  the  battery,  how  will  the  intensity  vary  by  doubling  the  number 
of  couples  of  the  same  dimensions  in  the  battery  ? 

248.  When  L  =  4r,  what  advantage  would  be  gained  by  uniting  two  similar 
batteries  in  a  single  series  ? 

240.  If  in  the  use  of  a  Voltaic  battery  of  100  pairs  of  plates,  arranged  in  a 
series,  the  exterior  resistance,  L,  is  found  to  be  six  times  the  resistance  of  the 
battery,  r.  what  change  of  intensity  will  be  produced  by  so  uniting  the  couples 
as  to  form  only  four  groups,  each  having  twenty-five  times  the  previous  extent 
49f  sorfiMe? 
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ADDENDA. 

Note  to  J  369.— Uniform  muBical  pitch.— A  general  congresa,  called 
together  by  the  Society  of  Arts,  at  London,  Jane  8,  1860,  of  mnsicians,  ama- 
tears,  and  others  interested  in  masic,  have  accepted  the  report  of  a  committee 
appointed  in  1869,  to  consider  the  subject  of  uniform  musical  pitch.  This  com- 
mittee recommend  a  pitch  of  628  fall  vibrations  for  C  =:  440  for  A,  basing  their 
calculations  on  33  single  vibrations  of  an  organ  pipe  32  feet  high,  in  place  of  32 
vibrations,  the  actual  number.  The  following  is  the  scale  at  this  pitch — ^the 
only  one  yet  proposed  which  gives  all  the  sounds  in  whole  numbers : — 

ODKPGABC^ 

264     297     330     362     396     440     496     628 

This  pitch  is  but  16  vibrations  per  second  higher  than  the  normal  Diapason, 

0'  =  612,  or  "  Stuttgard  pitch,"  and  18  vibrations  lower  than  the  present  pitch 

of  646.    It  is  therefore  nearly  half  way  between  the  two,  being  a  quarter  tone 

above  one,  and  the  same  c^uantity  below  the  other. 

The  commission  recently  appointed  to  report  on  the  pitch  in  France  have 
advised  the  following  scale : — 

ODBFOABC 
261     2981     326i     348     39li     436     4891     622 
The  following  is  a  list  of  the  several  pitches  eonsidered  in  this  report : — 
Handel's  Tuning  Fork  (G.  1740)  A  at  416    =  C  at  499^ 
Theoretical  Pitch  -  A  "  426}  =  C  "  612 

PhUharmonic  Society  (1812-42)  A  "  433    =  C  «  618f 
Diapason  Normal  (Paris,  1869)    A  ''  436    =  G  «'  622 
Stuttgard  Gongress  (1834)  A  <<  440    =  C  **  628 

Italian  Opera,  London  (1869)       A  '*  466    =s  C  «  646 

{Journal  of  the  Society  of  ArU,  June  8,  1860.) 
Nora  TO  I  343.— The  velocity  of  all  sounds  not  the  same.— Rev. 
B.  S.  Earnshaw,  of  Sheffield,  England,  lately  brings  good  evidence,  both  mathe- 
matical and  physical,  to  show  that  the  accepted  views  stated  in  |  343  are  correct 
only  for  sounds  having  no  very  great  difference  of  intensity.  Every  note  in  music 
may  be  formed  by  two  kinds  of  vibrations  of  the  same  rapidity,  but  differing  in 
wave-length  and  velocity  of  transmission.  Only  one  variety  of  these  waves  is 
supposed  in  general  to  be  sensible  by  human  ears.  The  velocity  of  sounds  of 
all  kinds  is  a  certain  function  depending  upon  the  rapidity  and  length  of  vibra- 
tion. In  the  case  of  violent  thunder  the  numerical  value  of  this  fhnction  becomes 
much  greater  than  for  ordinary  sounds.  These  and  other  remarkable  conclu- 
sions are  sustained  by  mathematical  reasoning.  The  author  of  the  memoirs  also 
cites  evidence  to  show  that  the  crash  of  violent  thunder-daps  has  been  often 
heard  almost  simultaneously  with  the  flash  of  lightning,  although  the  stroke 
fell  several  miles  distant  {London,  Edinburgh,  and  Dublin  Phil.  Mag,,  June^ 
July,  Sept  1860.) 

Nora  TO  J  392. — Sounds  produced  by  insects. — Burmeister  has  shown 
that  the  usual  opinion  of  naturalists  Expressed  in  f  392)  is  erroneous,  and  that  the 
sounds  produced  by  insects  are  formed  by  the  expansion  and  contraction  of  their 
air  tubes,  the  sound  being  formed  by  the  passage  of  air  through  the  orifices  of 
the  tubes,  which  act  like  a  whistle.   ( Taglor'e  Scientific  Mmnoin,  VoL  I.,  p.  377.) 
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TABLE  I. 

MBASUBBS   AND    WEIGHTS. 

SNQLISn  MBASVIUES. 

Mecuures  of  Length. 

Tns  inch  is  the  smallest  lineal  integer  now  used.  For  mechanical 
purposes  it  is  divided  either  duodecimally  or  by  continual  bisection ;  but 
for  scientific  purposes  it  is  most  convenient  to  divide  it  decimally.  The 
larger  units  are  thus  related  to  it : — 

tIile.Fiirlongi.Cludiit.Ilodi.  Fathoms.        Tardfl^  Feet.  Ltnke.  Inehet. 

1  =  8  =  80  =  820  =  880      =1760    =6280      =8000     =68860 


1  =  10=  40  =  110   =  220  = 

660   = 

1000  = 

7920 

Irr.   4=  11   =   22  = 

66   = 

100  = 

792 

1=  2-75=   6-5  = 

16-6  = 

26  = 

198 

1   =   2  = 

6   = 

9A  = 

72 

1  = 

8   = 

4A  = 

86 

1   = 

1«  = 

12 

=  .001  =  -01=  -04=  11=  -22  — 

0-66  = 

1  = 

7-92 

Mecuwes  of  Surface. 

Acre.                Booda.        Square  Chains.    Square  Tards.  Square  Feet 

1        IB        4        =      10         =      4840      =  48,660 

1        =        2-6      =      1210      =  10,866 

1         =        484      =  4,866 

1      =  9 

Measures  of  Volume. 

OnUe  Yard.        Cable  Feet  Cable  Inches. 

1        =        27        »  46,666 

1         =  1,7J8 

69  r669) 
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Imperial  Measure, 

The  Imperial  Standard  Gallon  contains  ten  pounds  avoirdapois  weight 
of  distilled  water,  weighed  in  air  at  62°  Fahr.  and  30  in.  Barom.,  or  12 
pounds,  1  ounce,  16  pennyweights,  and  16  gruns  Troy,  =  70,000  grains' 
weight  of  distilled  water.  A  cubic  inch  of  distilled  water  weighs 
252*458  grains,  and  the  imperial  gallon  contains  277*274  cabio  inches. 

Distilled  Water.. 


Qnins.        AToir.  lb.        Oabie  Inciiai.       Pint      Qvail    Galls. 
8,750=      126=         84-659=     1 
1^,500=     2-5    =        69-318=     2=     1 
70,000=    10       =      277-274=     8^     4=   1 
140,000=    20       =       554-548=    16=      8=2=1 
660,000=   80       =   2,218-192=   64=   82=    8=   4  =  1 
4,480,000  =  640      =  17,745-686  =  512  =  256  =  64  =  82  =  8  =  1 

Apoiheearia^  Measure. 

The  gallon  of  the  former  wine  measure  and  of  the  present  Apotheo»- 
ries'  measure  contains  58,333*31  grains'  weight  of  distilled  water,  or 
231  cubic  inches,  the  ratio  to  the  imperial  gallon  being  nearly  as  5  to  6, 
or  as  0*8331  to  1. 

GsUcn.    Pints.       Onnoes.       Dnduns.  Minims.        €hr.  of 91st  Wat.     Cab.Indi. 

1    =    8    =    128    =    1024   =  61,440    =    58,888-81    =   281 

1    =     16    =     128    =  7,680   =     7,291-66    =     28-8 

31=         8    =  480   =        465.72    =       1-8 

31=  60   =          56-96    =:       0-2 

■NGUSH  WXIGHTS. 

Avoirdupois  Weight. 

Foimd.                     Goness.                      Dnebms.  Gndnsi 

1             sr^            16            =            266  =  7000 

1            «              16  =  437-6 

1  =  27-84875 

Apothecaries^  l-*oy  Weight, 

Pound.  Gonoes.  Dnebms.  Seniples.  Gnins^ 

1         =         12         =         96         =         288         =         6760 

1         -r-  8         =  24         «  480 

1         =  8         =  60 

1—20 
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FRENCH  MBASURKS. 


1  Kilometre 
1  Hectometre 
1  Decametre 
1  Metre 

1  Kilometre 
1  Metre 


Measures  of  Length. 

1000  Metres. 
100     " 

10      "         I 

1      "  I 

I 

0  6214  Mile.     '    1  Centimetre     = 


1  Metre 
1  Decimetre 
1  Centimetre 
1  Millimetre 


=    8  2809  Feet. 


2-689954  o.  m.  =r- 


1000  Metre. 
0-100       " 
0010      " 
0001       « 

0-8987  Inch, 
llnch. 


Compariaon  of  Standard  Measures. 

1  Metre  =  8-28089917  English  Feet,  =   8-28070878  American  Feet 
1  Metre  =  8-07844400  Paris  Feet,      =  89-86850686  American  Inches. 

Measures  of  Volume, 

1  Cubic  Metre  =  1000000  Litres.        1  Litre*=  0-22017  Gallon. 

1  Cubic  Decimetre   =       1-000      <'  1  Litre  =±  0-88066  Quart 

1  Cubic  Centimetre  =r       0-001      «  1  Litre  =  1-76188  Pints. 

1  Cubic  Metre  =    85-81660  Cubic  Feet 

1  Cubic  Decimetre    =    61  02709  Cubic  Inches. 
1  Cubic  Centimetre   r-r      0-06108     «  « 


FRENCH  WEIGHTS. 


1  Kilogramme 
1  Hectogramme 
1  Decagramme 
1  Gramme 


1000  Grammes. 
100 
10 
1         " 


1  Gramme  =  1-000  Gramme. 

1  Decigramme  =0*100  *< 
1  Centigramme  =  0-010  " 
1  Milligramme   =  0-001       « 


1  Kilogramme  =  2-67951  Pounds  (Troy),  =  2-20485  Pounds  (Avoirdupois). 
1  Gramme       =  15-44242  Grains. 

To  convert  French  metrical  quantities  into  English  measures  and 
weights  consult  Table  II. 

To  convert  Grains  into  Grammes. 
Log.  Grains  -f  (—  2-8115680)  ==  Log.  Grammes. 

lb  convert  Cubic  Inches  into  Cubic  Centimetres. 
Log.  Cubic  Inches  -|-  1-2144998  =  Log.  Cubic  Centimetres. 

To  convert  Inches  into  Millimetres. 
Log.  Inches  +  1*4048887  =  Log.  Millimetres 
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TABLE  III. 
BXPANSION  OF  SOLIDS. 


1,000,000  purte  at  83^  F. 


At2120F. 
become 


Bxpettsion. 
In  length.         In  balk. 


Aotlwrtty. 


Bnglish  Flint  Glass 

Glass  tube  (French) 
Platinum     .     . 
Palladium    .     . 

Tempered  Steel 

Antimony 

Iron    . 

Bismuth 

Gold  . 

Copper 

Brass 

Silrer 
(Tin     . 

Lead  . 
I  Zino  . 


1,000»811 

1,000,861 
1,000,884 
1,001,000 

1,001,079 

1,001,088 

1,001,182 

1,001,892 
1,001,466 
1,001.718 
1,001,866 
1,001,909 
1,001,987 
1,002,848 
1,002,942 


1  in  1248 

1  in  1148 
1  in  1181 
1  in  1000 

lin    926 

lin    928 


1  in    816 


lin 

1  in 
1  in 
lin 
lin 
lin 


846 

718 
682 
682 
686 
624 


1  in 
lin 
lin 

lin 

1  in 

lin 

lin 
1  in 
1  in 
lin 
lin 


1  in  o^«   1  in 

1  in  616  I  1  in 

1  in  861  I  1  in 

1  in  840  I  1  in 


882 
877 
838 

809 

807 

282 

239 
227 
194 
179 
176 
172 
117 
118 


(  LaToisier 
(  &  Laplace, 
f  Dulong  & 
\      Petit. 

WoUaston. 
r  Lavoisier 
\  &  Laplace. 

Smeaton. 
]  Dulong  & 
\      Petit 
Smeaton. 

Lavoisier 
&  Laplace. , 

Smeaton.  I 


INCRIA8S  OF  MEAN  EXPANSION  BT  HIAT. 


SxpaniSon  for  eub  degree  F. 


GlaM    . 

Platinum 

Iron 

Copper 

Mercury 


Between 

Between 

Betweni 

82°  ud  2180. 

820  jmd  302°. 

S20and6T3P. 

1  in  69660 

lin  66340 

1  in  69220 

1  in  67860 

.... 

lin  66340 

lin  60760 

.... 

1  in  40860 

1  in  84920 

.     .     .     . 

lin  21060 

lin    9990 

lin    9966 

lin    9618 

1,000,000  iMrta  at  92P  F. 

At  2120  F.    ,     AtesacF. 

1 
At  Freeiing  Point             | 

Black  lead  ware   . 

1,000,244    1,000,708 

1 

Wedgewood  ware  . 

1,000,786 

1,002,996 

Platinum     .     .     . 

1.000,786 

1,002.996 

f  1,009,926  maximum,  but 
not  fused. 

Cast  iron     .     .     . 

1,000,898  ,  1,003,943 

1,016,389 

Wrought  iron  .     . 

1.000,984    1,004,483 

f  1,018,878  to  the  ftising 
^     point  of  cast  iron. 

Copper    .... 

1.001,430    1,006,347 

1,024,376 

SilvSr      .... 

1,001,626    1,006,886 

1,020,640 

Zinc 

1.002.480    1,008,627 

1,012.621 

Lead 

1,002,828  1 

1,009,072 

Till 

1,001,472 

1.087,980 
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TABLE  IV. 

EXPANSION  OF  LIQUIDS. 

BiTirsiN  32^  AKD  212^  V. 


1,000, 000  parts  mercury  become       .     . 

1,018,168 

lin56 

Regnault. 

«*          "    pure  water  become 

1,046,600 

1  in  21-8 

Dalton. 

«          *(    sulphuric  acid  become 

1,058,828 

1  in  17 

Dal  ton. 

"          "    ohlorobydrio  acid  become 

1,058,828 

linl7 

Dalton. 

"          "oil  turpentine  become 

1,071,428 

lin  14 

Dalton. 

**          "    sulphuric  ether  become 

1,071,428 

lin  14 

Dalton. 

"          "    fixed  oils  become      .     . 

1,080,000 

1  in  12-5 

Dalton. 

**          "    alcohol  become    .     .     . 

1,111,000 

1  in    9 

Dalton. 

**          **    nitric  acid  become    .     . 

1,111,000 

lin    9 

Dalton. 

■XFAN8I0N  or  LIQUIDS  OV  SIMILAB  CHEMICAL  COMPOSITION. 


1 

Aldehyde. 

Butrrle  Acid. 
OWBbOi. 

Acetate  of  Ethyl. 
ObH«04. 

(B.P.220.) 

<l?9!o 

Plerw. 
(1680.) 

(167?) 

a4i°.) 

0*^!) 

0 

10000 

10000 

10000 

10000 

10000 

10000 

10 

9817 

9880 

9872 

9867 

9846 

9848 

26 

9567 

9596 

9688 

9667 

9629 

9622 

46 

9284 

9458 

9489 

9859 

9352 

60 

9094 

9288 

9271 

9172 

9165 

76 

9128 

9112 

8996 

8988 

110 

8781 

8765 

8688 

«a 

Chlorid 

of 

Ethylene. 

G«H4CIt. 

Monoehlo- 
rineted 
Chlorid 
of  Ethyl. 

Monochlo- 

rinated 

Chlor  of 

Ethylene. 

Blehlorl- 
neted 
Chlorid 

of  Ethyl. 

GiH«Ciis. 
Pierre. 
(749°.) 

PormiateofSthyL 
CH.O4. 

Acetate  of  Methyl. 

Pierre. 
(84-0?.) 

0«H4Cls. 
Pierre. 
(64-80.) 

G«HiCia. 
Pierre. 

au-2o.) 

(6-290.) 

(S?S?) 

Pierre. 
(69-60.) 

(6«??) 

0 
26 
55 
80 

10000 
9667 
9881 
9068 

10000 
9669 
9800 
9008 

10000 
9698 
9350 
9090 

10000 
9648 
9267 
8988 

10000 
9682 
9241 
8958 

10000 
9681 
9248 

10000 
9688 
9248 
8955 

10000 
9681 
9248 
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TABLE  V. 

EXPANSION  OF  GASES. 

EXPANSION  FOR  A  CONSTANT  TOLUMl.* 


Air. 

Oubonle  Add. 

Pnwaraat 

PreMuraat 

Szpaiirioii  Ibr 

PrMrareat 

PreMnra  tX 

SJOF. 

2120  r. 

Tso^F. 

820F. 

212°  F. 

180°  F. 

m.m. 

m.m. 

m.m. 

m.m. 

109-72 

14981 

0*86482 

758-47 

1084-54 

0-86856 

174-86 

287  17 

0-86618 

901-09 

1280-87 

0-86943 

266  06 

895  07 

0-86542 

1742-98 

2887-72 

0-87528 

87467 

510-85 

0-86587 

8589-07 

4759-08 

0-88598 

876-28 

51095 

0-86572 

760  00 

« 

0-86650 

1678-40' 

2286  09 

0-86760 

1692-58 

2806-28 

0-86800 

2144.18 

2924  04 

086894 

8656.66 

499209 

0-87091 

EXPANSION  FROM  32®  TO  212°  F.  AT  A  CONSTANT  FRE88UK1.* 


Hydrogsn.  i 


Air. 


Oarboiiie  Add.       i     Bulpbanraii  Add. 


760  0-86618 
2545  0-86616 


760  0-86706 
2525  086944 
2620  0-86964 


760  0-87099 
2520  0-88455 


760   08902 
980   0-8980 


TABLE  VI. 

RADIATING  POWER  ACCORDING  TO  PROVOSTATE,  DESAIN8, 
AND  MELLONL 


Lampblack  being    .    .    .  100 

Pure  rolled  silver    ...  8-00 

Pare  burnished  silver  .     .  2-50 

Rolled  platinum  10-80 

Gold  in  leaf 4-28 


Rough  sOyer  (deposited  on 

copper) 5-86 

Burnished  silver  (pure)  .  .2-25 
Burnished  platinum  .  .  .  9-50 
Sheet  copper 4-90 


*  Conn  de  Physique.    Par  M.  J.  Jamin.    Tome  iL  p.  70. 
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TABLE  VII. 
CONDUCTING  POWER  OF  METALS  AND  BUILDING  MATERIALS. 

A.— GONDUCTINQ  POWBR  OF  MSTALS. 


NuneofHet^. 

Bwpreta. 

Wiedemann 
AFnns. 

BecqnereL 

Gold 

Platinum 

Silrer 

Copper 

Brass 

1000  0 
9810 
978  0 
898-2 

874-8 
868  0 
808-9 
179-6 

28-6 
12-2 
11-4 

1000 
158 
1880 
1888 
444 
218 
224 

278 

160 

118 

84 

1000 

124-91 
1461-87 
1888-61 

188-8 

875-8 

212-09 

128-66 

217-08 

Steel      

Iron 

Zinc 

Tin        

Lead      .     .     .     . 

Palladium 

Bismuth 

Marble 

Porcelain 

Brick  clay 

B. — COHDVCTINa  POWER  Or  BUILDING  MATERIALS. 


Oondncting 

! 

Oondaetlng 

Name  of  Sutatanee. 

power  referred 

Name  of  Subatanee. 

power  referred 

tOBlate— 100. 

to  elate  >*  100. 

Plaster  and  sand   .     . 

18-70 

Bath  stone    .... 

6108 

Keene's  cement 

19-01 

Firebrick    .     .     .     . 

61-70 

Plaster  of  Paris 

20-26 

Paniswick  stone,  H.  P. 

71-86 

Roman  cement 

20-88 

Malen  brick      .     .     . 

72-92 

Lath  and  plaster 

26-55 

Portland  stone .     .     . 

76-10 

Fir^ood      .     . 

27-61 

Lunelle  marble      .     . 

76-41 

Oak  wood     .     . 

83-66 

Balsover  stone,  H.  P. 

76-85 

Asphalt   .     .     . 

46-19 

Norfal  stone,  H.  P.    . 

96-86 

Chalk  (soft) 

66-88 

Slate 

100  00 

Napoleon  marble 

68-27 

Yorkshire  flag  .     .     . 

110-94 

Stack  brick  .     . 

6014 

Lead 

521*84 
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TABLE  VIII. 
ABSORPTIVB  POWER  OF  DIFPBBBNT  BOBIB& 


NamM 


AlMorptiT< 
Power. 


BAflcettf* 
Power. 


Smoke  blackened  Burfaoe 

Carbonate  of  lead 

Writing  paper 

Glass 

China  ink 

Oum  lao 

SiWer  foil  on  glass 

Cast  iron,  polished 

Wrought  iron,  polished 

Mercury 

Zinc,  polished 

Steel      

Platinum,  thick  coat,  imperfectly  polished  . 

•<         on  copper 

«         leayes 

Tin 

Metallic  mirrors,  a  little  tarnished      .    .    . 

*•  "        nearly  polished    .... 

Brass,  cast,  imperfectly  polished    .... 

«      hammered,  imperfectly  polished    .    . 

*<  "  highly  polished  .... 

"      cast,  "  "        .... 

Copper,  coated  on  iron >. 

"       Tarnished 

•(       hammered  or  cast 

Gold  plating 

Gold  deposited  on  polished  steel  .... 
Silver,  hammered,  and  well  polished  .  .  . 
Silyer,  cast,  and  well  polished 


100 

100 

98 

90 

86 

72 

27 

25 

28 

28 

19 

17 

24 

17 

17 

14 

17 

14 

11 

9 

7 

7 

7 

14 

7 

6 

8 

8 

8 


0 
0 
2 
10 
16 
28 
78 
76 
77 
77 
81 
88 
76 
88 
88 
80 
88 
86 
89 
91 
98 
98 
98 
86 
98 
96 
97 
97 
97 


TABLE  IX. 
ABSORPTIVE  POWER  FOR  HEAT  FROM  DIFFERENT  SOURCES. 


NuM  of  Subttanoa. 


Incand«Ment 
Platloam. 


Copper  at 


[OOO. 


Lampblack  .  . 
Carbonate  of  lead 
China  ink  .  .  . 
Isinglass    .     .     . 

Lac 

Metallic  surface  . 


100 
66 
96 
64 
47 
18-6 


100 
89 
87 
64 
70 
18 


100 
100 
86 
91 
72 
18 
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TABLE  X. 
DIATHERMANCY  OF  DIFFERENT  LIQUIDS. 


Of  100  Incideot  nj9. 

Trans- 
mitted 

Trans. 
mitt«d< 

Bisulphid  of  carbon  (cclorless^ 
Bichlorid  of  sulph.  (red  brown) 
Teroblorid  of  phosphorus 
Essence  of  turpentine  .     .     . 
Colxa  oil  (yellow)    .... 
OUye  oil  (greenish)      .    .    . 

68 
62 
62 
81 
80 
80 

Ether 

Sulpharic  acid  (eolorless)    . 
Sulphuric  acid  (brown)   .     . 

Nitric  aoid 

Alcohol          

Distilled  water 

21 

TABLE  XI. 

IRatio  ofSpedfie  Heat  to  Atomic  Wtight.'^ 

SPECIFIC  HEAT. 

A. — SOLIDS. 


Water  —  UOO. 


Spadfle  Heati. 
0. 


Atomio  Wdghta. 
p. 


Product, 
OXp. 


Aluminum  . 

Sulphur  .  . 

Iron   .     .  . 

Cobalt     .  . 

Nickel     .  . 

Copper   .  . 

Zinc  .     .  . 
Selenium 

Tin     .     .  . 

Platinum  . 

Lead  .     .  . 
Phosphorus 

Arsenic  .  . 

SiWer      .  . 

Iodine     .  . 

Antimony  . 

Qold  .     .  . 

Bismuth .  . 


0-2148 
0-2026 
0*1188 
01070 
01086 
00962 
00966 
0-0762 
00662 
00824 
00814 
01887 
0-0814 
00670 
00641 
00608 
00824 
00808 


18-7 

16 

28 

29-6 

29-6 

81-7 

82-6 

40 

69 

98-7 
108-7 

81 

76 
108 
127 
120-8 
197 
208 


2-94 
8-24 
8-19 
8-19 
8-21 
802 
812 
804 
8-81 
820 
826 
6-^ 
610 
6-16 
6-87 
611 
6-88 
6-41 


B. — LIQUIDS. 


Mercury  (liquid)  .  .  . 
Mercury  (solid)  .  .  . 
Bromine  (liquid)  .  .  . 
Bromine  (solid)  28o  C.  . 


0-08881 
008241 
011094 
008482 


100 

100 

80 

80 


8-88 
8-24 

6-74 
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TABLE  XL-^CoiUinued.) 

SPECnS'IC  HEAT. 

C— OASBS  AND  TAF0B8. 


1 

Gap«cit7  for 

Ctpadtylbr 

NuDtorSabttMioe. 

eqiul  volnme*. 
Watar  of  equal 

Spedfle  Gravity. 

Water -1. 

weight  beiog-1. 

Atmospherio  air* .... 

0-2879 

10000 

Oxygen 

0-2182 

0-2412 

11066 

Nitrogen      .... 

0-2440 

0-2870 

0-9718 

Hydrogen    .... 

8-4046 

0-2366 

0-0692 

1  Chlorine      .... 

01214 

0-2967 

2-4400 

,  Bromine      .... 

0-0662 

0-2992 

68900 

Nitrous  oxyd    .    - 

0-2288 

08418 

1-6250 

Nitric  oxyd      .     .     . 

0-2816 

0-2406 

1-0890 

Carbonic  oxyd      .     . 

02479 

0-2899 

0-9674 

;  Carbonic  acid  .     . 

6-2164 

0-8808 

1-5290 

Sulphid  of  carbon 

01676 

0-4146 

2-6325 

Sulphurous  acid    . 

0-1663 

0-8489 

2-2470 

!  Ammonia  gas   .     . 

0-6080 

02994 

0-6894 

Olefiant  gas      .     . 

08694 

0-8672 

0-9672 

Water  vapor     •     • 

0-4750 

0.2960 

0-6210 

Alcohol  vapor  .     . 

04518 

0.7171 

1-6890 

Ether  vapor      .     . 

04810 

1-2296 

2  5.563 

Chloroform       .     . 

0-1568 

0  8810 

58000 

Vapor  of  mercury 

6  9760 

1  Vapor  ofloiine     .... 

1 

8-7160 

TABLE  XIL 
FREEZINQ  MIXTURES. 


Sabstaooee. 


Partuby 
Weight 


Oooliiiff  in  Degreei  F. 


Sulphate  of  soda  . 
Hydrochloric  acid  . 
Snow  or  ice  .  .  . 
Common  salt  .  . 
Sulphate  of  soda  . 
Dilute  nitric  acid  . 
Sulphate  of  soda  . 
Nitrate  of  ammonia 
Dilute  nitric  acid  . 
Snow  or  ice  .  .  . 
Chloride  of  calcium 


1} 

2) 
1/ 

1} 

6) 
6 
4 

J} 


from  -f  60<>  to      (P 

"     X         «* 6' 

««   4-  60®  "  —  30 

««   4-60O  "— 14* 

"   +20*»  "— 14«> 


•  De  la  Roche  and  Berard. 
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TABLE  XIII. 
DIATHBRMANCY  OF  DIFFERENT  SOLIDS. 


Sabttanoe  of  Screena 


[iMfa  piste  was  2-6Q  m.  m.  (0-1  in.)  In  thick.] 


Soureet  of  Heat 


Naked 
Flame. 


Iirnlted         Copper 
Platinum.  ;     IhvPV. 


Copper 


Rook  salt  (limpid)  .     . 
Silician  sulphur  (yellow) 
Fluor  spar  (limpid) 
Rook-salt  (cloudy) 
Beryl  (greenish  yellow) 
Iceland  spar  (limpid)  . 
Plate  glAss     .... 
Quartx  (limpid)  .     .     . 
Qnartx  (smoky)  .     .     . 
White  topax    .... 
Tourmaline  (dark  green) 
Citric  acid      .... 

Alum 

Sugar  candy  (limpid)  . 


92-8 

74 

72 

66 

46 

89 

89 

88 

87 

88 

18 

11 

9 

8 


92-8 

77 

69 

65 

88 

28 

24 

28 

28 

24 

16 

2 

2 

1 


92-8 

60 

42 

65 

24 

6 

6 

6 

6 

4 

8 

0 

0 

0 


92  8 

54 

58 

65 

20 

0 

0 

8 

8 

0 

0 

0 

0 

0 


TABLE  XrV 


TENSION  OF  VAPORS  AT  EQUAL  DISTANCES  ABOVE  AND  BELOW 
THE  BOILING  POINTS  OF  THEIR  RESPECTIVE  LIQUIDS. 


BagMQU.                 Vro. 

Ure. 

Marx.                  Arogadro. 

:   Xamberofde- 
■  grew  sboTS  or 

Water. 

Aleohol. 
Bp.  Or.  0-eW. 

TsmD.  Prearare 

KUier. 
Temp.  PreHore 

SalphH  Carbon. 
Temp.  Praasare 

Mereory. 

Temp. 

PrcMiire 

Temp.  Presrara 

or. 

lochs*.  ,    or;      InahOT. 

op.      Inohet. 

op.       loahea.       op.     i  Inehet. 

+  40" 

252 

68-14 

1 

1 

-I-20" 

282 

44  06 

124  142-64 

137 

4019 

Boiling  p't 

212 

80-00 

178 

8000    104    80  00 

117 

29-87 

680    8000 

-20O 

192    1987 

158 

19-80.    84    20-901    97    20-65 

—  40« 

172 

12  78 

138 

11  60'    64    1300      77  ;13  89 

630    19  85 

—  60«» 

152 

7-94 

113 

6-70     44      810     67 

907 

' 

—  80« 

132 

4-67 

98 

8-67                          37 

5-78 

590    14  08 

60 
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TABLE  XV. 

MBLTINQ  POINTS  AND  LATENT  HEAT  OF  FUSI JN  OB  DIFFERENT 

BODIES. 


MaltlMrPulnt. 

Latent  Heat* 
OF. 

Watar  — 1. 

Mercury 

Oilofyitriol 

Bromine 

Water 

Phosphorus 

Potassium  (about)  .     .     . 
Yellow  wax    ..... 

Sodium 

Iodine 

Sulphur '. 

Tin 

Bismuth 

Lead 

Zino 

Antimony 

Silver 

g'oIT:  :::::: 

Cast  iron  (aboye)    .     .     . 
Wrought  iron      .... 

Platinum 

Nitrate  of  soda   .... 
Nitrate  of  potash     .     .    . 
Nitrate  of  silyer      .    .    . 

—  89 

—  80 

—  4 

+  111 

181 

148 

190 

224 

289 

455 

518 

680 

761 

968 

1878 

t2l48 

2016 

2786 

8280 

4591 

591 

642 

5-11 

1421 
8-08 

78-82 

16-51 
25-74 
22-80 
9-27 
49-48 

87-92 

118-86 

88-12 

118-84 

0-085        1 

1-000        1 
0-056 

0651 

0-116 
0-180 
0156 
0066 
0-847 

0265 

•797 
•584 
•704 

TABLE  XVI. 
BOILING  POINT  OF  WATER  UNDER  DIFFERENT  PRESSURES. 


BoUinjc  Poiiit 

Barometer. 

BoniDKPoInt 

BarooMter. 

Inchea. 

1 

184 

16-676 

200 

28-454 

186 

17-421 

202 

24-441 

188 

18196 

204 

25-468 

190 

18-992 

206 

26-529          , 

192 

19-822 

208 

27-614          1 

194 

20-687 

210 

28-744 

196 

21-576 

212 

29-922 

198 

22-498 

214 

81-120 

• 

*  The  numbers  in  this  column  may  be  considered  as  the  number  of  pounds  of 
water  that  could  be  raised  1^  F.  by  the  heat  emitted  daring  the  oongelatioB  of 
one  pound  of  each  of  the  substances  included  in  the  table. 

t  Plattner. 
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TABLE  XVIL 
BOILING  POINTS  OP  LIQUIDS. 

^F. 

Temperature. 

Sulphurous  acid 
Chlorid  of  ethyl 
Aldehide  .     .     . 
Ether   .... 
Bisulphid  of  carbon 
Terchlorid  of  silico 
Ammonia,  sp.  gr.  0*$ 
Bromine    .     .     . 
Wood  spirit   .     . 
Alcohol     .     .     . 
Dutch  liquid .     . 
Water  .... 

I 
a 

17.6 

51-9 

69-4 

94-8 

118-5 

188-2 

140-0 

146-4 

1499 

1731 

184.7 

212.0 

Nitric  acid,  sp.  gr.  1  -42 
Bichlorid  of  tin  .     . 
Fousel  oil .     .     .     . 
Terchlorid  of  arsenic 
Butyric  acid  .     .     . 
Naptha      .... 
Sulphurous  ether    . 
Phosphorus    .     .     . 
Oil  of  turpentine 
Linseed  oil     .     .     . 
Sulp.  acid,  sp.gr.  1-843 
Mercury    .... 

2480 
2402 
269-8 
230-0 
814-6 
8200 
8200 
564-0 
668*5 
697  0 
620-0 
6620 

TABLE 

XVIII. 

BOILIKQ  POINT  OP  WATER  AT  DIFFERENT  PLACES  AND  THEIR 
ELEVATION  ABOVE  THE  SEA. 


Names  of  Plaoef. 


Abore  (or  be- 
low) tbelerel 
oftbesea. 


Mean  beight 

oftbe 
Barometer. 


Thermometer.! 


Donkia  (Himalaya) 

Donkia  Pass  (Himalaya)  .  .  . 
Farm  of  Antisana,  S.  A.  .  .  . 
Micuipampa  (Peru)       .... 

Quito 

Mexico 

Hospice  of  St.  Qothard  .  .  . 
Black  Mountain,  N.  C.  (highest  1 

point  in  the  eastern  U.  S.)*    .  / 
Mount  Washington,  N.  H. 

Madrid 

Salzburg 

Plombieres 

Moscow 

Vienna 

Rome 

Dead  Sea  (below  Mediterranean) 

Sea) t 


Feet 

+  17,337 

16,621 

18,466 

11,870 

9,641 

7,471 

6,808 

6,702 

6,290 

1,996 

1,483 

1,881 

984 

486 

161 

— 1816-7 


Inches. 
16-442 
15-489 
17-870 
19^20 
20-760 
22-520 
28.070 

22-602 

22-906 
27-720 
28-270 
28-890 
28-820 
29-410 
29-760 

81-496 


Degrees. 
179-90 
181-40 
187-30 
190-20 
194  20 
198-10 
199-20 

tl99-67 

+200-48 
208-00 
209-10 
209  80 
210-20 
211  10 
211-60 

t214-44 


*  Guyot 


t  Estimated  by  Forbes'  coefficient. 
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TABLE  XIX. 

BOILINQ  POINT  OF  W\TER  AT  DIFFERENT  ATMOSPHERIC 
PRESSURES.— REGNAULT. 


Prerattre  in  atmo- 
a|>hen><iof30tDehet 

Donins  Point  of 

Pr^arare  in  atmo- 
Rpliem  of  80  inchea 

1 

BoUiDK  Point  of 
Water. 

mereary. 

mercury. 

1 

212    op. 

11 

864  2  «F. 

2 

249  5 

12 

871-1 

8 

278-8 

18 

377-8 

4 

291-2 

14 

384 

5 

806  0 

16 

890 

6 

8182 

16 

395-4 

7 

829*6 

17 

400-8 

8 

839-5 

18 

405-9 

9 

848-4 

19 

410  8 

10 

856-6 

20 

415  4 

TABLE  XX. 
LIQUEFACTION  AND  SOLIDIFICATION  OF  GASES. 


NameaoftheGaies. 

Ifttlting 
Point. 

—  105° 

—  80 

—  60 

—  103 

—  122 

—  150 

—  70 

—  66 

—  124 

—  220 

At  320  F. 

AtflOop. 

op. 

Sulphurous  acid    .     . 
Cyanogen     .... 
Hydriodic  acid      .     . 
Ammonia     .... 

1-58 
2-87 
8-97 
4-4 

10 

82 

88-5 

8-95 
26-20 

2  54 

5-86 
6-90 

18-19 

516  at  100» 
400  at  68 

10  00  at  83 
14-60  at  52 
88  40  at  85 

26-90  at       (>« 
11-54  at  — 62 
40       at     60 

Sulphuretted  hydrogen 

Protoxid  nitrogen 

Carbonic  acid   .     .     . 

Euchlorine  .... 

Hydrobromio  aoid 

Fluorid  of  silicon  .     . 
rClilorine 

Arseniuretted  hydrogen 

Phosphuretted  hydrogen 

Olefiant  gas  .     . 

Fluorid  of  boron    .     . 
[  llydrochlorio  aoid 

PHmOAL  TABLra. 
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TABLE  XXII.~-LATEKT  AND  SENSIBLE  HEAT  OF  STEAIL 


1 

Temp. 

Latent  Heat 

Sam  of  Latent 
anASenniblelleat 

1 

Temp. 

Latent  Heal 

, 

BttmofLatnit  ' 
andSenidbleOeat 

82« 

1092 -O^ 

11 24 -60 

248« 

989  6« 

1187  6»        , 

68 

1067-4 

1136-4 

284 

914-4 

1198-4    .     ! 

86 

1054-8 

11408 

820 

889-2 

12092 

104 

1042  2 

11462 

338 

874-8 

1212-8 

140 

1017-0 

11570 

874 

849-6 

1228  C 

194 

979-2 

1178-2 

410 

822-6 

1232-6 

212 

966-6 

1178-6 

446 

795-6 

12416 

RKGNAULT's   RESULTS.      {  683. 


Preuura  In  Atmo- 
iipherw. 

Temperatare. 

Latent  Heat 

Sum  of  1^1  pnt  and 
SfOMble  III  at 

0-0014 
0006 
1-000 
8.000 

0« 
82 
212 
889 

lll4-0« 

1091-7 

966-6 

877-3 

1114-0« 

1123-7 
1178  6 
1216-8 

TABLE  XXIIL— SPECIFIC  GRAVITY  OP  SOLIDS  AND  LIQUIDS. 


Sp.  Qratitj.l 


Sabetanoei. 


Platinum 

Gold 

Tungsten 

Mercury 

Rhodium  and  Palladium 

Silver "    . 

Bismuth 

Copper      

Arsenic 

Stfiel 

Iron 

Meteoric  iron     .     .     . 

Cast  iron 

Zinc 

Antimony      .... 

Iodine 

Heavy  spar  .... 
Oriental  ruby  .  .  . 
Topas  ...... 

Diiimond 

English  flint-glass 
Parian  marble   .     .     . 

Emetald 

Pearl 

Iceland  spar  .  .  . 
Common  marble     .     . 

Coral 

Quarts 

Agate 

St.  Gobain's  glass  .    . 


Sp.  Gravity. 


21- 
19^24 
17- 
13*60 
11- 
10-47 
9-82 
8-78 
8-00 
7-81 
7-78 
7-26-7-79 
7-21 
6*6« 
6-71 
4-05 
4-43 
4-28 
3*56 
8*50 
3-33 
2*84 
2-77 
2-75 
2-72 
270 
2-08 
2-65 
2-61 
2*49 


Substances. 


Sulphate  of  lime 
Sulphur  .  .  . 
Bone  .... 
Ivory  .... 
Caoutchouc  .  . 
Sodium  .  .  . 
Wax  .... 
Gutta-percha     . 

Ice 

Pumice -stone     . 
Potassium      .     . 
Pine  wood     .     . 
Cypress  wood    . 
Cedar  wood  .     . 
Common  poplar 
Lombardy  poplar 
Corls      .        .     . 
Lrqnips. 
Sulphuric  acid   . 
Nitrous  acid  .    . 
Water  from  Dead  Sea 
Nitric  acid     .     . 
Milk     .... 
Wine    .... 
Linseed  oil    .     . 
Spirits  turpentine 
Absolute  alcohol 
Naphtha,  "light  oil' 
Sulphuric  ether 
Eupion      .     .     . 


2-32 
2-03 
1-8-1-M 
i-92 
0-9S9 
0-»7 
0-»7 
0-966 
0-9175 
092 
086 
0-66 
0-60 
0-56 
0-38 
0*36 
0*24 

1-84 

1-55 

1-24 

1-22 

103 

099 

094 

0-87 

0-79 

0-733 

072 

0-655 
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TABLE  XXIV. 

VOLUMH  AND  DENSITY  OF  WATER.— BY  KOPP. 


1 
Temppniture 

Yolame  of  Water 

Bf  Or.  of  Water 

Volume  of  Water 

6p.Gr.  of  Water 

C. 

(atO°-l). 

(atoo— 1). 

(at40-l). 

(at40-l). 

& 

1-00000 

1  000000 

1-00012 

0-999877 

1 

0-9ilU95 

1  000068 

100007 

0  999930 

2 

01)9991 

1  000092 

1  00008 

0  999969 

3 

0-99989 

1  000116 

1-00001 

0-999992 

4 

0-99988 

1-000123 

100000 

1-000000 

6 

0-99988 

1-000117 

1  00001 

0-999994 

6 

0  99990 

1  000097 

1-00003 

0-999973 

7 

099994 

1-000062 

100006 

0-999939 

8 

0-99999 

1  000014 

IGOOU 

0-999890 

9 

1-00006 

0-999952 

1  00017 

0999829 

10 

1  00012 

0  999876 

100026 

0-999763 

11 

1-00021 

0-999785 

100034 

0-99C664 

12 

100031 

0  999f.86 

1  00044 

0-999662 

:     13 

1-00043 

0  999572 

l-000.->6 

0-999449 

14 

1  00066 

0-999446 

1-00068 

0-999322 

16 

1-00070 

0-999306 

1  00082 

0  999183 

;     16 

1  00086 

0999166 

1-00097 

0  999032 

!    17 

1  00101 

0-998992  * 

100118 

0998869. 

i    18 

100118 

0-998817 

100131 

0  998695 

19 

100187 

0-998631 

100149 

0-998609 

20 

1-00167 

0-998435 

1-00169 

0998312 

■    21 

1-00178 

0  998228 

100190 

0-998104 

i    22 

1-00200 

0-998010 

100212 

0  997886 

'    23 

1-(M)228 

0-997780 

100285 

0-997667 

24 

1-00247 

0  997641 

1  00269 

0-997419 

25 

1  00271 

0-997293 

1-00284 

0-997170 

26 

1  00295 

0-997036 

100310 

0-996912 

27 

1  00319 

0-996767 

100837 

0996644 

28 

1-00847 

0-996489 

1-00366 

0-996367 

29 

1-00876 

0-99(>202 

100393 

0996082 

80 

1-00406 

0-995908 

100428 

0-995787 

35 

1-00570 

40 

100753 

46 

100954 

50 

101177 

55 

1-01410 

00 

1-01659 

65 

1-01980 

70 

1  02225 

75 

1-02541 

80 

102858 

1    85 

1-03189 

90 

108540 

95 

108909 

100 

104299 
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TABLE  XXV. 

COMPABIBON  OF  THE  DEGREES  OF  BEAUM^'S  HTDROMEXEB  WITH 
THE  REAL  SPECIFIC  ORAyiTT. 

A. — FOB  LIQUIDS  HEATIER  THAN  WATER. 


Dagraas. 

SpedSe 
Gravity. 

Dagraaa. 

Specific 
OntYity. 

DagnM. 

Spedfie 
Onvlty. 

Degreaa. 

1 

8padfie> 
GruTlt/. 

0 

1000 

20       1 

1162 

40 

1857 

60 

1-652 

1 

1007 

21       ! 

ri6o 

41 

1-869 

61 

1-670 

2 

1018 

22 

1-169- 

42 

1-881 

62 

1-689 

8 

1-020 

23 

1-178 

48 

1-895 

63 

1-708 

4 

1027 

24 

1188 

44 

1-407 

64 

1-727 

6 

1084 

26 

1-197 

46 

1-420 

65 

1-747 

6 

1041 

26 

1-206 

46 

1-434 

66 

1-767 

7 

1-048 

27 

1216 

47 

1-448 

67 

1-788 

8 

1066 

28 

1-226 

48 

1-462 

68 

1809 

9 

1-063 

29 

1286 

49 

1-476 

69 

1881 

10 

1070 

80 

1245 

60 

1-490 

70 

1-854 

11 

1078 

81 

1-266 

61 

1-495 

71 

1-877 

12 

1086 

32 

1-267 

62 

1-620 

72 

1-900 

18 

1094 

88 

1277 

68 

1-585 

78 

1-924 

14 

1101 

84 

1288 

64 

1-651 

74 

1-949 

16 

1-109 

86 

1-299 

56 

1-567 

75 

1-974 

16 

1118 

86 

1-810 

56 

1-683 

76 

2-000 

17 

1126 

87 

1321 

57 

1-600 

18 

1184 

88 

1-888 

68 

1-617 

19 

1-148 

89 

1-845 

69 

1*684 

B. — FOR  LIQUIDS  LIGHTER  THAN  WATER. 


Dagraaa. 

Spactfio 
OmTlty. 

Dagraaa. 

Spadflo 
OniTlty. 

Dagreai. 

cpaciflo 
Qmvitj. 

Dagraaa. 

8padik 

GiAfitj. 

10 

1000 

28 

•918 

86 

-849 

49 

•789 

11 

•998 

24 

-918 

87 

•844 

50 

•786 

12 

•986 

25 

•907 

88 

-889 

51 

-781 

18 

•980 

26 

-901 

89 

•884 

52 

•777 

14 

-978 

27 

-896 

40 

•880 

58 

-773 

16 

•967 

28 

•890 

41 

•825 

54 

•768i 

16 

•960 

29 

-885 

42 

•820 

65 

•764 

17 

•954 

80 

•880 

48 

•816 

66 

•760 

18 

•948 

81 

-874 

44 

•811 

57 

•767 

19 

•942 

82 

•869 

45 

-807 

58 

•758 

20 

-986 

88 

•864 

46 

•802 

69 

•749 

21 

-980 

84 

-859 

47 

•798 

60 

•746 

22 

•924 

85 

•854 

48 

•794 

PHYSICAL  TABLES. 


TABLE  XXVI. 
TENSION,  VOLUME,  AND  DENSITY  OP  AQUEOUS  VAPOR. 


Tainp<*ratare 
of  Vapor. 

TeoMon 

Tolumo 

Wrfghtofft 

TeiwIonofTaiwr 

exprtVMd  by 

oeeupl«fd  by  a 

cnblr  metre  of 

Dtt^rei* 

exprMMKl  In 

ft  column  of 

kilogrammo  of 

Aqa«oua  Vapor 

Oentit;rMlo. 

mercury 

Tftpor,  in  cubic 

in  kilogrammefl. 

In  motrea. 

metres. 

Qo 

Ti»®' 

0-0060 

0-00460 

206-222400 

0-00487266 

17-86 

I'ffO' 

00200 

001520 

66-144960 

0-01612517 

29  87 

1*5°' 

0-0400 

008040 

84-864490 

0-02909000 

83  80 

i^ff  or 

0-0600 

008800 

27-852630 

0  03590807 

87-88 

tVo"^ 

0-0626 

004760 

22578310 

0-04430600 

42-Gtf 

^■ior 

00838 

0  06330 

17-232270 

0-05808376 

46-26 

tor 

0-1000 

0-07600 

14615640 

006892666 

60-60 

01260 

0-09500 

11-769600 

0-08495800 

63-36 

I  or 
t  or 

01428 

0-10867 

10-891950 

0-09622000 

66-68 

0-1666 

0-12666 

8  996440 

0-11119280 

60-40 

^  or 

0  2000 

0-16184 

7-682970 

018186987 

65-36 

i  or 

0-2600 

019000 

6-166670 

0-16240770 

81-72 

or 
1  or 

0-5000 

088000 

8-227120 

0-80988670 

92-18 

07500 

0-57000 

2-215120 

0-45141000 

'     100- 

1    or 

10000 

0-76000 

1-696000 

0  69130000 

106-38 

Hor 

1-2600 

0-95000 

1-380541 

0-72480000 

111  88 

Hor 

1-5000 

114000 

1  167228 

0  86670000 

116-50 

l}or 

1-7500 

1  83000 

1-012619 

0-98752500 

120-64 

2    or 

2  0000 

1-62000 

0-895462 

1  11671700 

124-39 

2ior 

2-2500 

1-72000 

0-798083 

1-26305700 

127-88 

2ior 

2  6000 

190000 

0-729463 

1-37087500 

180-98 

2)  or 

3-7600 

2  09000 

0-668368 

1-49620700 

183-91 

8    or 

80000 

2-28000 

0-616697 

1-62038400 

186-72 

8]^  or 

8-2500 

247000 

0  673576 

1-74840000 

130-29 

3|  or 

8-6000 

2  R6000 

0-684694 

1  86582600 

141-72 

3}  or 

3-7500 

2-86000 

0  508167 

1-98781800 

144 

4    or 

4-0000 

8-04000 

0-474320 

2  10828500 

146-28 

4}  or 

4-2500 

8  23000 

0  448860 

2  22780000 

148-44 

4ior 

4-5nOO 

8  42000 

0-426093 

2-84683300 

150  36 

4}  or 

4-7600 

3-61000 

0-405507 

2-46605500 

152-26 

6    or 

5-0000 

8  80000 

0-386960 

2-58417600 

15416 

5J  or 
6^  or 

6  2500 

8  99000 

0-370170 

2-70185200 

155 -94 

6-6000 

4-18000 

0354778 

2  81225050 

157  64 

6}  or 

6  7600 

487000 

0-840669 

2-93460000 

159-26 

6    or 

6  0000 

4  66000 

0  327779 

8-05078500 

^   165  40 

7    or 

7  0000 

6  82000 

0-284938 

8  50930700 

•  170  84 

8    or 

80000 

6  08000 

0-252423 

8  97068600 

17.V77 

9    or 

9  0000 

6-84000 

0-226771 

4-40770000 

180  30 

10  or 

10-0000 

7  60000 

0-206248 

4-84844400 

184-60 

11  or 

110000 

8-36000 

0  189189 

6-28325000 

188  54 

12  or 

12-0000 

9-12000 

0-174952 

6-71426000 

190- 

12-4250 

9  44300 

0 169437 

6-91142800 

196- 

13-8160 

1062000 

0-153660 

6-60428600 

200- 

16-8560 

1168900 

0-138717 

7-31716600 

280- 

27-6840 

20  92600 

0088116 

1208722000 

ANSWERS   TO   PROBLEMS. 


Prob.  1.  Am.  (a.)  147640-46  yds.;  (&.)  1-021  inohei;  (&)  0*03037070  ineh; 
(A)  11811237. 

Prob.  2.  Am.  (a.)  1*39697  metres;  (6.)  11315405  metrea;  (e.)  20*921  kUo- 
metres;  {d.)  4*57  metres. 

Prob.  3.  Ans.  (a.)  1  litre  and  703*258  oubio  centimetres;  (6.)  1*1  gallons; 
(e.)  31*7936  Utres ;  (d.)  0*01232031  pint 

Prob.  4.  Ana.  (a.)  0*63490  metre;  (6.)  54*7286  Amer.  inobes;  (e.)  22*86 
metres ;  {d.)  5468-48  Amer.  yards. 

Prob.  5.  Ans.  (a.)  4258*1458  cable  centimetres;  (6.)  45419*4486  cubic  centi- 
metres; (e.)  0*1618  gallon. 

Prob.  6.    Ans.  0*1515  foot  per  second. 

Prob.  7.    Ans.  60  X  -  fMt 
n 

Prob.  8.    Ans.  Unit  of  time  =  0*3896  second. 

Prob.  9.  Ans.  At  an  angle  of  86°  52'  12''  with  the  component  4,  and  with  % 
relooity  =  5. 

Prob.  10.    Ans.  Speed  of  A  =  }{  of  speed  of  B. 

Prob.  11.    Ans.  Velocity  =s  180  feet  per  second ;  distance  ss  1800  yards. 

Prob.  12.    Ans.  20  feet  per  second. 

Prob.  13.    Ans.  Retardation  =  25  feet  per  second;  distance  =s  312^  ftet 

Prob.  14.    Ans.  25142f  lU. 

Prob.  15.    Ans.  81,250  feet  per  second  or  6.0  miles. 

Prob.  16.    Ans.  It  woald  not 

Prob.  17.    Ans.  144  feet,  9  inches. 

Prob.  18.    Ans.  3  seconds. 

Prob.  19.  Ans.  If  h  represent  the  height  of  the  tower,  the  reioeity  re- 
quired =  y^  ^ 

«  Prob.  20.    Ans.  If  v  represents  the  yertioal  Tcloci^  of  the  baUooB,  the 
height  =  --(^«-t^)«. 

Prob.  21.    Ans.  The  height  =  ?.X  ( « +  ~  )  *• 

Prob.  22.    Ans.  396*03  feet 
Prob.  23.    Ans.  64^  feet 

Prob.  24.    Ans.  Height  of  bridge  as  100*52  feet ;  time  required  »s  2*4  seoondf. 

(691) 
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Prob.  25.  Ana.  402^^  feet 

Prob.  26.  Ans.  Velooitj «»  i^  )^  (  Beoondi  of  asoeni  and  ntuiu 

Prob.  27.  Ans.  208-44  feet 

Prob.  28.  Ans.  6  2  secondf. 

Prob.  29.  Ans.  96*75  feet 

Prob.  30.  Ans.  103*37  miles  per  bonr. 

Prob.  31.  Ans.  Tbe  train  CMinot  Moend  sneb  a  grade  witbont  more  steam.  It 
would  require  an  initial  Telocity  of  54.69  miles  per  boar  to  oTereome  svcb  a  grades 

Prob.  32.  Ans.  265-099  lbs. 

Prob.  33.  Ans.  3*3256  lbs. 

Prob.  34.  Ans.  Twelve  times  its  present  reloeitj. 

Prob.  35.  Ans.  8*45  revolutions  per  second. 

Prob.  36.  Ans.  1*74  seconds. 

Prob.  37.  Ans.  3U  feet 

Prob.  38.  Ans.  0-88  second. 

Prob.  39.  Ans.  1*003  seconds. 

Prob.  40.  Ans.  At  New  Tork  g  =  w*l=s  32*155399  feet 
At  Cape  Horn  ^  ===  r*/  ==  32*205083  feet 
At  Boston  g  =  3217076  (1  —000259  cos.  2X)  =>  32*163064  tf 
At  New  Orleans  ^  =  "        "        «        *'        =32  125757  ft* 
At  Stockholm  jf  =     "        "        "        "        =32'131002(t» 

Prob.  41.  Ans.  g'  =  ^^g. 

Prob.  42.  Ans.  13916  25  feet  =  2*64  miles. 

Prob.  43.  Ans.  31088  feet  =  5*89  mUes. 

Prob.  44.  Ans.  24*87  seconds. 

Prob.  45.  Ans.  35°  19'  43"*5  or  54®  40'  16"*6. 

Prob.  46.  Ans.  736  35  feet  per  second. 

Prob.  47.  Ans.  4^  times  greater. 

Prob.  48.  Ans.  21*21  miles  per  bour. 

Prob.  49.  Ans.  As  1  to  2^. 

Prob.  50.  Ans.  50  feet 

Prob.  51.  Ans.  As  1  to  7,1,. 

Prob.  52.  Ans.  2f  feet  from  tbe  smaller  weight 

Prob.  53.  Ans.  Under  tbe  weigbt  7. 

Prob.  54.  Ans.  125  lbs.  and  75  lbs. 

Prob.  55.  Ans.  At  one  point  9}  cwt,  at  the  other  20|  cwt 

Prob.  56.  Ans.  Pressure  on  A  =3 10*4  cwt ;  pressure  on  B  ^  17*6  ewt 

Prob.  57.  Ans.  40  lbs. 

Prob.  58.  Ans.  Diameter  of  axle  i^  inchei. 

Prob.  59.  Ans.  92,^  lbs. 

Prob.  60.  Ans.  156  cwt 

Prob.  61.  Ans.  1382*4  tons. 

Prob.  62.  Ans.  4970  lbs. 

Prob.  63.  Ans.  3}  cwt 

Prob.  64.  Ans.  60  lbs. 

Prob.  65.  Ans.  12  cwt 

Prob.  66.  Ans.  A  power  equal  to  8  cwt  would  balance  the  train,  but  some 
additional  force  is  rejquired  to  impart  motion  independent  of  friction,  which  is 
not  considered. 

Prob.  67.  Ans.  67858*56  lbs. 

*  Approzhnate  Talnes.    Bee  {  00. 
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Prob.  68.    Ad8.  79  58  lbs. 

Prob.  09.    Ana.  10  lbs. 

Prob.  70.    Ans.  A  force  of  18  owt  in  both  cases. 

Prob.  71.    Ans.  476*22  horse-power. 

Prob.  72.    Ans.  1*5874  times  greater. 

%x)b.  73.     Ans.  11-94  miles  per  hoar. 

Prob.  74.  Ans.  At  14^,  1232163  kilogrammes;  at  60^  12925-69  kUo. 
grammes ;  at  212°,  13885.42  kilogrammes ;  at  392^',  1229i  67  kilogrammes. 

Prob.  75.  Ans.  At  50°  a  rod  haying  a  section  of  one  square  millimetre  would 
be  elongated  one-fourth  of  an  inch. 

Prob.  76.     Ans.  Double  the  weight  in  the  first  case. 

Prob.  77.  Ans.  Sixteen  times  as  mueh  as  if  the  beam  were  secured  at  one 
end  and  the  weight  applied  at  the  other  extremity. 

Prob.  78.  Ans.  Tempered  steel,  6634-95  to  7646*76  lbs.;  nntempered  steely 
6433  5  to  6238*7  lbs. 

Prob.  79.    Ans.  0*07  inch. 

Prob.  80.    Ans.  3498*86  lbs.  to  8734*71  lbs. 

Prob.  81.     Ans.  15*474  tons  to  18-548  tons  of  2000  lbs. 

Prob.  82.  Ans.  Considering  the  ends  secured  by  union  with  the  entire  struc- 
ture, the  breaking  weight  &=  2990-18  tons ;  eonsidertng  the  ends  not  secured, 
but  merely  supported  on  the  piers,  the  breaking  weight  =  1495*09  tons. 

Prob.  83.  Ans.  If  the  ends  are  securely  fastened  the  working  load  s=  532*69 
tons ;  but  if  the  ends  are  merely  supported  the  working  load  =  283-67  tons. 

Prob.  84.  Ans.  280*69  tons.  Since  the  entire  structure  fornui  a  oontinnoas 
tube,  the  ends  of  the  middle  span  are  securely  fastened. 

Prob.  85.     Ans.  59*43  tons. 

Prob.  86.  Ans.  v  =  5*85679  feet  per  seoond;  v'  ss  8-67579  feet  per  seoond; 
K  =  m  feet  per  second. 

Prob  87.    Ans.  m  ==  7im'. 

Prob.  88.    Ans.  e  =  0*6. 

Prob.  89.    Ans.  153  feet 

Prob.  90.     Ans.  r  = -. 

2n  — 1 

Prob.  91.  Ans.  25-6  feet 

Prob.  92.  Ans.  84*3  feet  per  second. 

Prob.  93.  Ans.  Condensation  =  0001006 ;  specific  gravity  =  1*001007. 

Prob,  94.  Ana.  Specific  gravity  =  1*0487. 

Prob.  95.  Ans.  0.5723  of  a  cubic  inch. 

B* 
Prob.  96.    Ans.  The  pressure  =  P  X  ~i* 

Prob.  97.    Ans.  Pressure  :  Power  :=  4050  :  1. 

Prob.  98.  Ans.  Pressure  on  the  bottom  =  the  weight  of  the  liquid  =5  half 
the  sum  of  the  pressures  on  the  four  sides. 

Prob.  99.     Ans.  0-5773  a,  0*2392  a,  and  0*1835  a. 

Prob   100.     Ans.  P  :  P'  =  1  :  2. 

Prob.  101.    Ans.  As  the  height  of  the  cylinder  to  its  radius. 

Prob.  102.  Ans.  Pressure  of  water  =  1101*3  lbs.;  pressure  of  mercury 
=  7*48888  tons. 

Prob.  103.     Ans.  Let  R  =  pressure  on  the  triangles,  the  pressure  on  the 

4«*  /  4? 

01  '4L 
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Prob.  104.  Ans.  71381  gw.  =-  10197  lbs. 

Prob.  105.  Ad8.  1-83823  feet 

Prob.  106.  Ans.  14*4  inches. 

Prob.  107.  Ans.  500  lbs. 

Prob.  108.  Ans.  0*03789  X  gi^en  weight  of  the  iron. 

Prob.  109.  Ans.  11-50228  ounces.  • 

Prob.  1 10.  Ans.  Oold  =:  13*8102  onnees,  silver  =  8-1898  ouneet. 

Prob.  111.  Ans.  The  addition  of  10  lbs.  of  lead  weights  nnder  water  to  prodne* 
equilibrinm  shows  that  209*5  lbs.  of  iron  are  coneealed  in  the  oommereial  lead. 

Prob.  112.  Ans.  5*0752  lbs. 

Prob.  113.  Ans.  0*6028  diameter. 

Prob.  114.  Ans.  138*637  cubic  inches. 

Prob.  115.  Ans.  64*1832  cubic  feet 

Prob.  116.  Ans.  473  538  tons. 

Prob.  117.  Ans.  67*698  tons. 

Prob.  118.  Ans.  0*9825  feet 

Prob.  119.  Ans.  Volume  of  B  =  4705*34  cubic  inches  =  3-775  cubic  ftet; 
(both  cases  assume  a  depth  of  twenty  feet  below  the  surface). 

Prob.  120.  Ans.  Specific  gravity  =  3-84. 

Prob.  121.  Ans.  Specific  gravity  of  granulated  tin  =  7*288. 

Prob.  122.  Ans.  Specific  gravity  =:  3*8093. 

Prob.  123.  Ans.  Specific  gravity  of  the  first  =  2-8 ;  specific  gravity  of  Om 
second  =  1-0946.    The  volumes  of  the  two  bodies  are  as  1  to  14*8. 

Prob.  124.  Ans.  Specific  gravity  =  8*13. 

Prob.  125.  Ans.  Specific  gravity  =  -832. 

Prob.  126.  Ans.  23-385  galh>ns.     Theoretical  discharge,  87-718  gallons. 

Prob.  127.  Ans.  Actual  range,  15-187  feet 

Prob.  128.  Ans.  Actual  velocity  =  0-3833  theoretical  velocity. 

Prob.  129.  Ans.  10180-217  gallons. 

Prob.  130.  Ans.  38,450  gallons,  or  610  hogsheads. 

Xote.     In  the  formula,  J)  =  20*8  -^ — ,  all  the  quantides,  B,  d,  and  I, 

are  to  be  taken  in  metres,  and  the  result  gives  D  in  cubic  metres  per  second. 

Prob.  131.     Ans.  97*496  feet 

Prob.  132.  Ans.  If  the  actual  height  of  the  mercury  is  1  inch,  the  height  of 
the  alcohol  will  be  2268  inches,  difference  of  level  21*68  inches.  « 

Prob.  133.    Ans.  63*68  miles.    This  problem  involves  the  principles  of  {  171. 

Prob.  134.    Ans.  286*1855  lbs. 

Prob.  135.    Ans.  1156-3  lbs. 

Prob.  136.    Ans.  0-0796  grain. 

Prob.  137.     Ans.  460*00437  grains. 

Prob.  138.  Ans.  Capacity  of  the  globe  =s  148*626  eabic  fbet;  spedflo  gnvSty 
of  gas  =  0*0767. 

Prob.  139.    Ans.  81*7576  feet 

Prob.  140.    Ans.  68  feet 

Prob.  141.    Ans.  17*98  feet 

Prob.  142.    Ans.  6655-85  feet 

Prob.  143.  Ans.  Ascensional  force  with  illuminating  gas,  358-4837  Ibsi; 
ascensional  force  with  hydrogen,  473*0793  lbs. 

Prob.  144.  Ans.  The  conditions  of  this  problem  require  that  the  weight  of 
the  balloon  should  be  nothing,  or  that  the  ballast  should  have  an  MOansioBif 
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foFM  of  its  own  eqaal  to  the  weight  of  the  balloon,  since,  at  the  height  indicated, 
if  the  enclosed  gas  could  not  expand,  it  would  of  itself  be  in  equilibrium  with 
the  atmosphere.  If  one-half  the  gas  were  liberated  the  balloon  would  ascend ; 
to  make  it  remain  stationary  an  amount  of  ballast  must  be  added  equal  to  the 
weight  of  the  gas  liberated,  or  equal  to  one-fourth  the  weight  of  air  which  would 
fll^the  balloon  at  the  surface  of  the  earth. 

Prob.  145.    Ans.  The  tube  will  admit  no  water  by  compression  of  the  air. 

Prob.  146.    Ans.  0016  inch. 

Prob.  147.     Ans.  45*10735  grammes. 

Prob.  143.    Ans.  76*306  centimetres. 

Prob.  149.     Ans.  if/,  f i,  f/,  if/,  f^l. 

Prob.  150.     Ans.  5  lbs.  10  oi. 

Prob.  151.     Ans.  0  09698  inch: 

Prob.  152.     Ans.  Four  times  as  long. 

Prob.  153.     Ans.  8105^  feet,  or  a  little  more  than  1^  miles. 

Prob.  154.  Ans.  Velocity  at  90®  P.  =  1150091  feet  per  second,  and  at 
—  40O  P.  =  100709 1  feet  per  second. 

Prob.  155.    Ans.  11*2  seconds. 

Prob.  156.  Ans.  In  iron,  159  seconds ;  in  wood,  1*03  to  1*65  seconds ;  in 
carbonic  acid,  21-49  seconds;  in  hydrogen  gas,  4*44  seconds;  in  vapor  of  aloo- 
hoi  at  140®  P.,  21*44  seconds;  in  yapor  of  water  at  154®  F.,  13*72  seconds. 

Prob.  157.     Ads.  27  minutes,  9  seconds. 

Prob.  158.    Ans.  1677*45  feet  in  the  most  fayorable  position. 

Prob.  159.     Ans.  422  feet 

Prob.  160.     Ans.  125*69  miles. 

Prob.  161.    Ans.  13  seconds.  , 

Prob.  162.    Ans.  Distance  =  2201  feet;  velocity  =  764  feet  per  second. 

Prob.  163.    Ans.  ^i^  of  its  length. 

Prob.  164.     Ans.  101^  vibrations. 

Prob.  165.     Ans.  3  408  feet. 

Prob.  166.    Ans.  E  :  DJt  =  25  :  24. 

Prob.  167.    Ans.  fglJ. 

Prob.  168.    Ans.  It  is  higher  by  a  eomma. 

Prob.  169.  Ans.  The  chromatic  semitone  =  |}|;  the  grave  ehromatio  semi- 
tone =  {{. 

Prob.  170.    Ans.  1800  beats  per  minute. 

Prob. ^171.  Ans.  Vibrations  per  minute  for  one  node,  66*56;  for  two  nodes, 
138-13 ;  for  three  nodes,  199*695 ;  for  four  nodes,  266-26  vibrations. 

Prob.  172.     Ans.  263  57. 

Prob.  173.     Ans.  Reduce  the  length  of  the  tube  to  9*343  metres. 

Prob.  174  Ans.  For  C  1,  8*0405  feet;  D  1,  7*0939  feet;  B  1,  6*3407  feet;  F  1, 
D*9262  feet;  G  1,  5*2214  feet;  A  1,  4  6618  feet;  B  1,  4  1022  feet;  G  2,  3  8326  feet. 

Prob.  175.  Ans.  11-39  in.,  10*03  in.,  8-95  in.,  8*38  in.,  7*37  in.,  6  59  in.,  5*8  in., 
5*45  in.  / 

Prob.  176.    Ans.  F  5  (too  flat),  A  5  (too  high  by  half  a  semitone),  and  C  6 

(also  too  high  by  half  a  semitone). 

nV 

The  fo:*mnla  if  = gives  for 

L  -I-  i«^  * 

n=t2  If=:  2672*5  while  F  5  =  2739-2. 

n=^S  N=  3538*6  while  A  5  =  3424. 

»  ss  4  iV  =  4223*2  while  0  6  =  4108*8. 
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Prob.  177.    Ans.  8  minntes,  14-79  seconds. 

Prob.  178.    Ans.  46  years,  155  days,  10  honn,  8  minntes,  ani  4J»  seoonds. 

Prrb.  179.     Ans.  As  1  to  2*. 

Prob.  180.     Ans.  90^  per  cent 

Prob.  181.     Ans.  22*85  candles. 

Prob.  182.     Ans.  21*43  candles. 

Prob.  183.     Ans.  dO«». 

Prob.  184.    Ans.  18,  including  the  oljject  itself. 

Prob.  185.     Ans.  6  2^  inches. 

Prob.  186.     Ans.  7*2  inches. 

Prob.  187.     Ans.  u  =  r  |/^. 

Prob.  188.  Ans.  Once  and  a  half  the  dist^ce  of  the  object  from  the  first 
surface. 

Prob.  189.     Ans.  39°  49'  3",  when  the  eye  is  5  feet  abore  the  water. 

Prob.  190.     Ans.  6  feet,  8  inches. 

Prob.  191.    Ans.  n  =  2. 

Prob.  192.  Ans.  At  a  distance  of  2*571  feet  from  the  refracting  sorface,  and 
on  the  same  side  as  the  radiant  point. 

Prob.  193.     Ans.  The  surface  is  convex,  and  r  =  7*2  inches. 

Prob.  194.     Ans.  On  the  opposite  side  of  the  lens  at  a  distance  of  3*134  inches. 

Prob.  195.  Ans.  r  :  «  :=  10  :  242,  the  surface  of  shorter  currature  being 
turned  towards  parallel  rays. 

Prob.  196.     Ans.  6*44  inches. 

Prob.  1 97.     Ans.  A  convex  lens  in  which  /  =  4  inches. 

Prob.  198.  Ans.  A  double  convex  lens  of  crown  glass  r  =  2*955  inches, 
a  SB  2*667  inches,  luid  a  concaf  o-plane  lens  of  flint  glass  r'  =  2*667  inches,  and 
•'  =  infinity,  i.  e.  the  second  surface  is  plane. 

Prob.  199.  ,  Ans.  They  must  converge  toward  a  point  between  the  lenses  and 
distant  }/from  the  first. 

Prob.  200.    Ans.  2  diameters. 

Prob.  201.    Ans.  r  =  0*449  inches,  •  =  —  1*235  inches. 

Prob.  202.     Ads.  161280  times  the  light  received  by  the  unassisted  eye. 

Prob.  203.     Ans.  Illuminating  power  =  362880 ;  penetrating  power  =:  602-4. 

Prob.  204.    Ans.  Illuminating  power  =  18225 ;  penetrating  power  =  135. 

Prob.  205.  Ans.  The  illuminating  power  given  by  150°  aperture  is  2i  timet, 
and  the  penetrating  power  1^  times  as  great  as  that  given  by  100°  aperture. 

Prob.  206.  Ans.  Crown  glass,  56°  43'  40'';  plate  glass,  56°  36'  26";  flint 
glass,  57°  30'  18". 

Prob.  207.  Ans.  Reflected  by  crown  glass,  00726 ;  by  plate  glass,  0-0738 ; 
by  flint  glass,  0*0869. 


Prob.  208.     Ans.  1*544. 

Prob.  209.    Ans.  Degrees  F. 

=s 

Degrees  C. 

= 

Degrees  R. 

—40° 

s= 

—40° 

= 

—32° 

—  4 

= 

—20 

= 

—16 

+158 

s= 

-f70 

= 

4-56 

-fl94 

= 

4-90 

^ 

4-72 

4-442*4 

= 

4-228 

= 

4-182*4 

4-771*8 

= 

'   4-411 

= 

-L328-8 

4-977 

= 

4-625 

= 

4-420 

-L1832 

= 

4-1000 

s= 

4-«oo 

H.9782 

= 

4.5388*9 

= 

4-4S11-1* 
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Prob.  210.     Ana.  Degrees  C. 

= 

Degrees  F. 

= 

Degrees  R. 

3»-87 

= 

38°-066 

=s 

— 3<»006 

—40 

:= 

—40 

= 

—32 

-10 

= 

-fu 

= 

—  8 

4-75 

s= 

4-167 

= 

4-60 

-f-290 

a= 

+654 

= 

4-232 

-f360 

= 

4-680 

s= 

4-288 

Prob.  211.    Ana.  18^  times. 

Prob.  212.    Ans. 

At  lip  r.                 350  F. 

76°  F. 

1000  F. 

Iron  .    .    . 

3  ft  1-99002  in.,  3  ft  1-99376  in. 

3  a  200623  in. 

3  a  2-01248  in. 

Brass     .    . 

3  ft.  1-98426  in. 

3  a  1-99016  in. 

3  a  2-00984  in. 

3  a  201968  in. 

Copper  .    . 

3  ft  1-98550  in. 

3  a  1-99093  in. 

3  a  2-00906  in. 

3  a  201812  in. 

Glass     .     . 

3ai99032in. 

3  a  1-99578  in. 

3  a  2-00403  in. 

3  a  2-00670  in. 

Platinam   . 

3  a  1-99263  in. 

3  a  1-99533  in. 

3  a  2.00466  in. 

3  a  2.00933  in. 

surer     .    . 

3  ft  1-98387  in. 

3  a  1-98992  in. 

3  a  201060  in. 

3  a2  02014  in. 

Prob.  213.    Ans.  1-002672  gallons. 

Prob.  214.    Ans.  0*134  inch. 

Prob.  216.     Ans.  4l<'-61  Fahrenheit 

Prob.  216.    Ans.  004728  in. 

Prob.  217.    Ans.  At  London,  steel  92-93378  in.;  brass  63-79322  in. 
At  Paris,  steel  92-90854  in.;  brass  63-77861  in. 
At  New  Tork,  steel  92-84311  in.;  brass  63-74073  in. 
At  St  Petersburgh,  steel  93'.00482  in.;  brass  63*83434  in. 

Prob.  218.    Ans.  (1.)  30-0767   in.;    (2.)  29-42076  in.;   (3.)  27-8076  in.;   (4.) 
28-1778  in.j  (6.)  23'168  in.;  (6.)  24-581  in.;  (7.)  17-4228  in.;  (8.)  16-836  in. 

Prob.  219.    Ans.  (1.)  24-0962  in.;    (2.)  27-58513  in.;   (3.)  28-74528  in.;  (4.) 
19-539  in. 

Prob.  220.     Ans.  112-688  grains.     (Calculated  by  Table  XXIV.) 

Prob.  221.    Ans.  122^-75,  246<*-6,  and  368^-26  above  its  previous  temperature. 

Prob.  222.    Ans.  1220-357  cubic  feet 

Prob.  223.    Ans.  Water,  5500  units;   sulphur,  724-6  units;  charcoal,  9617-7 
units;  alcohol,  626  units;  eth*er,  922  units  of  heat 

Note.    Specific  heat  of  charcoal  =  0*2415;  of  alcohol  (Sp.  Gr.  0*81)  »  0-7; 
of  ethef  (8p.  Gr.  0*76)  =  0*66. 

Prob.  224.    Ans.  68^-529  Fahrenheit 

Prob.  226.    Ans.  41  lbs.  at  200°,  and  16i  Ibi.  at  6O0  F. 

Prob.  226.    Ans.  88<'-39  F. 

Prob.  227.    Ans.  166°  88  F. 

Prob.  228.    Ans.  70o-79  F. 

Prob.  229.    Ans.  10-337  lbs. 

Prob.  230.    Ans.  0-628  lb. 

Prob.  231.    Ans.  9-26  units  of  heat  (as  in  Table  XV.). 

NoU,    The  temperature  of  the  water  was  raised  to  62°-96  F.  instead  of  20<>-76  C. 

Prob.  232.    Ans.  Required  for  air,  0  831  unit;  for  oxygen,  0-843  unit;  for 
carbonic  acid  gas,  27  879  units;  for  hydrogen,  0  8236  unit  of  heat 

Prob.  233.    Ans.  3993  64  units  of  heat     By  table  on  page  461. 

Prob.  234    Ans.  11744  units  of  heat 

Prob.  336.    Ans.  28-086  inches. 
61* 
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Prob.  236.  Ana.  With  alcohol,  26-742  in.;  sulphnrie  acid,  39-00  in,;  (at  75«  F. 
the  tension  of  vapor  of  sulphnrie  acid  is  too  little  to  make  any  perceptible  differ- 
ence;) oil  of' turpentine,  28-79  inches. 

Prob.  237.  Ans.  Tension  of  vapor  of  water  at  60®  F.  =  0-358  in.  mereory ; 
at 76'' =  0-884 in.;  at  11 0®  =2-582 in.;  at  175®  =  13-673 in.;  at 220®  =  35-091 
in.;  at  286®  =  78-619  in.;  at  300®  =  136-742  inches  of  mercury. 

Prob.  238.  Ans.  Boiling  points  of  water  at  the  given  pressures  =  213®-802, 
211®-709,  210®-794,  208®-679,  207®-608,  200®-51  F.  Boiling  poinU  of  ether  at 
the  same  pressures  =  95®-786,  93®-72,  92®-83,  90®-83,  89®-83,  81®-22.  BoUing 
points  of  alcohol  at  the  same  pressures,  174®-33,  172®-24,  171®-34,  169®-31, 
168®-31,  162®-13. 

Prob.  239.  Ans.  If  the  temperature  is  not  allowed  to  change,  a  part  of  the 
steam  will  be  condensed  and  the  tension  will  remain  unchanged.  In  the  teeond 
case  the  tension  will  be  reduced  to  one  atmosphere. 

Prob.  240.  Ans.  457®  F.  to  460®  F.  This  tension  exceeds  the  limits  for 
which  accurate  data  are  given. 

Prob.  241.    Ans.  12  flues. 

Prob.  242.    Ans.  15  flues. 

Prob.  243.    Ans.  The  two  forces  are  to  each  other  as  1  to  10-974. 

Prob.  244.    Ans.  The  intensity  equals  ^  of  its  original  force ;  and  L  =  19r. 

Prob.  245.    Ans.  The  intensities  are  as  1,  1-026,  1034  and  1-039. 

Prob.  246.    Ans.  The  intensity  would  be  increased  1*9  times. 

Prob.  247.    Ans.  The  intensity  is  increased  by  one-third  its  original  amount 

Prob.  248.    Ans.  The  intensity  is  increased  by  two-thirds  its  original  amonni 

Prob.  249.    Ans.  The  intensity  is  increased  to  1-16  what  it  was  befox«. 
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AnnBATioir,  etaromatic,  465;  of  glav  eoren, 

610;  of  lenses,  454;  of  mirrors,  4S7;   of 

sphericity,  466. 
Absolute  strength,  170;  sero,  660. 
AbmrptiTe  power  for  heat,  637. 
Aecomnlated  electrldtj,  843. 
Achromatic  microscope,  608,  611;  telescopes, 

604. 
Achromatbon,  466. 
Acoustics,  386. 
Acoustic  shadow,  860. 

Action  and  reaction,  27 ;  of  a  fklling  body,  77. 
Action  of  a  double  conrex  lens,  447 ;  of  heat 

on  matter,  666 ;  of  magnetism  on  light,  919 ; 

of  surlhces  upon  lieat,  685. 
Actual  and  theoretical  relodtles,  144. 
AdapUtlon  of  eje  to  distance,  480;  of  power 

to  weight,  110. 
Addenda,  page  668. 

Adhesion  distinguished  from  cohesion,  147. 
Advantage  of  Motion,  141. 
Aerial  phenomena,  967 ;  wares,  882. 
Air,  buoyancy  of,  268;  impenetrability  of,  259; 

inertia  of,  260;  pump,  287;   Tlhratlng  in 

tubes,  879. 
Amalgam,  834. 
Amalgamation  of  plates,  868. 
American  eleetrioal  machine,  886;  turbine, 

231. 
Amorphism,  162. 

Ampin,  disooTeries  and  theory,  908. 
AmuMment  with  electricity,  840. 
Analogy  of  light  and  heat,  765. 
Analysis  of  central  forces,  64;  of  colors,  458 ; 

of  light,  466;  of  light  by  absorption,  458; 

by  prisms,  456;  of  trains  of  wheel-work. 

Anemometers,  960. 

Anemoseopes,  959. 

Aneroid  barometer,  164. 

Animal  electricity,  948;  heat,  eaiiss  of;  756; 

strength,  130. 
Annealing,  178. 
Anode,  882. 
Aplanatte  Ibd,  609. 
Apparatus,  Atwood*s,  72 ;  Bohnenberger's,  66 ; 

WT  eondensation  of  gases,  690;  for  dlstllla- 
687 ;  iUostraflng  barasnetMr.  264 ;  Mai- 
042;  Morin's,  78. 
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Appendix,  meteorology,  946;  addenda,  page 
668;  phynical  tables,  paf;e  660. 

Application  of  laws  of  falling  bodies,  78;  of 
lerers,  116;  of  pendolnm  and  measure  of 
time,  84;  of  polarised  light,  663;  of  reflec- 
tion, absorption,  and  radiation,  640;  of 
screw,  128;  of  wedge,  126. 

Appreciation  of  colors,  490;  of  distance,  481. 

Aqueous  phenomena,  972;  solutions,  maxW 
mum  density,  604. 

Aroff&i  experiment,  912;  pnlariscope,  657. 

Atchimed€»y  theorem  of,  206;  demonstrated, 
206. 

Arehimede^  screw,  298. 

Are,  18. 

Areometers,  212. 

Artesian  wells,  204. 

Artificial  magnets,  802;  temperature,  727. 

Ascent  of  liquids  in  tubes,  239. 

Astatic  needle,  787. 

Astronomical  telescope,  499. 

Atlantic  cable,  927. 

Atmosphere,  266;  free  electricity  in,  861. 

Atmospheric  electricity,  860;  a  source  of  heat, 
747. 

Atmospherio  engine,  708;  magnetism,  800; 
pressure,  267 ;  measure  of,  261 ;  reflraetlons. 

Atoms.  20. 

Attraction  and  repulsion  of  light  bodies,  881. 

Attraction,  electrical,  812;  experiments,  842. 

Attraction,  magnetic.  780. 

AtwooeTs  apparatus,  72. 

Auditory  organs  of  msn,  393. 

Avguift  hygrometer  or  psychrometer.  9T3. 

Auroral  current,  rerersal  of  polarity  In,  1000. 

Auroras,  994;  effect  on  telegraph  wires,  999; 
geographical  distribution,  997 ;  height  and 
fireqnency,  996;  magnetic  disturbance,  998 
remarkable,  996. 

Babbaob'8  experiment  on  (Hetlon,  140. 

Back-ground,  476. 

AnVs  telegraph,  926. 

Balance,  spring,  87. 

Ballistic  curre,  145 ;  pendulum.  104. 

Balloons,  273. 

Barker's  mill,  217. 

Bath,  tampering  by,  178. 

(699) 
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Barometer,  aneroid,  164;  al  different  altl> 
tudefl,  265;  cMem,  266;  oonetructlon  of, 
263 ;  correction  for  ti-mperaiare.  690 ;  errors 
of.  260;  Fortio's,  266;  Gaj  Lnnmc's,  2b7; 
meneuriog  belKhta,  272;  metallic,  163;  prin- 
clplvii  of,  illofitrated,  264;  wheel,  268. 

Barometric  chaogee  and  the  weather,  271; 
height,  TMriatioDii  of,  270. 

Batterieit,  Smee's,  871;  trongh,  870;  Toltale, 
860-881. 

Beams,  flexure  ot,  162;  lateral  strength,  172; 
6f  light,  401. 

Beating.  876. 

BmunWs  hjdrometir,  212. 

Bellowfl.  281. 

Blasting  by  electridty,  087. 

Body,  defined.  1. 

BfJinenbrrger's  apparataS|  66. 

BinocQlar  vision,  484. 

Boiler  for  Oold's  8team*heater,  7S8. 

Boiling  point,  660;  application  In  arts,  678; 
circumstances  Inflaencing,  676;  heights 
meaxariNl  by,  670. 

Bnurdoa'a  metallic  barometer,  168. 

BojfdKtCi  American  turbine,  281. 

BracbyRtochrome,  76. 

Bramab  proM,  100. 

Breast^wheel,  280. 

BngueCt  metallic  thermometer,  680. 

Brightness  of  ocular  Image,  478. 

Britannia  tubular  bridge^  172. 

Brittleness,  177. 

Bronie  tempering,  178. 

BuntnCa  photometer,  414. 

Buoyancy  of  air,  268. 

Buoyancy  of  liquids,  205, 

CAXSanKlE  TBLBWMPl,  606. 

Camera  ludda,  618. 

Capillarity.  282;    general   fknts   in.  288;   a 

source  of  heat  741 ;  Influenced  by  eurro  of 

surface,  2S«;  laws  oU  7Sl. 
Capstan,  116. 
CaJorimetry,  650. 
Camels,  206. 
Camera  obwura,  617. 
Carbon  battery,  876. 
Cartesian  devU,  200. 
cathode.  882. 
Catoptrics.  416. 
Caustic  nurres,  487. 
Centlirrade  thermometer,  570. 
Centimetre,  1& 
Central  forces,  analysis,  54. 
Centre  of  graTlty,  60, 62;  In  bodies  of  unequal 

density.  68;  of  regular  flgurea,  64;  without 

the  body,  65. 
Centre  of  hydrostatic  pressure,  107. 
Centre  of  oedllatlon,  88. 
Centriflagal  and  centripetal  forces,  62. 
Centrifujral  drying  machine,  58. 
Centriftigal  forres,  demonstration,  58. 
Chain  pump,  297. 
Change  of  density,  160. 
Chart  of  magnetic  Tariatlons,  789. 
Chart  of  isoclinal  lines.  794. 
Chemical  affinity  and  molecular  attraction, 

000;  com  1)1  nation,  748;  effects  of  the  pile, 

hiMtory,  888:  force.  5;  soorros  of  heat,  748- 

767 ;  union  by  electricity.  866. 
Chemistry,  relation  of  to  physics,  0. 
Ohemraaa  cUssiflcation  of  colors,  491. 
Chimneys,  draught  In,  717. 


Chromatic  aberration,  466. 

Chromstlc  diagram,  401. 

Chromatic  polarisoope,  657. 

Chromatics,  456. 

Chronometers,  compensating  ^*«»*"*^  whesla 

506. 
Cistern  barometer.  266. 
Ctarkt*a  msgneto-electric  apparatus,  B38L 
CieaTage,  157. 
Climates,  climatology,  047. 
aock^  electrical,  9ia. 
Clothing,  relations  to  beat,  025. 
Clood^  078;  dsMlflcaaon  oi;  979. 
Coexistence  of  round  waves,  388. 
Cohedon  among  Bolid«,  147. 
Cohesion  and  reiiulslon,  146. 
Cohesion  in  liquids,  gase*,  and  solids,  148. 
Cold,  apparent  radlaUon  o^  634. 
Cold  by  evaporation,  681. 
Color  bllndncaa,  490. 
Color  dependent  on  temperature,  768. 
Colored  polarisation.  556 ;  rings  in  crystals,  556. 
Colors,  analyitlti  of.  458 ;  Chevreura  clawiflea* 

tion  of.  401 :  complementary,  459 ;  of  grooved 

plates,  535 :  of  thin  plates,  529 ;  study  oi;  482. 
Columns,  redstance  to  pressure,  171. 
Combination  of  waves,  327. 
Combustion,  a  source  of  heat,  749;  cause  of 

heat  in,  750. 
Comparison  of  different  thermometers,  576. 
Compass,  mariner'^,  787. 
Compensating  balance  wheels,  506;  peodo* 

lums,  596. 
Complementary  colors.  459. 
Components  and  resultants.  44. 
Composition  of  white  light.  457. 
Compound  chord^S72;  crystals,  156;  lenses, 

450;  levers,  114;  examples  of,  115;  mlero- 

Boope,  496;  achromatic,  511;  motkm,  88; 

pendulum,  83;  pulleys,  120. 
Compreved  gases,  eecape  of,  283. 
Compressibility,  21;  of  gases,  274;  of  Uqutdl, 

Compressing  machine,  288. 

Compreajtion  a  source  of  heat,  739. 

Concave  lenses,  448. 

Concave  mirrors,  426;  foci  oL  427-431 ;  InMgss 
by,  433. 

Condensation  of  gases,  689,  600. 

Condenser  of  .Spin  us.  844. 

Conductibility.  clothing.  625;  of  crystals.  616; 
examples  of.  622,  623;  of  gases,  620;  of 
liquids,  610 :  of  metals.  615 ;  of  powders  or 
fibres,  624;  relative,  of  solids,  liquids  and 
gases,  621;  of  solids.  614,  622;  of  wood,  617. 

Conduction  of  heat,  613. 

Conjugate  mirrors,  635. 

Constitution  of  liquid  rdns,  222. 

Construction  of  barometers,  368;  of  muskal 
instruments.  885 ;  of  thermometers.  568. 

Convection  of  heat,  626 ;  of  heat  in  liquids,  607. 

Convex  lenses,  447. 

Convex  mirrors,  426,433;  images  by,  435. 

Cooling  by  radiation.  t32. 

Copper,  tempering.  178. 

Cords,  vibration  of.  308.  309. 

Corollaries,  on  centre  of  gravity,  63. 

Coronas,  537. 

Correlation  offerees,  768. 

Cbulomb  on  rolling  friction,  189;  on  atartlBg 
friction,  138. 

CbiUomb'i  electrical  Uws,  810;  Jaws  of  i 
16& 
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Cooplen,  48. 

Cowls,  725. 

CiTiiUllsatlon  by  feebl«  onrrents,  803. 

Cryntalognipby.  151. 

CryMtNln  conduct  beat,  616;  fbrmsof,  168, 158; 
positiTe  and  nt^tive,  661. 

Cahlcal  oxpanKion,  690. 

CuUnar}'  pMradox,  677. 

Currenti*,  In  air  and  gaaea,  716;  Induced  by 
majcneta,  Oai;  in  the  ocean,  628;  of  elec- 
tricity, path  and  Telocity  of,  818;  prodaeed 
by  ice,  724. 

Curve,  bAllintlc.  145;  inflneneein  capillarity, 
236;  of  liquid  aurflurea,  234;  of  awlfteat  de- 
Kent,  76. 

Curvilinear  motion,  61. 

Cutoff,  712. 

Cycloidal  pendnlum,  85 

<^Honca,  968. 

Qrlinder  electrical  machine,  884. 

Bavikll's  constant  battery,  874 ;  hygrometer, 

973. 
nark  tinea  In  ppectmm,  461,  462. 
Derilnatlon  of  magnetic  needle,  788. 
Decimetre.  18. 
D<.<ep-M«  thermometer,  681. 
Deflaji^tion,  886. 

De  La,  Rivt^t  floating  current,  909. 
Denionfltration  of  Torricellian  theorem,  220. 
IXsnftity, 98 :  rhanged  by  tennion,  169;  of  gaaee, 

611 ;  of  th(r  earth  estimated  by  experiment, 

102;  of  Taponi,  693. 
Depth  of  wavefi,  322. 
Depresidon  of  mercury  in  tulieis  238. 
Deaoent  on  curves,  76;  on  inclined  planet,  74. 
DaprOx'a  fzperiments,  276. 
Deatructive  efferta  of  impact,  112. 
Determination  of  rHflt>rtlve  power,  636. 
Deviation  of  light  twice  reflected,  423. 
Dew,  976;  on  what  it  fidla,  976. 
Dew  point,  674. 
DIamagnetlnn.  920 
Diamond  jar,  852. 
Diapaaon,  877 ;  natural,  895. 
Diathermancy .  641;  applicatlona  of,  647 :  eauMi 

which  modify,  646. 
Differential  thermometers,  687. 
Diffraction,  632. 
DiffumKl  lii^ht,  410. 
Dilatation  hy  heat  explained,  T69. 
Dlmennlona  of  the  earth,  92. 
Dioptrics,  438. 
Dipping  needle,  793. 
Direction  of  force,  40 ;  of  osmotic  eurrent,  247 ; 

of  terrestrial  attraction,  60;  of  vibrations  of 

litrbt,  641. 
Directive  action  of  tho  earth,  911. 
Dispersion  of  lijTht,  406. 
DiRplacement  of  sero-point,  673. 
DisarctiuK  microscope,  496. 
Distance  calculated  by  sound,  846;  of  distinct 

vlfslon.  478;  that  wund  can  be  heard,  361. 
DiMillatlon,  686. 
Dlstillliiir  apparatus,  687. 
Divisibility,  19. 
Double  diatonle  scale.  873;  refraction,  660; 

polarisation  by,  6ii2:  vision,  488. 
Downward  pressure  of  liquids,  191. 
Draught  In  chimneys,  717. 
Dro^  of  liquids  in  conical  tubes,  241. 
Dry  piles,  873. 
Drying  machine  Ibr  laundries,  68. 


Jhtbo$cqi*4  electric  lantern.  884. 
I  Dub'a  laws  of  electro-magnetism,  915. 

Ductility,  176. 
'  Duration  of  visual  impressions.  487. 

Dwellings,  supply  of  fresh  air,  726. 

Dyuaniifal  electricity. 862:  theory  of  hMt.  76Z 

Dynamics,  39;  Dynamometers,  37. 

Eab,  303;  senslblliW  ol  378;  trumMt  359. 

Earth  circuit,  922. 

Ifiarth's  rotation,  effsct  oi;  upon  gv««ity,  94; 
demonstrated  by  the  penduluii»,  86. 

BbuUitinn,  676, 

Echo,  363;  tone  changed  by,  856. 

Echoes  repeated.  364. 

Streets  of  rentrifugal  force,  63. 

Blaatic  balls  transmit  shock,  185;  bodies,  im- 
pact of,  182;  fluids,  262. 

SlasUcity.  limit  of.  168;  modulus  oC  183;  of 
flexure.  162;  of  liquids.  188 ;  of  meUls,  table, 
161 :  of  solids,  169 ;  coeflldent  o£  161 ;  of  ten- 
sion and  compression,  160;  of  torsion,  166. 

Electric  battery.  849. 

Electric  currents,  Indoced.  929;  light  Sa  a 
vacuum.  936 ;  mutual  aciioh,  909. 

Electric  discharge,  efbcts  of,  863 ;  in  vacuum, 

Electric  light,  properUca  of,  885 ;  reguUton  Oi, 
884 ;  rotation  about  a  magnet,  936. 

Electric  spark,  color  of;  862. 

Electric  telegraph,  history  of.  921 ;  Morae*i  i^ 
cording,  924 ;  varieties  of,  923. 

Electricity,  atmosphi'ric.  8(i0,  861;  chemical 
effects.  868;  chemical  union  by.  856;  dassi- 
flcation,  773:  conductors  of.  814:  disrnarge 
in  cascade,  860;  disguised.  843;  distribution 
of;  826;  dynamical,  862;  dynamical  con- 
verted into  statical,  933;  earth  a  reservoir 
of,  816;  floating  '*urn>nt  909;  from  all 
■ouroes  identical,  939;  from  steam,  8:)9;  loss 
of,  In  excited  bodies.  827;  magnetic,  774; 
mecbnnieal  effe.:ts,  867;  only  on  outer  sur- 
Ikco,  824;  of  plants,  946;  positive  and  nega- 
tive, 813;  of  the  air,  987;  physiological 
effects,  864;  theori*'S  of,  816;  theory  of 
voltaic,  863;  universal  diaebarger  of,  861; 
velocity  of,  818;  vitreoua  and  resinous.  813. 

Electrical  amusements.  840;  animals,  944; 
attraction  and  repulsion,  812;  bells,  842; 
blasting,  937 ;  cascade  In  vacuo.  936 ;  clocks, 
928;  condenser,  discharge  of,  846;  effects, 
811 ;  egg,  862. 

Electrical  excitement,  sources,  810;  uuiver* 
asllty  of,  940;  various  sources.  840. 

Electrical  fire  alarm,  928;  hail-storm,  842; 
helix,  910 ;  induction,  828 ;  lamp,VoltaX  86& 

Electrical  machines,  834-838;  cam  of,  888; 
theory  of,  841. 

Electrical  nomenclature,  882;  pendulum,  812; 

Shenomena,  087;  power  of  points,  826;  r»> 
irdatlon,  880;  wheel,  842 ;  tension  and  cur- 

rente,  817. 
Electro-chemical  telegraph,  926. 
Klectrode,  electrolyte,  882. 
Electnxlynamlc  aplral,  910. 
Electro-dynamics,  general  laws,  002. 
Electrolysis,  laws  of,  890;  of  salts,  891;  of 

water,  889. 
Electro-magnetic  currents,  motion  of,  904 
Electro-magnetic  motion,  917. 
Electro-magnets,  918;  Page's  revolving,  914; 

power  of,  916. 
Electrometers,  882. 
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Electrometer,  gold  leaf,  846;  torrion,  820. 

Klectrophnrcii,  833. 

Klcctm-ixMiitive  and  eI«ctro-negaUTe,  867. 

Electro-priutiiifC  telegrnph,  0*25. 

Elect  ro:^oop«!S  813.  842. 

KlifirnecopH,  Bohaeoberger's,  873;  Volta's 
coniiensiitg.  S-ifi. 

EI«ctn>t3'p«f  89*2. 

EtMnmi's  ▼eDiUator8,726. 

Einl.xiilve  pownr  for  beat,  638. 

Klements  are  simple  bodies,  1 

Endlera  M*row,  12tt. 

EDdosmoM!,  244 ;  of  gases,  250 ;  theories  of;  251. 

Endnsmometer,  246. 

English  and  American  weights,  101. 

Etticliah  onlts  of  length,  17. 

Eoliplle,  704. 

Epipolic  disperfilon,  633. 

EquHtorlul  telescope,  605;  Oambrldge,  506. 

Equilibrium,  38:  t-ondiUcnsof.  in  llquidfi.  199; 
neutral,  nniitiiblu.  and  stable,  207  ;  of  bodies 
supp  irteil  in  more  than  one  point,  60;  of 
mNchincn.  107. 

Equilibrium  of  llquidn,  between  laminae,  240; 
free  from  Kmvlty,  2U0;  in  roinmonicating 
TvffiMils.  2ul ;  of  different  denxitit's,  202. 

Equilibrium  of  oolids  placed  upon  a  horiiontal 
surfHce,  07 ;  r>upported  by  an  axis,  66. 

Equilibrium  of  tlie  lever,  1 14. 

Errors  of  barometer,  causes  of,  260. 

Escape  of  roi)iprei*fftfd  (r"«<M|  283 ;  of  llqoidfl 
through  tubes.  223.  224. 

Essential  propertii«B  of  matter,  12. 

Eslimation  of  hli^h  temperatures,  586. 

EustnrhlMn  tubtf.  393. 

Evaporating  power  of  fuel,  715. 

Evaporation,  causes  influencing,  673;  oold  bj, 
681 ;  mechanical  forre  of.  684. 

Examples  of  compound  levers,  115. 

KxosmoAe.  244. 

EzpHUNibnity  and  compressibility,  010. 

Ezpsn*'ibility,  22 

Expannlon,  amount  of,  in  solids,  691 ;  apparent 
and  absolute.  f)08 ;  coefficient  of.  591 ;  cubical. 
590 ;  curve  of,  for  Iiquid^  602 ;  force  exerted 
by,  003;  increases  with  temperature,  692; 
linear,  589;  of  crystals.  590. 

Expansion  of  gases,  253,  605;  Regnault'a  re- 
sults. 607. 

Expansion  of  liquids,  507;  above  boiling,  602; 
amount  of.  Wl. 

Expansion  apparent  of  mercury.  600;  of  mer- 
cury. c'tefflrienL  508 ;  of  solidi*.  580 ;  of  water, 
604 ;  phenomena  of,  604 ;  unequal,  of  solids, 
595. 

Experiment  a  source  of  knowledge,  2;  hydro- 
static proiWiure,  104. 

Experimental  of  Desprets,  275;  of  Pascal,  104, 
202 ;  of  Plateau.  2U0 ;  of  Reicnault.  276. 

Experiments  on  density  of  the  earth,  102;  on 
liquid  surfaces,  235. 

Explosions,  cau.'ie  of,  701. 

Bxt4fnsion.  13. 

Extremes  of  tempernturo,  744. 

Eye,  action  of,  on  lijcht,  469;  adaptation  to 
dlHtHUoe,  480;  a  polariscope,  562;  struetoro 
of.  468. 

Eye-piece,  Tolics*  soUd,  512. 

Eye-pieces,  500. 

Pacts  (In  Interference)  versus  theory,  528. 
fithrathgU  9  hydrometer,  212;  thermometer, 
570. 


Faif^anM  assies.  115. 

Falling  bod  es.  laws  of,  71. 

Fallinic  body,  action  an  1  reaction  of,  77;  i 

described  by,  71. 
Fb.raday't  nomenclature.  882. 
Faraday  on  liquefaction  of  g 
Fire  alsrm,  electrical.  928. 
Fire  engine.  294. 
Fire  regulators.  594. 
Fixed  lines  In  spectra,  461,  462. 
Fixed  pulley.  118. 
Flexure  of  beams,  162. 
Floating  bodies,  206;  eqoiUbriam  tO,  207, 
FloaUng  current,  909. 
Floating  dock^  206. 
Flow  from  capillary  tnbea,  243. 
Flow  of  liquids,  218. 
Flow,  tbeoretiod  and  actual.  216. 
FluidM,  186;  resistance  of;  143. 
Fluorecsence,  53:i. 

Foci  of  lenses,  compound.  450;  concave,  448; 
convex,  447 ;  principles,  445 ;  mlea  fbr,  44SL 
Fog-bows,  537. 
FoKS,  or  mists.  974. 
Foot-pound  a  meafiiM«  of  heat,  750l 
Forne  and  heat,  relations.  758. 
Fome.  chemical  or  physical.  5;  definition  o^ 
85;  developed  by  evaporation,  684 ;  directSon 
of.  40;  of  expansion,  503,  6U3;  of  gravity, 
58;  unit  of.  37. 
Forces  are  definite  qaantitiea.  36. 
Forces,  centrifugal  and  centripetal,  52;  eoT' 
relation  of;  758 ;  not  parallel  applied  at  dif- 
ferent polnta,  40;  mi*asare  of.  41 ;  paraUL4o- 
gram  of,  45 ;  prupodlions  In  regard  ta  42 ; 
resolution  of.  50;  stetical  and  dynamical, 
30;  system  of.  44. 
Forcing  pnmp,  292. 
Forms  of  crystals,  153;  of  mirron,  417;  of 

vibraUona.  307. 
FormulSB,  achromatism.  467. 

*•  altitudes  by  barometer,  272. 

"         apparent  expattslon  of  mercury ,600. 

"  eentral  fi«rces.  54. 

^         change  of  volume  In  gaan,  608. 

**  compensating  pendulum,  506. 

"  compound  Ifnses.  450. 

'*         concave  Ifiifee,  44S. 

**         eoncave  mirrors.  428. 

"  oonriix  lens,  447. 

•'  convex  mlrror«.  432. 

"  correction  of  baronietrlr  height,  500L 

«  electric  piles.  8M I. 

"  endless  screw.  129. 

"  escape  of  llqnidi^,  '223.  224. 

"         expansion  of  liqnids,  508. 

^         expansion  of  ml  ids.  501. 

*'  fi<txure  of  beams.  162. 

<<         flow  of  liquids,  216c 

"  inclined  plane,  122-124 

**         index  of  refraction.  440. 

«         light  twice  reflected.  423. 

M         ma»mi fy  inic  powtr  of  lenses^  ^4. 

*<  mIcroMopeii.  513. 

"         motion  of  projectilea,  10-1. 

"         Newton's,  for  velocity  of  mund,  6S3 

**  optical  centn*  of  lenses.  452. 

^         pencils  of  lipht  refracted  at  ^aaa 
surfaces.  44.S. 

«         pencils   of  light   trammitted   by 
plane  gla»e.  444. 

"         pendulum.  81,  82. 

**         penetmting  power  of  talraeopMyUT. 
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ftramltt,  pulley,  119, 120. 

**         rvfractSon  at  Rpherira]  surftee^,  446. 

<■         TefracUon  by  parallel  media,  442. 

**         relation  of  Tolume,  tempermture, 
and  preMure  in  gases,  609. 

*         screw.  127. 

-         speciec  gravity,  210,  211. 

•*         specific  heat,  063.  . 

**         sptaerlral  aberration  of  lenses,  464.  ! 

*'         standard  tbermometeri  677.  I 

"         str«>nf(th  of  b*«ai8,  172.  I 

**         uniform  motion.  SO.  I 

**         yariable  motion,-  32.  I 

**         variation  of  fcravity  by  rotation  of 
the  earth,  94. 

"         Tarintlon  of  gravity  in  altitude,  96. 

**         variation  of  gravity  in  latitude,  90. 

<*         veIo«-ity  after  Impact,  184. 

**  velocity  of  dlacharge,  220. 

«<         velocity  of  light,  404. 

«  velorlty  of  winds,  981. 

•<         vibration  of  air  In  tubes,  384. 

**         visaal  power  of  teleseopes,  607. 
/brti'n's  barometer,  266    ^ 
IbueauWi  apparatus,  404: 
FranlUn'M  kite,  860;  puira  glass,  677. 
Fraitnho/er*9  dark  lines,  461. 
Fretting  In  red-hot  crucibles,  699. 
Freifzing  mixturvs,  667. 
Freesing  point.  669. 
Fredh  air  in  dwellings,  726. 
Frtmd  lens,  621. 

French  system  of  measures,  18;  weights,  100. 
Friction,  advantage  from,  141 ;  daring  motion, 
138;  heat  from,  736,  786;  sliding,  137;  startr 
ing.  138. 
Frictional  electricity,  809. 
Fro>.t,  977. 
Fuel,  evaporating  power,  716 ;  relative  value 

of,  763. 
Functions  of  the  ear,  894. 
Furnace  blowers,  282. 
Furnaoes  for  hot  air.  729. 
Fusion,  laws  and  heat  of,  668;  peculiar  in 
some  solids,  669. 

Galvaicio  battery  a  misnomer,  864. 

Galvanic  current.  943. 

Galvanism,  discovery  of,  862;  contact  theory, 

863. 
Galvanometer,  906 ;  sine  compass,  906. 
Gamut.  866. 

Gas  iUnmiaatlon,  products  of,  721. 
Gas  jet,  musical  note,  382. 
Gaset*.  262;  and  vapors.  Identity  of,  688;  com- 

CiKibllity  of,  274-277;  eonductibillty  for 
1,620;  density  of,  611 :  expansion  of.  263; 
expaniiion  by  heat,  606 ;  laws  of  expansion, 
606;  liquid  and  solid,  properties  of,  691; 
mechanical  condition  of.  264;  transmit 
pressure,  266;  relation  of  volume,  tempera- 
ture, and  pressure,  609;  reduced  to  liquids, 
689 ;  specific  heat  of,  66'J^  653 ;  volume  of,  608. 

OasMieVa  cascade,  936. 

Gay  Luutt&g  barometer,  267;  hydrometer, 
212;  laws  for  expansion  of  gases,  600. 

Glass,  temper  of;  178. 

Glottis,  388. 

GnUFa  steam  heaters,  732. 

Graduation  of  thermometers,  669. 

^uAam's  compensating  pendulum,  696. 

Gravitv,  68 ;  a  aouree  of  motion,  70 ;  alTected 
by  (M  aarth't  roUtion,  94;  InfineDeed  by 
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the  earth's  figure,  91 ;  intensity  varies  with 
latitude,  90 ;  measured  by  the  pendulum, 
88;  varied  by  altitude,  96. 

Gridiron  pendulum,  69ti. 

Qrott'a  battery,  876. 

Gyrascope,  67. 

Hadlet'8  sextant,  426. 

Hail,  986. 

Halos,  637. 

Hammering,  179. 

Hardening.  178. 

Hflrdness,  176. 

Har^^a  calorimotor,  870;  ^eflagnrator,  870; 
electrometer,  846. 

Harmony.  m«Iody,  366. 

Hdrruon'a  compensating  pendulum,  696. 

Hearing,  341 ;  of  animsTM,  396. 

Heat,  action  of.  on  matter,  666;  amount  by 
chemical  action.  761 ;  and  force,  relations 
of,  768;  and  light,  analogy  of,  766:  and 
light,  by  chemical  and  mechaniral  action, 
768:  cauMO  of,  in  animals,  766;  causes  which 
modify  emisslTe,  absorbent,  and  rvflin-tive 
power.  639;  change  of  state  in  bodies,  764; 
coloration,  646;  conclusions.  772;  runduo- 
tlon  of.  613;  convection  of,  626;  developed 
by  eolidlflcation,  663;  diiTractlon  and  inter- 
foresee,  649;  dynamical  theory,  762:  expan- 
sion nf  gases  by,  606;  expanition  of  liquids 
by,  697;  expansion  of  solids  by,  680;  from 
magnetism,  918;  latent,  665:  mechNnical 
equivalent,  768,  760;  mfchanical  unit  of 
measurement.  760 ;  nature  nf.  664 ;  of  com- 
bustion. 749 ;  modes  of  communication,  612, 
of  capillarity,  741 ;  of  chemical  action,  748; 
of  comprBSsion,  739;  of  friction,  736«788; 
of  ftision,668;  of  humid  combinations.  764; 
of  percussion,  740;  of  voltaic  arch,  886;  of 
voltaic  currents,  887 ;  origin  of  terrestrial, 
746;  polarization  of,  649:  quantity  and  in- 
tensity,  771;  quantity  developed  by  fric- 
tion, 736;  quality  ofj  how  changed,  770; 
radiation  of,  629 ;  reflection  of,  635 ;  re(Wi» 
tion  of,  648;  rvlation  to  cold,  666;  speeifie, 
661 ;  transmission  of  radiant,  641 ;  unit  of 
660 ;  universal  radiation,  633. 

Heating  by  hot  water,  730. 

Height  measured  by  barometer,  272. 

Heixhts  messured  by  boiling  water,  679. 

Helix,  electrical,  910. 

Hierrfa  fountain,  295. 

High-pressure  engine.  711. 

High-pressure  steam,  680. 

Horse-power,  714. 

Horse-power  machine^  182. 

Piot  air  furnaces,  729. 

Hot  water  apparatus,  781. 

Houa^a  telegraph,  926. 

Humidity  of  the  air,  972. 

Hurricanes,  968. 

Hydraulic  ram,  296. 

Hydraulics,  213. 

Hydrodynamics,  186. 

Hydrometers,  212. 

Hydrostatic  paradox,  196. 

Hydrostatic  press,  190. 

Hydrostatics.  186. 

Hygrometers.  973. 

Hypothesis  defined,  3. 

Hypsometer,  679. 

Id,  currents  produced  by,  724. 
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loe  macbine,  Twlning's,  681. 
Illumtniitlon  of  rsilwayB.  620. 
IlluDilniitioD,  prodarts  of,  721. 
Illumination,  mifflrlency  of,  477. 
Illustrntion  of  vis  viva.  111. 
TmnRi-fl.  by  concnve  mirroiv.  433:  by  oonrez 

in{rn>r!i.  i'lb;    by  plane  mirrom,  419;  by 

small  a(M$rture<«.  4I'J;  by  iorlinMl  mirrons 

42*^:  by  two  plane  mirror*,  421:  dii^tortlon 

of.  456 ;  formvd  by  Umimb.  453 :  in  thu  eye, 

inverted.  470;  muUiplied  by  two  aarfiiCMB, 

4J0;  virtual.  434. 
Impact  and  ita  reraita.  112;  aa  related  to  vis 

viva.  112;  in  relation  to  momentum,  112; 

of  elastic  bttdiea,  182. 
Impeiiftraliility,  14. 
Impenetrability  of  air,  260. 
Imponderable*,  11. 
ImprcesionB  of  Hgbt  and  heat,  T66. 
InrandfBcenoe,  7tt7. 
Inch  of  water.  221. 
Inclination  map.  ianrlinal  lines,  TiM. 
Inclined  plane.  121-124. 
Index  of  rcfrartion,  440. 
InduoMl  currenta,  different  orders,  090. 
Induced  cnrreuts  from  earth's  magnetism, 

032. 
Induction  an  act  of  contiguous  partides  830. 
Induf'tion  coil  of  Kubmliorff,  033;  effects  of, 

034. 
Induction,  eli^tro-dynamic,  029;  of  a  rurrent 

on  iteelf,  030;  of  electricity,  828;  of  mBgne^ 

ism,  783. 
Indui-tive  philosophy.  4. 
Inductive  power  of  earth's  magnetism,  707. 
Inertia.  26;  of  air,  260. 
Inflammation  by  electricity,  866. 
Influence  of  the  earth'M  fiirare  upon  frravlty.Ol. 
Intenaity  of  serial  waves,  832;  of  llghc,  413; 

of  luminous,  calorific,  and  chemical  raya, 

46i;  of  many  couplea,  881;  of  radiant  heat, 

631. 
Interference  oolora,  620;  of  light,  627;   of 

ponnd,  349;  of  wave*.  327,  328. 
Intermittent  fonntaln,  286;  •pring8,286;  tj- 

phon,  286. 
Internal  ear,  303. 
Internal  reflection  of  light,  408. 
Intervnl  in  music,  371. 
Ions,  882. 

Irn^guler  reflection  of  lifrht,  410. 
Isochninism  of  the  pendulum,  80. 
Inorhronoiis  vibrations,  303. 
iKodynamic  lines.  706. 
Im^mnal  lines,  780. 
Isothermal  lines,  066. 

Jets  of  water,  226. 

Johnson  on  streni^h  of  materials,  170. 

Joule'i  experiments  on  heat,  760,  761. 

Kalftdoscopb,  424. 
Knly chromatin*.  464. 
Key-note  of  nature,  836. 
Kilometre,  18. 

Lartnx,  388. 

latent  electricity,  843. 

Liitent  heat.  fi55. 

Latent  heat  of  fusion,  668;  of  staftm,  682. 

Lateral  strength  of  besms,  172. 

Latour'i  law  for  Tanon^  602. 

Taw,  definition  of,  8. 


Law  of  cooling  by  radiation,  682;  of  LatouTj 
602;  of  universal  graviution.  60. 

Laws  of  aeottsties  determine  spei'Jfie  beat,  063w 

Lairs  of  liernouUi,  384;  of  capillarity.  237; 
of  capillMriCy  between  laminse',  240;  of  el«o 
trirai  attraction  and  repul^itm.  819-822:  of 
electrical  iudnrtion.  820;  of  electririly  and 
chemical  action.  806;  of  elei  trolyxiA.  hOO; 
of  electro  dynamhs,  002:  of  eU'f'int-mngoet- 
iiim,  016;  of  falling  bodies.  7l;appliraiii>n. 
73;  verification,  72;  of  fueion.  65{»;  of 
Ohm,  880;  of  Dolidiflcatjon,  062;  of  stormts 
971;  of  tenacity,  17U;  of  tension,  16& 

f^ength  of  luminous  wavef*,  531. 

Lenses,  438;  compound,  450;  concave.  448; 
convex,  447 :  images  formed  by.  453 :  optical 
e«ntre  of  452;  refraction  of  ot«lique  pencils 
by.  461 ;  rules  for  foci,  440. 

Lti  Ray's  dynamometer,  37. 

Lever,  113;  application  of,  116;  equillbrinm 
of.  114. 

I^yden  Jar,  847 ;  electricity  in,  848. 

LifK  an  nuknown  power.  10. 

Ught,  acti'in  of  eye  upon.  460 ;  amount  re- 
flected, 407 ;  and  ln>at,  analogy  of.  7t$6 ;  and 
hfst  by  chemical  and  oierhanit'al  actittn, 
7(38 ;  changed  by  polarization.  543;  culor  of, 
depends  on  temperature,  708;  difTuHrd  410; 
direction  nf  vibrailons  641 ;  beat  and  elec- 
tricity are  forces  in  nature.  11;  In  a  bonio- 
gen(«>us  medium.  4U3;  inttuenreU  by  mag- 
netism. 919;  internal  reflectic»n,408;  irregu- 
lar reflection.  410:  length  of  vibrations.  &31 ; 
nature  of.  SOS ;  pencils  of.  peaoing  through 
plane  glass,  444;  pencils  uf.  n'^frarted  at 
plane  sur{sce^  443 ;  polarli^d  by  abwrptiun, 
645;  polsrised  by  reflection.  640;  polarised 

•  by  refraction,  647,  648;  properties  ot  406; 
total  reflection  of,  409 ;  rays,  pencils,  beams, 
401;  refracted  by  parallel  strata.  412;  rela- 
tion of  bodies  to.  400 ;  souroee  nf.  390;  trans- 
mission of  vibrations,  642;  velocity  ol,  404. 

Llght-hooses.  622,  623. 

Lightning,  000 ;  clajwea  oLOOl ;  return  stroka, 
002. 

Lightning-rods,  093. 

Limits  of  elasticity.  168;  of  magnitude,  173. 

Linesr  expansion,  5P9. 

Liquid  surfaces,  cause  of  curve,  234. 

Liquid  veins,  eonstitution  of.  222. 

Liquids,  186;  amount  of  expanrion,  601; 
ascent  In  capillary  tubes,  239;  coudllionsof 
equilibrium.  109;  oonductibllity  for  hent, 
619 ;  convection  of  heat  in,  627 ;  curve  of  ex- 
pnnsion,  602;  downwsrd  prw^fture  of.  191; 
elHsticity  of,  188;  equilibrium  of.  199,200; 
equilibrium  of.  in  a>mmutiicatlng  vrsarla. 
201.  202;  expanrion  of,  697;  ezpansSon 
above  boiling.  602;  force  of  expansion.  (i03; 
lateral  prei^sure,  193;  mechanical  condition, 
187 ;  repelled  by  heated  sur&ce,  697 :  spher- 
oidal state.  604 ;  transmit  pressure,  ISO;  up- 
ward pressure,  192. 

Liquefaction  and  solidification,  666 ;  gradual, 
t)56. 

Liquefaction  of  gases,  theory,  688 ;  of  TapM% 
686. 

LisJU^s  aplanatic  foci,  600. 

LitTH.  18. 

Living  force.  IIL. 

Liode^tone.  774. 

Looming,  630. 

Long^lghtsdaaMy  488. 
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fiOw  proanire  «nglnM,  710. 

Machiitb  power  and  weight,  106. 

Maehint^  105;  eqailibrium  of,  107. 

Mnyclc  lantern.  615 ;  nquaret.  852. 

Mavoietlc  attrnctitm  and  repnlglon.  780:  cnrrM, 
777;  (lip  of  needle,  7»l ;  electricity,  774; 
fli;ure«,  778 :  Ibrce,  difltribution,  770;  ^rce, 
llnM  nf.  799 ;  Induction.  78S ;  Inteniiity.  795 ; 
meridian,  788;  needl«,  775,  787;  obaerva* 
tionis  70S;  phantom,  777;  polarity,  776; 
rotary  polarixatioo,  500. 

Maxnetlam,  action   upon   light,  919;  atmoa- 

?herio,  80U;  co«rrittv«  lbro««,  780;  by  contact, 
81;  conTernion  into  heat,  918;  dlfferant 
bodieii.  78*i;  of  fteel  by  tolar  ray^  807 ;  of 
the  enrth,  action  of,  on  dipping  needle,  702 ; 
origin  of  the  earth's,  801;  terrestrial,  787; 
theories,  784,  785. 

Magnetising  by  the  helix,  912. 

Magneto-electric  apparatus,  938. 

Magnet&«lectricity,  938. 

Magnet's  anumalous,  779;  artifldal,  775:  by 
eleclro-magnellAm,  805 ;  by  tr>vch,  803 ;  com- 
pound,  8U6;  deprlvea  of  power,  808;  direc- 
tive tendency  ot  787 ;  horHe-shoe,  804 ;  nato- 
ral.  774;  production  of;  802;  ralae  how 
Taried,  802. 

Magnifying  glasses,  493. 

Magnifying  power  of  lenses.  494. 

Magnitude,  18;  limits  of,  173. 

Malleability,  174. 

Manomnters,  278;  with  compressed  air,  280; 
with  free  air.  f  79. 

Map  oftmlinal  lines.  794. 

Mariner's  compa«s,  787. 

MarioUe's  law,  274. 

Muriin*$  compensating  pendolom,  596. 

Mathematical  pendulum,  78. 

Matter,  1;  accesMory  properties,  19;  ebangas 
in,  7 ;  essential  properties,  12 ;  general  pro- 
perties, 6;  three  utates  o^  15;  properties  oi; 
physical  or  chemical,  8. 

Maso.  41,  96. 

Maximum  and  minimum  thermometers,  578. 

Maximum  density  of  aqueous  solutionsy  604; 
of  water,  604. 

Mean  temperature,  950. 

Meanire  of  forces,  41. 

Meaiiunw  of  capacity,  17, 101. 

Mechanical  condition  of  gases,  264;  efleieney 
*^r  the  screw,  128;  equivalent  of  heat,  758; 
force  of  eTaporation,  684;  illustration  of 
Tibrations,  301 ;  sources  of  heat,  735. 

HeohaniKm  of  the  voice,  889. 

MdlonCa  apparatua.  642. 

MeUimf$  thermo-multiplier,  042. 

Melody,  harmony,  365. 

Membranes,  yibration  oi;  318. 

Men,  strength  of,  131. 

Mercurial  rain.  24. 

Mercurial  th«>rmometer,  568;  limits  oi;  574; 
defects  of.  576. 

M<>reury,  depression  of.  in  tubes,  288. 

Meridian  measurements,  91. 

Metacentre.  208. 

Metallic  liarometer,  163. 

Metallic  thermometers,  580. 

Metals,  change  of  properties,  180;  change  of 
structure,  180.  conduct  heat,  615. 

Metastatic  thermometer,  579. 

Meteorological  oba*ryatloDS,  949. 

ftleteorology,  046. 


Metre,  18. 

Microscope,  achromatic,  angular  aperture,  d» 

fining  power,  illuminating  power,  magnify- 
I      ing  power,  penetrating  power,  visual  power, 

613;    compound,   400;  obje(*t-Kla»<^e(<,   508; 

Hanpairi*  diiwecting,  495;  simple,  4i:5;  solar, 

516;  fiUnd.5l4. 
Millimetre,  18. 
Minute  division,  19. 
Mirage,  64u. 

Mirrors,  415 ;  fbrma  of,  417. 
Mobility,  25. 

M<difled  forms  of  crystala,  155. 
ModuluMOfedaiitieity,  183. 
Molecular  motion,  in  heat,  763. 
Molecules,  20. 
Momentum,  43. 
Monochord.  367. 

Monthly  variations  in  temperature,  951. 
Morin*a  apparatus,  72. 
Marte*  telegraph,  924. 

Motion  and  force,  composition  nf  exsmples,  45. 
Motion  communicated  by  collision.  Ibl. 
Motion,  compound,  33;   curvilinear.  51;   of 

prqjeriiles.    IU3;    uniform,  3U;    unifumily 

varied.  32;  variable,  31 ;  varieties  o^  28. 
Mountings  fur  telescopes,  5U5. 
Moutb-plpei*.  380. 
I  Movable  pulley,  119. 
Movement  of  drops  in  tubes,  241. 
Muaie  halla.  302. 
Mu^'ic.  theory  of.  363. 
Musli-al  instrumenta.  383. 
Mnrical  interval.  871. 
Musiral  M>aie,  866;  new.  ^%. 
Mnoiml  sounds.  335;  qnsiiiy  of,  368. 
I  Musical  tones  from  magnetism,  916. 

Natitkal  dispason.  805. 

Natural  history.  10. 

Nstural  philosophy,  9. 

Nature,  Icey-note  of.  836. 
I  Nearsightedneaa,  485. 
I  Negative  eye-piece,  500. 
I  NtgrOSi  dtZambra*a  thermometer,  578. 
'  Neutral  equilibrium,  2U7. 

New  musical  scale,  373. 

Newtiin'a  formulse  fbr  velocity  of  sonnd,  658. 

Nfwtim'9  rings.  530. 

NiehtiUon'a  hydrometer,  212. 

NicnTa  priam,  553. 

Night  glsKS.  498. 

Nitric  arid  battery,  875. 

Notril€t  galvanometer,  905. 

AobiWs  rings,  894. 

Nodal  flgurea.  317. 

Nodal  lines,  813;  how  deUneated,  816;  posi 
tlon  of,  314. 

Nodal  points,  806. 

Noise,  835. 

Nomenclature,  Faraday's  electrical,  882. 

0bjxct-<ila88X8  Ibr  the  microsoope,  508. 

Objectives  compound,  509. 

Oblique  pencils,  430. 

Oblique  pencils  refracted  by  lenses,  451. 

Obs^rvstion  and  experiment.  2. 

Ocular  image,  brightness  of^  473. 

(BrtUd's  dii«overy,  003. 

Ohm'a  law  of  retarding  power,  880. 

Open  fire,  728. 

Opera-glass,  408. 

Optio  angleb  471. 
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Optic  azia,  471. 

Optical  centre  of  *  leoa,  462. 

Optical  inAtrumenta,  493. 

Optical  toya,  488. 

Optica,  397. 

Organ  of  Foole  and  Alley,  876. 

Or)(aiiic  aolutlona,  oatnot<«  In,  248. 

Orgnnx  of  b«sarlng  In  auimala,  890. 

Ori;<in  of  terraatrlal  heat,  746. 

Ori}(io  of  undulattona,  '299. 

OacilUtioD,  evotre  of,  88. 

OiviliaUoo  Ueflned.  78. 

OamoM,  244;  onnUitloDa  of;  246. 

>8moae  of  inorganic  Mlatk>n8,24P;  of  organic 

aoinliona,  2M;  direction  of  corrent,  247. 
Orerehot  wheal,  229. 
Osone,  859. 

Page's  rerolving  magnet,  014. 

Puge't  vibrating  armatarei  881. 

Jaraeliuta,  273. 

Parhelia,  537. 

Parallel  fbroaa,  reanltaot  of,  46. 

Parallelogram  of  Ibroea,  45 ;  of  rotationi,  66; 
of  Telticltiea,  84. 

Fiuoal't  exp«*rimentN,  104,  262. 

Pavlve  resistance,  136. 

Paths  of  ▼itiration.  811. 

Pencils  of  tight,  401 ;  refiracted  at  plane  anr* 
f«c•J^  443;  at  spherical  aorlkoea,  446. 

Pendalum,  78;  applied  to  mearara  time.  84; 
applied  to  stody  of  graTity,  87 ;  ballistic, 
llM;  eompensatfng.  696;  cycloldal,  86;  da- 
monstratas  roUtlon  of  the  earth,  86 ;  forma- 
lin for,  81 ;  Isochronlam  of,  80 ;  length  beat- 
ing secondfs  89;  physical  or  compoand,  83; 
propositions  respecting,  82;  simple,  79;  uaed 
to  meaKure  force  of  graTity,  88. 

Penetrating  power  of  mlcroaoopei,  613;  of 
teleacopes,  507. 

Penumbra,  411. 

PercoHaion  a  sonrre  of  heat,  740. 

Perfect  concord,  372. 

Btrkint'  apparKtiu,  731. 

Perp«tual  motion,  13ft. 

Phaii«s  uf  undulations,  804. 

Phenomena  defined,  2;  of  expnnakm,  604. 

Philosopbi(«l  egg,  862. 

PhoaphoreM«nce,  399,  684. 

Photo  electric  Untem,  884. 

Photography,  519. 

Photometara,  414. 

Phy (ileal  force.  6;  porei,  23;  optles,  627; 
aources  of  heat,  742;  taUei,  page  960; 
theory  of  music,  863. 

Phyplca  and  chemistry,  9. 

Physiological  effects  of  the  pOa,  896. 

Piano  alringa  friable,  180. 

Plane  glass,  refraction  by,  441. 

Plants,  dectricltjr  of,  946. 

Plateau*i  ezpprlment,  200. 

Plataa,  Tibratlon  of,  312. 

Platform  balance,  116. 

Pneumatic  Ink-bottle,  2S4. 

Pnenmatics,  252. 

Polarity  of  compound  dreoit,  878. 

Polariiation  and  transfer  of  elemenii,  899. 

Polarisation,  atmoraherie,  661 ;  l^  absorption, 
645;  by  heat  and  by  comprasalon,  659;  by 
reflection,  546;  by  refraction,  647,  648; 
colored,  655;  of  heat,  649;  of  light,  641; 
partial,  640;  rotary,  666. 


Polarising  instn  nrata,  664. 

J^ml^t  moaical  scale,  ^3. 

Ponw,  physical,  23;  sensible,  24. 

Pormity,  23. 

PoaltlTe  and  negative  crystaU,  65L 

PoriUve  eye-piece.  600. 

BauilUCi  galTanometer  906. 

Power  of  points,  electrical,  826. 

Power  of  steam,  714. 

Power,  adaptation  to  weight,  110. 

Power  and  weiitbt,  106;  relation  o^  109. 

Pnw,  hydrostatic,  190. 

Preaaure,  atmoapberic,  257;  centre  of,  197;  d 
liquid  in  motion,  226 ;  of  liquid  downward, 
191;  of  Uquld  on  side  of  veaael,  193;  of 
llqald  npon  containing  Teasel,  214;  prodooed 
by  Impact,  112;  transmitted  by  gaaea,  256; 
tranamietcd  by  Uqaida,  189;  varies  with 
8p.  Gr.,  198. 

Primary  colors,  46n. 

Prime  serenth.  873. 

Ptinot  SuperfM  dropa,  178. 

Printing  telegraph,  926. 

Prisma  and  lenaea,  438. 

Problema  on  aoooatica,  paga  280 ;  on  elasticity 
and  tenacity  of  solids,  pace  146;  on  ele» 
tridty  page  667 ;  on  graritatlon,  page  73;  on 
heat  |Mige  606 ;  on  bydrodynamica,  page  199: 
on  lawaof ▼ibratlona,  page 251 ;  on  theoiyor 
machinery,  page  107 ;  on  optka,  page  80S; 
on  pneunuiUca.  page  234;  on  weights,  ma»> 
anrva,  and  motion,  page  37. 

Production  of  waTca,  319. 

Products  of  combustion  and  respiration,  718. 

ProgreraiTe  nndnlationa,  300;  In  liqufcSa,  820i 

Pronertlea  of  matter,  general  or  speclflc,  6; 
pbyrical  or  chemical,  8. 

Properties  of  iiqold  and  aolid  gasea,  691;  oT 
solar  q»eetrum,  460;  of  solids,  149. 

Proposliions  in  regard  to  forces,  42. 

ProjectUas,  tbeoiy  and  laws  oi;  103 

Proof  plane,  823. 

Pulley,  compound,  130;  fixed,  118;  morablSL 
119. 

Pnmpa,  280-298. 

Pyrometers,  689. 

Pyrometer,  Danieirs,  684;  Draper^  686;  8a» 
ton'a  reflecting,  682;  Wedgewood'a,  ilBZ. 

Pyrometrical  heating  effects,  762. 

QUAUTT  of  mnrical  aonnds,  868. 
Qoantity  and  InUnsity  of  dectridiy,  806. 
Quantity  of  heat  fimn  fk^iction,  786. 

Rain.  980 ;  annual  depth  o^  968 ;  days  oi;  088; 

dIstribuUon  of,  961. 
Radiant  heat,  intanaity  of,  681 ;  partially  aL 

aorbed,  630;  tranamiseion  of,  641. 
Radiating  power  for  beat,  638. 
Radiation,  of  cold,  634 ;  of  heat,  nnlTanal,  088, 

law  of  cooUng  by,  632;  tarrastrial,  T46. 
Radiators,  steam,  782. 
Railway  illumination,  620. 
Rainbow,  636. 

Bam»dtn*i  dectrieal  marhlna,  886 
Range  of  human  Toice,  890. 
Rays  of  light,  401. 
Reaction  of  escaping  liquids,  21T. 
Beaumw'a  thermometer,  670. 
Recompodtion  of  white  light,  407. 
Reed  pipes,  381. 
Regnlatora  of  daetrio  light,  684 
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Itoflectlng  telMcope.  (K)l. 

Reflwetioii  at  curred  rarfacw,  426;  by  plane 

mirroi-a,  418;  hy  reitular  BurfaoeH,  415;  of 

rirenlar  whv«s.  326;  otlight,  40iS;  of  sound, 

7i&'i:  ofwav0!i.  323. 
Reflwtive  power,  how  determined,  630. 
Refractory  bodiea,  600. 
Refrartioa  at  corred  rarfkce*,  445,  446;  at 

rexular  aarfai-ea,  4:^8 ;  atmmipherlc,  6-'{8 ;  at 

plane  eurikoex,  439;    by   lenses  447-451; 

by  plane  kI>^><  ^l :  by  prisms,  439;  of  beat, 

U8:  of  ligbt,  400;  of  pendU  of  light,  443; 

of  round,  357. 
Befrlgerators,  724. 
Btffnaulfs  experiuientis  276. 
SeunauU  on  expannfon  of  gam  by  h«>at,  607. 
Relation  nf  bodies  to  light,  400;  of  power  to 

weii^ht.  109;  of  specific  heat  and  atomic 

wHght.  664. 
Relative  value  of  ftiel,  763. 
RfpuMon,  146:  electrical.  812;  magnetic,  780. 
Repulnlon  of  ll^bt  floaliug  bodies  'J42. 
ReputslTe  action  of  heated  surface.  607. 
Keslritance  of  columns,  171;  of  fiaids,  148; 

passive.  136. 
Rest,  sbe  -lute  and  relative.  26. 
Resultant  of  opposite  parallel  forces,  47;  of 

untfiual  parallel  forces,  46. 
Resultnof  linpnct,  112. 
Revolving  maj^net,  914. 
Revolving  lights.  623. 
Rf.jptifT^s  dynamometer,  87. 
Rheostat,  907. 
Ri^dltv  of  ropfs,  142. 
AUchie^$  elwtrical  mncbine,  837. 
Eobnia?  oompvnMting  pendolum,  696. 
Riibrrrats  balance,  115. 
Rods,  vi bra  lion  of.  310. 
RngfC$  ost^illiiting  spiral,  909. 
Rolling  fHctlon.  139. 
Ropes.  rlidUlly  of,  142. 
Roiu^9  teleKope,  603. 
Rotasrope,  67. 

Rotation  of  electric  li^ht  about  a  magnet,  936. 
Rotation  of  the  earth  demonstntad  by  the 

peiidnlnm.  86. 
Rotations,  parallelogram  of;  66;  rightrhanded 

or  left-handed.  66. 
Rotary  polarisation,  566;  magnetic,  660. 
Rotary  pump  29.3. 
Routteau^K  hydrometer,  212. 
Ruhmkorff  coW.  9:;3. 
Rule  for  poxitlon  of  images,  436. 
Rum/ordTs  pkotometi;r,  414:  thermoscope,  687. 
MuUter/onTt  thermometer,  678. 

Saiobt'8  table  of  length  of  pendulum,  00. 

Saturated  space,  669. 

Saturation.  661. 

Sauisun'i  hygrometer,  973. 

Savarfs  toothed  wheel.  «161. 

Saeriry't  ^team  engine,  706. 

SaxUnC$  deep-sea  tlj^rmometer,  681 ;  reflecting 

pytometer.  582. 
Scale  henm.  116. 
Srintlllating  tube,  852. 
Screenm  diathemianic  power  of,  G43. 
Scrvw.  127;  efHciency  of,  128;  endless,  129. 
Sea  lights,  522. 
SeaMns.  947. 
Secondary  axes,  430. 
Seconds  pendulum.  89 :  fbrmnln  fbr,  90 ;  table 

oTlengths  in  different  latitudes,  90. 
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I  Self-registering  thermometers,  678. 
Sennible  weight  varies  in  differeut  localities, 

93. 
Sunsiliiltty  of  the  ear,  378. 
^:^ptum  required  for  osmose,  246. 
Series  of  elH*'tlrl>all8.  185. 
Seventh,  harmony  of,  373. 
Sextant,  HadleyV,  425. 
I  Sh<«k  trnnsmltted  by  elastic  balls,  166. 
I  SUUman**  photometer,  414. 
Simple  microscope,  495. 
Simple  pendulum,  79. 

Simple  pendulum,  propositions  respecting, 82. 
Simple  vt«ion  with  two  eyes,  482. 
Siren,  860. 
Sliding  friction,  187. 
Smee*s  battery,  871. 
Snow,  984;  colored,  986;  limit  of  perpetoal, 

955. 
Solar  microscope,  516. 
Solar  spectrum,  properties  of,  460. 
Solenoid,  910. 
So2ld  eye-piece.  612. 

Solidification,  rhange  of  volume  by,  664. 
Solidinration  lilMrates  heat.  663. 
Solidification  of  gaaex,  theory.  688. 
SolidK,  charactiTistlcH  of.  149;  condnrtlbility 

for  heat,  til4;  expansion  of.  589;  structure 

of.  150;  undulations  of,  3U6;  unequid  ex* 

pNUsion  of.  695. 
Solution,  661. 
Sonometer,  367. 
Sonun)U8  tub«>s,  379. 
Sonorou!*  wiive.«.  length  of.  370. 
Sound.  335;  diotance^  calculated  by,  346;  In 

all  elastic  bodies.  340;  interference  of.  349; 

not  instantaneous,  342;  not  pDHiagated  in 

a  vscuuni,  339;  propagated  by  waves.  337; 

reflHcted,  352;   refracted,  357;   velocity  in 

air,  344;  velocity  in  gsses,  H4b;  velocity  in 

liquids.  347  ;  velocity  in  solids.  ^48. 
Sounds  of  birds,  392 ;  of  Insects,  392 ;  produced 

by  animals,  892. 
Sounding  bodies  vibrate,  336. 
Source  of  heat  influencing  diathermancy,  644. 
Sources  of  heat,  734-767. 
Sources  of  light.  399. 
Space  described  by  a  fMling  body,  71. 
Speaking  trumpet,  358. 
Specific  gravity,  209. 
Sp«<-ific  gravity  Ijottle,  211. 
Specific  gravity  by  balance,  210. 
Specific  heat  651. 

Specific  beat  and  stnmie  weiirbt  related,  664. 
Specific  heat  determined  by  Uws  of  acoustic^ 

653. 
Specific  heat  of  gases,  662. 
Specific  weight.  99. 
Spectrum.  456;  dark  lines  in,  461. 
Speculs,  416. 
Spherical  aberration  of  lenses,  454 ;  of  mirrors, 

437. 
Spherical  mirrors,  426. 
Sphericity,  aberration  of,  455. 
Spheroidal  state.  K94 ;  cause  of.  698 ;  cause  of 

explnwinns.  701;  familiar  illustrations,  702; 

remarkable  phenomena,  700. 
Spirit  level,  20;i. 
Spirit  thermometers,  575. 
Spring  balnnce.  37. 
Springs  Intermittent  286. 
Stable  equilibrlnm.  207. 
Standard  thermometer,  6T7. 
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BtArtlng  Metfon,  138. 

SUttoai  and  dynamical  Ibroes,  80. 

SlailcHi  (*l«i:lrU-ity,  809. 

SUtirsdtflrifd.  :i9. 

StAtionary  ttiidalationa.  802. 

StalioDiiry  wares.  321. 

Stmtm  boUtfr,  713;  ezplostona,  701;  G<dd'B, 

733. 
Stvaui  cylinder,  Papin'a.  707. 
SteNiii,  eltHTtrieity  ft^nit  839. 
StMin,  h«Mt  latent  and  sensiUa  at  dilbrent 

teniperMtaniB,  683. 
.^team,  hl){h  prenture,  880. 
Steam.  lat«nt  hi«t  of,  882. 
St«-am.  power  of.  714. 
Steam-«ngin«».  703;  high  promiara,  711:  lour 

premure,  710;    Newcomvn's,  707;  Watt's, 

709. 
Bteambeatert,  732. 
Steam-power.  134. 
Steamboat,  the  first,  706. 
Stilly  nrd,  115. 
Stere,  18. 

Sutreomonosrope,  526. 
Stereoscope,  62ft. 
Stnw'i  veiitlUtlnt;  nhaft,  723. 
Storms,  icenentl  laws.  971. 
SttHiim  meanureris  227. 
Strength,  animal,  130 ;  of  beams  and  tabes, 

172;  of  materials.  170:  of  men,  131. 
Strurtun*  of  human  eye,  488. 
Structure  of  metnls  changed,  180. 
Study  of  oolont,  492. 
Stuttering,  301. 
Submnrine  telegraphs,  927. 
Suh«tan<w  dfflned,  1. 
Suction  and  lifting  pnmp,  291. 
Suction  pumfifl,  290. 
Sulphate  of  copper  battery,  872. 
Snn,  a  wmrce  of  heat.  742;  Infloeneao^  948; 

quantity  of  heat  from,  748. 
Sarfaee  of  discharging  liquid,  216. 
Syphon.  285. 
Syphon  barometer,  267. 
System  of  forces.  44. 
Sy»tem  of  magnetic  obserratloiis,  796 
SyRtem  of  wheelo,  117. 
Systems  of  crystals.  164. 

Tables,  Accent  of  IlqoldD  in  tubes.  239. 

"        Absorptive  power  for  heat  from  dif- 
ferent moroes,  A  pp.  tab.  IX. 
**        AbKorptWe  pnwi^r  of  different  bodies, 

A  pp.  ub.  vm. 

**  Aqueous  Tspor  in  a  cubic  foot  of  sntu- 
rated  nir  at  different  teroperaturse, 
A  pp.  tab.  XXr. 

**  Barometric  column  at  Tarlons  alti- 
tuiles.  285.  I 

«       Boiling  point  of  liquids,  App.  Uh. , 

"        Boiling  point  of  water  at  different! 

pInceA.  App.  tab.  XTIII. 
**        Boiling  point  of  water  at  different  | 

pr«*murea,  App.  tab.  XVI.  i 

"        Boiling  point  of  water  under  I.  2,  3, 

Ac ,  atmnapheres.  App  tab.  XIX. 
«•        Colors  of  tt^mptred  steel,  178. 
<«        Oompariiw>n  of  thermometers,  576.       I 
**        Cf)ropre(Mihilitv  of  gnsex.  276.  I 

«*        Comprefiiihillt'y  of  liquids,  168.  { 

**        Conducting  power  of  metals  and  bttjld*  i 

Ing  materials,  App-  -tab.  VIL 


Tabus,  Decrease  of  tsmpemtnn  fnm  el«f» 

tion.  954. 
**        Begnte  of  elsKtldty.  1 83. 
**        Deprenioii  of  mercury  in  tahce,  238. 
*'        Diathermancy  tor  heat  fruni  different 

M>um*»,  04^. 
**        Diitheniianfy  of  different   liqaida, 

App.  tab.  X. 
"        Diatliermancy  of  different  solids,  App 

Ub.  XJll. 
*•       Eiantkity  of  metals.  161. 
"        Kxpanidon  of  gaMw,  607. 
**       JfixpauKion  of  ganes,  App.  tab  Y. 
**        Expansion  of  liquid*.  App.  Cab.  IV. 
**        Kxpanition  of  mercury,  5U8. 
<*        Kxpanslon  of  loilds.  App.  tab.  IIL 
**        Force  n-qulred  lu  heat  a  pound  of 

water  1"  V ,  761. 
**        Freesing  mizinres.  App.  tab.  XII. 
**        French  decimal  ni«n.<ure(i  and  weights 

changed  to  i.n.£lUh  meat<un«  sud 

weigh  la  App.  laU  II 
**        Freqaency  ol  different  wlndK,  966. 
**        Frequtrucy  of  aurorats  9<H>. 
**        Friction.  138. 
«        HardnesN,  176. 
*'        Heat  of  ranibustion  in  air.  7.^3. 
**        Heat  of  coDibuNiion  In  oxygen,  751. 
**        Hydrometer  de;£Tees  aitd  specific  gr*" 

▼itlex,  App.  tal>  XXV. 
**       HydrcistHtic     pr«s.xure     at     Tariocs 

depths,  196. 
**        Latent  and  f^nsible  heat  of  atcam, 

App.  lab  XXII. 
"        I^awt  of  fMlling  todies.  71. 
**        Limit*  of  perpetual  Fnow,  965. 
**        Liquefaction    ai  d    aolldificatioa    of 

gaseii,  App  tab.  XX. 
*'        Measures  and  wi-igbts.  App.  tab.  L 
**        Melting  points  and  heat  of  fusion, 

App.  Ub.  XV. 
<*        Radiating  and  absorbent   power  of 

bodies  for  heat.  638. 
«        Radinting  power.  App.  Uh.  VI. 
**        Reflecliou  of  light,  407. 
**        Specific  gravity  of  Millds  and  Uqnids, 

App.Ub  XXIII. 
«        Specific  ht-at  App  tab  XI. 
<*        Specific   iieat  fi*r  cnni«Unt  prewars 

and  conaUnt  Toluuie  663. 
**        Strength    f  m*«n  and  anlniala,  133. 
"        Strength  of  materi^iia.  ITU. 
"        Temperature  In  different  latitude^ 

9M. 
"        TeURion  of  vapors.  App.  tab.  XIV. 
"        Velocity  of  windH,  961. 
**        Voluuie  and  density  of  water,  App^ 

Ub  XXIV. 
Telegraph,  921-9>2K. 

Telescope,  497;   achromatic,  504;  eqnatorial, 
505;  Galili*o'is  49K;  l^ori  KoMe'a  503;  ra- 
flectlng.  501 ;  Sir  William  lleraclielV  d(t2 
TeleRCopea,  penetrating  power,   507;    vifttal 

power  of.  507. 
TelenterooMCope,  524. 
Temper,  178. 

Temperament  In  music.  375. 
Temperature,  565;  estlinntion  of  bi.'h.  .^R6; 
exiremeR  of,  744;  mean.  950;  mnntiily 
variations.  951;  of  vnporixation.  tu2;  of 
vegetabien.  757;  variationa  in  altitude.  964* 
variations  in  latitude.  953. 
Tempered  steel,  colors,  178. 
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Ssnadtsr  of  difteent  rabstraoM,  17a 

Tenacity,  lawn  of,  170. 

Teniifuu,  252;  chatiKM  denrity,  109;  maztmiim, 
of  vapora,  (HW;  of  vapora.  Ualtoii's  law.  tf70 ; 
of  vitpon  In  roiamuiiieatlng  TeneU,  07 1. 

Terraatrial  attraction,  diniettoa  of;  60;  point 
of  appHratiuo.  61. 

Terre«itriNl  ey«>pi«oe,  MO;  Imat,  origin  of,  746; 
manrntttlam,  787 ;  radiation,  746. 

Thaumatrupe,  488. 

Theorem  of  Arehimadaa,  206 ;  of  Torrioelli,  219. 

Theoretical  and  actaal  flow,  216. 

Theorlu8  of  endosmoM,  261 ;  of  light,  808 ;  of 
liiClit  unaatiafiieiDry,  406. 

Theory  defined.  S;  of  llquefhctlon  and  solidill- 
catioD  of  gaitea,  688 ;  Of  nndolationa,  280. 

'rhermochnMty,  640. 

Theriiio^leetrlcity,  941. 

Thermn  electrie  mnCionn,  941. 

lliaruiometens  607 ;  air.  687 :  Bregoet'ii  metal- 
lic. 680;  Oenil)a«d«,  670;  oompariaon  of 
acalea  of,  671 ;  oonntrnction  of.  668:  defrctn 
In  mercurial.  676;  Fabrenlielt'a,  670;  gradn- 
ation  of,  669:  houm.  672;  Howard'a  dilTer- 
entlal.  6»7:  KiDiierali>y'»,  862;  LeaileV  dif- 
ferential, 6H7;  liuilta  of  mereuriai,  674; 
metaatHtir,  679;  NVgretti  A  Zanibnt'e  maxi- 
mum. 678;  Keaumur'a,  670;  Kutherford'e 
maximum  and  minimum,  678;  Saxton'e 
di^p  p*«a,  681;  Ntlfregiaterinff,  678;  w>nai- 
Miity  of.  672;  i>piHt  676;  Ptaodaid,  677; 
te-ttf  of.  672;  Walfurdin'fi  maximum,  678. 

Thermnmt'tric  i«aie.<«  oompnred,  671. 

Tkt»raio-uiultiplier,  688,  942. 

Thermoficopea.  687. 

Tilorier  and  Bian^i*t  apparatufl,  600. 

Three  statea  of  matter,  16. 

Thui)d-r.  989. 

Thundernitorma,  988. 

Time  and  velocity,  29. 

Time  required  for  vision,  489. 

T^Mftt"  miid  eye-piiwe.  612. 

Tone,  3(}3;  changed  by  echo,  866. 

Tornadoen,  909. 

Torricelilan  theorem,  219;  demonatrated,  220. 

Torrit'ellian  varuum.  261. 

Toniion.  elantiriry  of,  166;  eirctromater,  820; 
laws  of.  166;  of  ri|dd  bars.  167. 

T'ltnl  hylmfUtie  pressure  190. 

Total  reflertion,  409. 

TmiiiS  of  wlieelwork.  117. 

Trani<po:>ition  in  music.  874. 

Trnnsverse  strength.  172. 

TuhMi,  Htrenicth  of.  172, 

Tubular  brides,  172. 

TuninK  fork,  377. 

Turbine  wheel,  231. 

Ttoining'i  liv  machine,  681. 

TvlcHan  electrical  machine,  887^ 

fympanum,  393. 

Umbka,  411. 

Undershot  wheel,  280. 

Uudulaiiiin  in  oceans.  Ac,  829;  of  elaatie 
Miiid^.  XW;  of  liquids.  319. 

UndulHiinns  of  a  sphere  of  sir,  331 :  of  solids, 
30ii;  origin  of,  29'«):  phtua<*  of,  304;  proKm* 
sive.  30(1 ;  prugressive,  in  liquids,  320;  Sta- 
tionary, aui. 

Doiform  motlnn.30. 

Uniform  mu'iral  pitch,  page  668. 

Unison,  364. 

Unit  of  force,  87. 
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Units  of  measure,  16. 

Universal  discharger.  861 ;  gravitation,  law  o^ 

69;  nuiiation  or  iieat,  633. 
Unstabie  equilibrium,  207. 
Upward  pressure  of  liquids,  192. 

TAOUuif,  Torricellian,  261 ;  vapors  fbrmed  In, 
668. 

Talueofft]el,716. 

Value  of  j;r  in  pendulum  experimenta,  80. 

Taporiaation,  667. 

TaporixaUon,  temperature,  and  limits,  672. 

Vapors,  2A2:  and  gaaea,  Identity  of,  668; 
density  of,  603;  formed  in  a  vacuum,  668; 
from  the  body,  719;  Latour's  law,  602; 
liquefaction  of,  686;  mazimnm  tensioD,  669. 

Vsrlable  motion.  31. 

Variation  chart.  789. 

Variations  of  barometric  height,  270;  of  mag- 
netic needle,  78lt;  annual,  daily,  790. 

Vegetables,  temperature  uf,  767. 

Veloiities,  actual  and  theoretical,  144;  p«r> 
ailelograui  of,  34. 

Velocity  Jtiter  impact,  184;  of  all  sounds  the 
same,  84lt:  of  hII  sounds  not  tiie  same,  page 
668;  of  serial  waves,  332;  of  eleeiricity, 
818;  of  light,  404;  of  rivers  and  streams, 
227 ;  of  sound  in  air,  344 ;  of  sound  in  liqukls, 
847;  in  solids,  348:  of  sound,  Newtou'a  Ibc^ 
muia,  663. 

VentilHtifin.  716-726;  a  practiral  problem.  722 ; 
uv««(«Iiy  of,  718;  quantity  of  air  required, 
720. 

Ventilating  shaft,  723. 

Ventilators.  726. 

Ventriloquism,  391. 

Verification  of  laws  of  fidllng  bodies,  72. 

Vernier,  266. 

Vibrsting  armatare,  931. 

Vibrating  dams,  386. 

Vibration  of  sir  in  tubes.  879,  8M;  of  eords, 
808;  laws  of.  of  cords,  3U9;  of  rods,  310; 
of  membranes.  318 ;  of  plates,  312;  of  plates^ 
laws  of,  316;  paths  of,  311. 

Vibrations,  209;  forms  of,  307;  from  magnet- 
Ism.  916;  isoehronouB,  803 ,  of  different  notes, 
absolute,  360;  relative.  368;  of  beat  and 
light,  766:  of  light,  direction,  641 ;  of  light, 
length  of.  631 ;  of  light,  transmission  of,  642; 
•^  light,  resolution  of,  544. 

WA.  .ria  tubular  bridge,  172. 

Virtual  fucns.  429 ;  images, 434 ;  velocities,  106. 

Visible  biidies,  402. 

Tl.<«iun.  468 ;  conditions  of,  476 ;  binocular,  484; 
double.  483;  single,  482. 

Visual  angle.  472. 

Vlfioal  impKMM'iona  reqa^re  time,  480. 

Visual  power  of  microscope,  613;  of  telascopci^ 
6417. 

VIxual  rays  nearly  parallel,  479, 

Vis  viva,  111. 

Vitality,  10. 

Vocsi  apparatus  of  man,  888. 

Voice  and  speech.  887. 

Voice,  mechanism  of,  389;  range  of  human, 
390. 

Volta-electric  indnrtion.  929. 

Voltaic  arch,  heat  of  886. 

VoliHlc  batteries,  809-881;  effects  In  varlooi 
forms,  881. 

Voltnlc  circuit,  polarity  of;  878. 

VolUie  couple.  866. 

Voltaic  currenta,  beat  o^  887. 
A 
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Toltale  eleetricitj,  qaaiitStj  and  inimuAtj, 

Toluie  pll^  or  batteir.  8b4;  rhenicftl  theory, 
898;  groapin)(  <>lm«ot<s  879;  phyHkml  «f> 
fpcts.  883:  phvutologieal  effi«rs,  896;  mag- 
netic rffi^tm  895;  tbeorr  of,  896. 

Toltafai  Ppiirk  and  nreh.  88S. 

Toluiffm  and  galvaniKm,  864. 

FfiUa's  contact  theory,  863.  807. 

Vfilta'g  dlMOvery.  origin  of,  868. 

Vntta's  electrical  lamp,  866. 

VoUa't  rlMCtro*«ope,  846. 

Vnlta'i  hall  ntorm,  842. 

Voltameter,  889. 

Tolame  changed  by  aoUdUlflatlon,  664. 

Yolume  cf  gaeea,  608. 

WALPiannr's  thermometer,  678. 

Wnrmtng,  727. 

Wntche*.  balance- wheels  of;  696. 

Water  bel1<>WB.  196. 

Water,  effect  of  unequal  expanelon,  604 ;  ax- 
pani>fnn  of  604;  frvesing  of  666;  maximum 
density.  604;  T<rfume  at  different  tempera- 
ture»,6U4. 

Wftt4*r  pumps.  280. 

WntempoutM.  970. 

Wster- wheels.  228. 

WulCg  ^teem  engine,  709. 

Waves,  dfpth  of,  822:  fhnn  Iheiof  einpae,Sa4; 
f.-nni  fheun  of  pamholm  826 ;  nf  sir  Tf  lorlty 
and  intentdty  nf.  882;  of  condensation  lUas- 
tratad,  881 ;  of  air  expanding  fineely,  834;  of 


air,  InfterftnwDca  of;  883;  of  < 

330;  prodttctioa  o(  819:  refleelkMi  0^823; 

stationary.  821. 
Westber  indicated  by  bammnlar,  271. 
Wvdyca,  126;  application  of;  12& 
Weighing  machine,  116. 
Wells,  arterian,  204. 
Weight,  37.  97.  106;  definition  o^  68. 
Weights,  French  system,  100. 
Weight,  specific,  99. 

Weight  Tsries  in  different  kicalitica,  98. 
Wheel  and  axle.  116. 
Wheel  barometer,  288. 
Wheel,  braast,  230;  oTanbot,  229;  tartdna, 

231 ;  nndersbol,  230. 
Wbeelwork,  trams  of;  117. 
Whiri winds,  969. 
Whispering  gallerlem  366w 
White  light,  oompo^tion  of;  467. 
Winds,  ryrlones.  and  hnrricanv*.  968. 
Winds,  general  cousidersilon  of.  057 ;  fDsoetal 

direction  of.  966;  hot.  967 :  perlodieaL  963; 

propagation  of.  968;  regular,  962;  Tariabl% 

9a4;  velocity  of,  9C1. 
WJUulim't  camera  InrWa,  618w 
Wood  eoudnets  heat,  617. 


Yau,  17. 

Zkiamn  ft  Db  Log;  dry  pllas,  873. 
Zero  point  of  iharmometer,  670;  " 

of,  673. 
Zero,  abaulnte^  606. 
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